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REMINDERS 

(The  items  In  this  list  were  editorially  compiled  as  an  aid  to  Federal  Register  users.  Inclusion  or  exclusion  from  this  list  has  no 
legal  significance.  Since  this  list  is  intended  as  a  reminder,  it  does  not  include  effective  dates  that  occur  within  14  days  of  publication.) 

Rules  Going  Into  Effect  Today 

This  list  includes  only  rules, that  were  pub¬ 
lished  in  the  Federal  Register  after  Octo¬ 
ber  1, 1972. 

page  no. 
and  date 

FEBRUARY  1 

Agriculture — Plant  variety  protection 
act  regulations  and  rules  of  practice; 
limit  of  reciprocity  785;  1-3-74 

Consumer  Product  Safety  Commission — 

Hazardous  Substances  and  Articles; 

Administration  and  enforcement  reg¬ 
ulations;  Baby  Cribs  .  32128; 

11-21-73 

FAA — General  Dynamics  models  22, 

22M,  and  30A  Airplanes;  airworthiness 

directives .  35298;  12-27-73 

•  DOT — Cargo  security  advisory  standards 

partial  effective  date  38  FR  6997; 

3-15-73 

DoT — Federal  motor  vehicle  safety 
standard  for  retreaded  pneumatic 
tires  (partial  effective  date). 

38  FR  2982;  1-31-73 

National  Highway  Traffic  Safety  Admin¬ 
istration — Vehicles  manufactured  in 
two  or  more  stages;  certification  and 
labeling  of  altered  vehicles  15961; 

6-19-73 


Published  dally,  Monday  through  Friday  (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 
holidays),  by  the  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services 
Administration,  Washington,  D.C.  20408,  under  the  Federal  Register  Act  (49  Stat.  500,  as  amended;  44  U.S.C., 
Ch.  15)  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I) .  Distribution 
Is  made  only  by  the  Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  D.C.  20402. 


The  Federal  Register  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  Issued 
by  Federal  agencies.  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
general  applicability  and  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
documents  of  public  Interest. 


The  Federal  Register  will  be  furnished  by  mall  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $45  per  year,  payable 
In  advance.  The  charge  for  Individual  copies  Is  75  cents  for  each  issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  made  payable  to  the  Superintendent  of  Documents,  U.S.  Govefnment  Printing  Office,  Washington, 
D.C.  20402. 

There  are  no  restrictions  on  the  republlcatlon  of  material  appearing  In  the  Federal  Register. 


FEDERAL  REGISTER,  VOL.  39,  NO,  23 — FRIDAY,  FEBRUARY  1,  1974 


HIGHLIGHTS— Continued 


FOOD  ADDITIVES — FDA  provides  for  safe  use  of  bis- 
(sodium  2-suifoethyl)  maleate,  copolymers,  and  castor 
oil,  polyoxyethylated  (3  documents);  effective  2-1-74 -  4077 

HARD  MINERAL  LEASING— 

BLM  proposed  amendments  permitting  development 
of  deposits  on  Outer  Continental  Shelf;  comments  by 
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Geological  Survey  proposes  mining  operations  on  Outer 
Continental  Shelf;  comments  by  3-15-74 . .  4108 

SUPPLEMENTAL  SECURITY  INCOME— HEW  proposal  con¬ 
cerning  decisions  on  presumptive  disability;  comments  by 
3-4-74  .  4115 


MEAT  AND  POULTRY  INSPECTION— 

USDA  amends  rules  of  practice;  effective  2-1-74 . .  4067 

USDA  proposal  clarifying  policy  on  dry  milk  ingredients 


used  in  poultry  food  products;  comments  by  4—19-74..  4113 

PETROCHEMICALS — CLC  amends  regulations  on  sale, 
cost-justification  and  prenotification  requirements;  effec¬ 
tive  1-30-74 . 1 . .  4064 


MEETINGS — 

Interior:  Bonneville  Regional  Advisory  Council,  3-5-74..  4123 

State:  Study  Group  1,  U.S.  National  Committee  for  the 
International  Telegraph  and  Telephone  Consultative 

Committee  (CCITT),  2-14-74 .  4122 

Study  Group  7,  U.S.  National  Committee  for  the 
International  Radio  Consultative  Committee  (CCIR), 

2-26-74  .  4122 

National  Advisory  Committee  on  Oceans  and  Atmos¬ 
phere,  2-10,  2-11  and  2-12-74. .  4143 

National  Science  Foundation:  Advisory  Committee  for 
Planning  and  Institutional  Affairs,  2-14  and  2-15-74. ...  4144 

NASA:  Lunar  Planning  Committee,  2-21  and  2-22-74....  4144 

Labor:  Advisory  Committee  on  Construction  Safety  and 

Health,  2-14  and  2-15-74 .  4145 

FCC:  Panel  9 — CTAC  Committee,  2-4-74 .  4133 

Civil  Rights  Commission:  Arizona  State  Advisory  Com¬ 
mittee,  2-18-74 . 4128 

Michgan  State  Advisory  Commttee,  2-7-74  4128 

Utah  State  Advisory  Committee,  2-4-74 .  4128 

Vermont  State  Advisory  Committee,  2-7-74 .  4128 

DoT:  National  Motor  Vehicle  Safety  Advisory  Council, 

2-13  and  2-14-74 .  4125 

NOAA:  Marine  Fisheries  Advisory  Committee,  2-5,  2-6, 

2-7  and  2-8-74 . ,. .  4123 
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AGRICULTURAL  MARKETING  SERVICE 

Rules  and  Regulations 

Lemons  grown  In  California  and 
Arizona;  limitation  of  handling-  4067 

AGRICULTURE  DEPARTMENT 

See  Agricultural  Marketing  Serv¬ 
ice;  Animal  and  Plant  Health 
Inspection  Service. 

ALCOHOL  TOBACCO,  AND  FIREARMS 
BUREAU 
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ANIMAL  AND  PLANT  HEALTH 
INSPECTION  SERVICE 

Rules  and  Regulations 
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Proposed  Rules 

Dry  milk  products;  use  as  ingre¬ 
dients  in  poultry  food  products.  4113 
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Stockyards  and  slaughtering  es¬ 
tablishments;  specific  approval.  4230 

ASSISTANT  SECRETARY  FOR  HOUSING 
PRODUCTION  AND  MORTGAGE  CREDIT 
OFFICE 

Rules  and  Regulations 

Debenture  interest  rates;  effective 
dates _  4089 


ATOMIC  ENERGY  COMMISSION 


Notices 

Duke  Power  Co.;  continuation  of 

evidentiary  hearing _  4125 

Louisiana  Power  it  Light  Co.; 


Philadelphia  Electric  Co.;  order 
for  special  prehearing  confer¬ 
ence  _  4127 

Reconstitution  of  Board: 

Duke  Power  Co _  4125 

Virginia  Electric  &  Power  Co _  4126 

Sandia  Corp.  Sites;  trespassing; 
additions  or  deletions  of  instal¬ 
lations  and  facilities _  4127 

Tennessee  Valley  Authority;  avail¬ 
ability  of  draft  environmental 

statement _  4127 

Uranium  Enrichment  Services; 
termination  charges _  4126 


BONNEVILLE  POWER  ADMINISTRATION 
Notices 

Bonneville  Regional  Advisory 
Council;  meeting _  4123 

CIVIL  RIGHTS  COMMISSION 

Notices 

Meetings  of  State  Advisory  Com¬ 
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tions  _  4065 
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FEDERAL  HIGHWAY  ADMINISTRATION 
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FEDERAL  INSURANCE  ADMINISTRATION 
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Federal  crime  insurance  program; 
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National  flood  Insurance  program: 

Eligible  areas  (2  documents) _  4090 
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ments)  _  4092 
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ment  _ 4134 
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Kansas  City  Power  and  Light 

Co  _  4134 

Northern  Natural  Gas  Co _  4133 

Northern  Natural  Gas  Co.  (Peo¬ 
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Pacific  Gas  and  Electric  Co _  4134 
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FOOD  AND  DRUG  ADMINISTRATION 
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Cold-pack  cheese  labeling;  order 
providing  for  alternate  names..  4076 
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Adhesives  in  contact  with  food.  4077 
Components  of  paper  and  pa¬ 
perboard  in  contact  with  dry 


food _  4077 

Resinous  and  polymeric  coat¬ 
ings  _  4077 

Conditions  for  marketing  of  Di- 
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of  authority  (2  documents) _  4136 

GEOLOGICAL  SURVEY 
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Hard  mineral  mining  operations  in 
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erating  regulations _  4108 
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tive  date _  4087 
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Title  3 — The  President 

PROCLAMATION  4262 

International  Women’s  Year  1975 

By  the  President  of  the  United  States  of  America 

A  Proclamation 

There  is  a  growing  awareness  today  of  the  significant  contributions 
that  American  women  have  made  to  our  country’s  development,  its 
culture,  and  its  social  and  economic  life.  Women  have  enriched  our 
society  as  homemakers  and  mothers  and  our  community  life  through 
dedicated  service  as  volunteers.  Their  entry  into  the  labor  force  in 
increasing  numbers  has  strengthened  and  expanded  our  economy. 
Despite  these  important  contributions,  women  continue  to  face  inequities 
as  they  seek  a  broader  role  in  the  life  of  our  Nation. 

In  recent  years,  we  have  made  significant  progress  toward  remedying 
this  situation,  not  only  by  striking  down  barriers  to  the  employment 
and  advancement  of  women  in  Government,  but  by  ending  discrimina¬ 
tory  practices  in  other  fields  through  legislation,  Executive  order,  and 
judicial  decree.  Even  when  legal  equality  is  achieved,  however,  traditional 
discriminatory  attitudes,  beliefs  and  practices  may  persist,  preventing 
women  from  enjoying  the  full  and  equal  rights  that  they  deserve. 

This  Administration  is  committed  to  providing  an  opportunity  for 
women  to  participate  on  an  equal  basis  with  men  in  our  national  life. 
We  support  the  Equal  Rights  Amendment,  we  are  moving  vigorously 
to  ensure  full  equal  employment  opportunity  for  women  in  the  Federal 
service,  and  we  are  enforcing  the  law  requiring  similar  efforts  in  business 
and  institutions  which  receive  Federal  contracts  or  assistance. 

The  United  Nations  General  Assembly,  by  adoption  of  Resolution 
3010  of  December  18,  1972,  designated  1975  as  International  Women’s 
Year.  This  resolution  offers  an  exceptional  opportunity  to  intensify  the 
national  effort  already  underway  in  the  United  States  to  further  advance 
the  status  of  women. 

In  observing  International  Women’s  Year,  we  should  emphasize  the 
role  of  women  in  the  economy,  their  accomplishments  in  the  professions, 
in  Government,  in  the  arts  and  humanities,  and  in  their  roles  as  wives 
and  mothers. 

The  Congress  approved  the  Equal  Rights  Amendment  to  the  Con¬ 
stitution  in  1972.  It  would  be  a  fitting  tribute  to  America’s  women  to 
complete  the  ratification  of  this  amendment  by  1975. 
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Let  us  begin  now  to  work  together,  men  and  women,  to  make  1975 
an  outstanding  year  for  women  in  the  United  States,  and  lend  our  support 
to  the  advancement  of  women  around  the  world. 

NOW,  THEREFORE,  I,  RICHARD  NIXON,  President  of  the 
United  States  of  America,  do  hereby  designate  the  year  1975  as  Inter¬ 
national  Women’s  Year  in  the  United  States.  I  call  upon  the  Congress 
and  the  people  of  the  United  States,  interested  groups  and  organizations, 
officials  of  the  Federal  Government  and  of  State  and  local  governments, 
educational  institutions,  and  all  others  who  can  be  of  help,  to  begin  now 
to  provide  for  the  observance  of  International  Women’s  Year  with 
practical  and  constructive  measures  for  the  advancement  of  the  status 
of  women,  and  also  to  cooperate  with  the  activities  and  observances 
to  be  arranged  under  the  auspices  of  the  United  Nations. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand  this  thirtieth 
day  of  January  in  the  year  of  our  Lord  nineteen  hundred  seventy-four, 
and  of  the  Independence  of  the  United  States  of  America  the  one 
hundred  ninety-eighth. 

[FR  Doc.74-2861  Filed  1-30-74 ;4: 52  pm] 
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Rules  and  Regulations 


This  section  of  the  FEDERAL  REGISTER  contains  regulatory  documents  having  general  applicability  and  legal  effect  most  of  which  are 
keyed  to  and  codified  In  the  Code  of  Federal  Regulations,  which  is  published  under  50  titles  pursuant  to  44  U.S.C.  1510. 

The  Code  of  Federal  Regulations  is  sold  by  the  Superintendent  of  Documents.  Prices  of  new  books  are  listed  in  the  first  FEDERAL 
REGISTER  issue  of  each  month. 


Title  1 — General  Provisions 

CHAPTER  I— ADMINISTRATIVE 
COMMITTEE  OF  THE  FEDERAL  REGISTER 

CFR  CHECKLIST 
1973  Issuances 

This  checklist,  prepared  by  the  Office 
of  the  Federal  Register,  is  published  in 
the  first  issue  of  each  month.  It  is  ar¬ 
ranged  in  the  order  of  CFR  titles,  and 
shows  the  revision  date  and  price  of  the 
volumes  of  the  Code  of  Federal  Regula¬ 
tions  issued  for  1973.  New  units  Is¬ 
sued  during  the  month  are  announced  on 
the  back  cover  of  the  daily  Federal  Reg¬ 
ister  as  they  become  available. 

Order  from  Superintendent  of  Docu¬ 
ments,  Government  Printing  Office, 
Washington,  D.C.  20402. 

CFR  Unit  (Rev.  as  of  Jan.  1,  1973) : 


Title  Price 

1  _ $0.  55 

2  [Reserved! 

3  . .  2.  60 

3A  1972  Compilation _  2.  50 

4  . . .  1.75 

5  _  3.  75 

6  (Rev.  Feb.  1,  1973)  . .  4.  25 

7  Parts: 

0-45 _  6.50 

46-51 _  2.60 

52 _ 4.20 

53-209  . . 7.00 

210-699  . 5.25 

700-749  _  3.75 

750-899  _  2.10 

900-944  _  4.00 

945-980  _  2.25 

981-999  _  2.25 

1000-1059  _  4.00 

1060-1119  _  4.00 

1120-1199  . . .  3.00 

1200-1499  _  4.25 

1500-end _  6.  50 

8  _  1.85 

9  _  5.00 

10  _ _  4.  00 

11  _ 75 

12  Parts: 

1-299  . .  5.50 

300-end _  6.25 

13  . .  3.  00 

14  Parts: 

1-59 . . - .  6.50 

60-199  _  6.75 

200-end  _  7. 75 

15  . . .  4.00 

16  Parts: 

0-149  . . .  7.00 

150-end . . .  4.  25 

Finding  Aids -  3. 10 

General  Index _  3.  75 


CFR  Unit  (Rev.  as  of  April  1, 1973) : 


Title  Price 

17  ___ . $5.50 

18  Parts: 

1-149 _ _  4.  00 

150-end  _  4. 00 

19  _ 5.00 

20  Parts: 

01-399  _  2.  25 

400-end  _  7. 00 

21  Parts: 

1- 9 _  2.  25 

10-129 _  5.  50 

130-140  _  3.  00 

141-169 _ _ _  5.  50 

170-299  „ _  2.  25 

300-end _  1. 50 

22  _  __  4. 25 

23  ( Rev.  June  20,1973  >111 — I _ 1.  50 

24  _  6.  50 

25  _ 1 _  3.  75 

26  Parts: 

1  (§§  1.0-1-1.300) . -  9.75 

1  (§§  1.301-1.400) _  2.50 

1  (§§  1.401-1.500) _  3.00 

1  (§§  1.501-1.640) _  3.75 

1  (§§  1.641-1.850) _  4.00 

1  (§§  1.851-1.1200) _  4.50 

1  (§  1.1201-end) _  6.50 

2- 29 _  2.  75 

30-39  _  3.  00 

40-169  _  4.  75 

170-299  _  6.  75 

300-499  _  3.  00 

500-599  . .  3.  50 

600-end _  1. 50 

27  _ _  1.  25 

CFR  Unit  (Rev.  as  of  July  1, 1973) : 

28  (Rev.  July  10,  1973) _  1.  70 

29  Parts: 

0-499  _ _ _  4.  00 

500-1899  _  4.  95 

1900-end  _  6. 05 

30  _  4. 15 

31  _  4.  75 

32  Parts: 

1-8 _  5.  45 

9-39 _  3.  70 

40-399 _  4.  35 

400-589  _ _  4.  50 

590-699 _ —  2.  05 

700-799  _ _ _  5.  90 

800-999 _  4.  05 

1000-1399  _  1.  60 

1400-1599 _  3.  25 

1600-end  _  1. 65 

32A  _  2.80 

33  Parts : 

1-199  _ _  4.  35 

200-end  _  3. 05 

34  [Reserved] 

35  . . .  3.  40 

36  _  2.  50 

37  _ _ _  1.  75 

38  _  5.  25 

39  (Rev.  Aug.  1,  1973) _  3.  40 

40  .  7. 30 


CFR  Unit  (Rev.  as  of  July  1, 1973) : 

Title  Price 

41  Chapters: 

1-2 _ $4.  50 

3-5D _  3.90 

6-9 _  4.  10 

10-17 _  2.  55 

18 _  5.  70 

19-100 _  2.  30 

101-end  _  4.55 

General  Index  Supplement _  1.  35 

CFR  Unit  (Rev.  as  of  Oct.  1, 1973) : 

42  _  2.  85 

45  Parts: 

1-99  _  2. 15 

100-199  _  3. 55 

46  Parts: 

150-199  _  4. 05 

47  Parts: 

0-19  _  3. 40 

49  Parts: 

1-99  _  1.30 

200-999  . . .  4.  30 


Title  5 — Administrative  Personnel 

Chapter  I — Civil  Service  Commission 

PART  752— ADVERSE  ACTIONS  BY 
AGENCIES 

Clarification  of  Meaning  of  the  Term 
Political  Reasons 

Sections  752.104(b)  and  752.304(b)  (3) 
are  amended  by  inserting  the  word 
“partisan”  in  each  section  to  show  that 
the  term  “political  reasons”  means  spe¬ 
cifically  and  exclusively  “partisan  politi¬ 
cal  reasons.” 

Par.  1.  §  752.104(b)  is  revised  to  read 
as  follows: 

§  752.104  General  standards. 

*  *  *  *  * 

(b)  Except  when  required  by  statute, 
an  agency  may  not  take  an  adverse 
action  against  an  employee  covered  by 
this  part  because  of  marital  status  or  for 
partisan  political  reasons. 

•  •  •  *  * 

Par.  2.  §  752.304(b)  (3)  is  revised  to 
read  as  follows: 

§  752.304  Appeal  rights  to  the  Commis¬ 
sion. 

*  *  *  •  * 

(b)  Scope  of  review.  *  *  * 

(3)  When  an  employee  alleges  that  the 
suspension  was  taken  against  him  for 
partisan  political  reasons  not  required 
by  statute,  or  resulted  from  discrimina¬ 
tion  because  of  marital  status,  or  from 
improper  discrimination  because  of 
physical  handicap,  the  Commission  de- 
and  takes  appropriate  action  when 
indicated. 

•  •  *  *  * 
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((5  U.S.C.  1302,  3301,  3302,  7701):  E.O.  10577, 
3  CFR  1954-58  Comp,  p.  218,  E.O.  11491,  3 
CFR  1966-70,  Comp.  p.  861.) 

United  States  Civil  Serv¬ 
ice  Commission, 

I  seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 
|FR  Doc.74-2723  Filed  1-31-74:8:45  am] 


PART  930— PROGRAMS  FOR  SPECIFIC 
POSITIONS  AND  EXAMINATIONS  (MIS¬ 
CELLANEOUS) 

Subpart  A — Motor  Vehicle  Operators 

Section  930.102  is  amended  to  show 
that  the  definition  for  “practical  road 
test”  means  a  Commission  designated 
test. 

Section  930.102(h)  is  amended  as  set 
out  below. 

§  930.102  Definitions. 

*  *  *  •  * 

(h)  “Practical  road  test”  means  what¬ 
ever  the  Commission  has  designated  in 
its  instructions  as  its  performance  test. 
***** 

((5  U.S.C.  secs.  3301,  3302,  7301;  40  U.S.C. 
491) ;  E.O.  10577,  3  CFR  1954-58  Comp.,  p.  218; 
E  O.  11222,  3  CFR  1964-65  Comp.,  p.  306.) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 
[FR  Doc .74-2724  Filed  l-31-74;8:45  am] 


Title  6 — Economic  Stabilization 
CHAPTER  1-COST  OF  LIVING  COUNCIL 
PART  150 — COST  OF  LIVING  COUNCIL 
PHASE  IV  PRICE  REGULATIONS 

Petrochemicals;  Miscellaneous 
Amendments 

The  Council  has  determined  that  there 
are  severe  shortages  of  certain  petro¬ 
chemical  products  which  are  creating 
serious  market  disruptions  within  the 
petrochemical  industry  and  other  indus¬ 
tries  which  depend  upon  an  adequate 
supply  of  petrochemical  products  for  the 
manufacture  of  their  commodities.  The 
purpose  of  these  amendments  is  to  help 
relieve  these  shortages  and  related  mar¬ 
ket  disruptions. 

To  illustrate  the  current  problems  ad¬ 
dressed  by  these  amendments,  the  plastic 
fabrication  industry  has  experienced  raw 
material  shortages  in  the  range  of  20  to 
40  percent  concurrently  with  employment 
reductions  ranging  up  to  an  estimated 
15-20  percent.  It  is  estimated  that  con¬ 
tinued  shortfalls  of  the  magnitude  cur¬ 
rently  being  experienced  could  cause  a 
loss  of  up  to  one  million  jobs  and  sig¬ 
nificant  nonavailability  of  essential 
products  for  consumer  and  industrial  use. 

Consistent  with  the  congressional  in¬ 
tent  to  give  priority  to  actions  designed 
to  insure  supplies  of  petrochemical  feed¬ 
stocks,  the  Council  is  exempting  the  sale 
of  certain  petrochemicals  and  eliminat¬ 
ing  the  cost- justification  and  prenotifi¬ 


cation  requirements  for  others.  Petro¬ 
chemical  products  for  which  cost-justifi¬ 
cation  and  prenotification  requirements 
have  been  eliminated  constitute  the 
larger  of  the  two  groups  and  will  remain 
subject  to  profit  controls.  These  products 
are  referred  to  as  “profit-controlled” 
products. 

These  actions  are  expected  to  increase 
the  supply  of  petrochemicals  since  they 
will  provide  manufacturers  with  an  in¬ 
centive  to  maximize  their  output  within 
current  capacity  limits,  reduce  their  ex¬ 
ports,  and  expand  production  capacity. 

In  addition,  a  petrochemical  firm 
which  derives  five  percent  or  more  of  its 
total  sales  and  revenues  from  profit-con¬ 
trolled  products  is  required  by  these 
amendments  to  adhere  to  a  quarterly 
profit  margin  limitation.  For  the  purpose 
of  computing  profit  margins,  exempt 
products  which  are  produced  by  a  firm 
and  further  used  by  that  firm  to  make 
non-exempt  products  may  be  costed  at 
the  market  price  for  the  exempt  prod¬ 
uct.  The  market  price  is  determined  by 
the  average  price  in  transactions  by  the 
firm  when  the  total  number  of  units 
purchased  and  sold  (except  foreign  sales) 
is  equal  to  or  exceeds  5  percent  of  the 
units  used  in  production.  If  the  firm  has 
not  engaged  in  significant  external 
transactions  with  respect  to  the  exempt 
product,  the  firm  may  impute  costs  by 
determining  the  price  at  which  other 
producers  domestically  sell  the  product. 

Consistent  with  the  foreging  changes 
these  amendments  also  provide  that  a  re¬ 
finer  of  petroleum  and  petroleum  prod¬ 
ucts  which  is  also  engaged  in  manufac¬ 
turing  petrochemicals  must  compute  a 
base  period  profit  margin  for  its  petro¬ 
leum  operations  and  a  separate  base  pe¬ 
riod  profit  margin  for  its  petrochemical 
and  other  non-refinering  activities.  The 
establishment  of  separate  profit  margin 
controls  is  also  consistent  with  the  di¬ 
vision  of  regulatory  responsibility  which 
now  exists  between  the  Council  and  the 
Federal  Energy  Office  with  respect  to  the 
petroleum  and  petrochemical  industries. 

If  a  firm  produces  products,  in  addi¬ 
tion  to  those  which  are  exempt  and 
profit  controlled,  the  prices  which  may 
be  charged  for  those  other  products  re¬ 
main  unaffected  under  Phase  TV  regula¬ 
tions. 

Benzene  and  toluene  are  specifically 
excluded  from  the  operation  of  these 
regulations  since  the  Emergency  Petro¬ 
leum  Allocation  Act  places  those  prod¬ 
ucts  within  the  jurisdiction  of  the  Fed¬ 
eral  Energy  Office. 

Since  the  Council  does  not  have  ex¬ 
clusive  jurisdiction  over  products  in  the 
petrochemical  area,  the  Federal  Energy 
Office  is  also  taking  coordinate  actions 
to  achieve  the  same  goal  with  respect  to 
products  within  its  jurisdiction.  The 
Council  realizes  that  product  shortages 
may  continue  in  areas  in  which  neither 
the  Council  nor  the  Federal  Energy  Of¬ 
fice  at  present  have  primary  responsibil¬ 
ity  (e.g.  natural  gas  liquids)  and  that 
shortages  may  persist  in  the  petrochemi¬ 
cal  industry  despite  the  Council’s  efforts 
as  reflected  in  these  amendments.  In 


cases  where  petrochemical  products  con¬ 
tinue  to  remain  in  short  supply  the  Coun¬ 
cil  expects  suppliers  of  the  products  to 
allocate  supplies  among  their  purchasers 
so  that  gross  inequities  and  market  dis¬ 
tortions  are  eliminated  and  smaller  pro¬ 
ducers  are  equitably  provided  for.  To¬ 
ward  this  end  the  Council  is  requiring 
major  petrochemical  firms  to  file  cus¬ 
tomer  allocation  plans  with  the  Council. 
These  plans  must  include  a  description 
of  the  classes  of  purchasers  who  will  re¬ 
ceive  allocations  which  are  different  from 
allocations  made  to  other  classes  of  pur¬ 
chasers,  a  description  of  the  method  of 
allocation  among  those  classes  and  a 
description  of  any  differences  in  the  al¬ 
location  plans  for  different  products. 

Because  the  purpose  of  these  amend¬ 
ments  is  to  provide  immediate  guidance 
and  information  with  respect  to  decisions 
of  the  Council,  the  Council  finds  that 
publication  in  accordance  with  normal 
rulemaking  procedures  is  impracticable 
and  that  good  cause  exists  for  making 
these  amendments  effective  in  less  than 
30  days. 

(Economic  Stabilization  Act  of  1970,  as 
amended.  Pub.  L.  92-210,  85  Stat.  743;  Pub.  L. 
93-28,  87  Stat.  27;  E.O.  11730,  38  FR  19345; 
Cost  of  Living  Council  Order  No.  14,  38  FR 
1489.) 

In  consideration  of  the  foregoing,  Part 
150  of  Title  6  of  the  Code  of  Federal 
Regulations  are  amended  as  set  forth 
below,  effective  January  30,  1974. 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  30,  1974. 

James  W.  McLane, 
Deputy  Director, 

Cost  of  Living  Council. 

1.  Section  150.11  is  amended  by  revis¬ 
ing  paragraph  (a)  and  by  adding  a  new 
paragraph  (d)(4)  to  read  as  follows; 

§150.11  Profit  margin  limitation. 

(a)  Scope.  (1)A  firm  shall  compute  a 
single  base  period  profit  margin  for  all 
of  its  manufacturing,  service,  retailing 
and  wholesaling  activities  except  where 
particular  regulations  under  this  part 
(such  as  Subpart  N,  Construction)  re¬ 
quire  separate  computation  of  a  profit 
margin.  For  the  purposes  of  this  section, 
unless  otherwise  provided,  a  firm  is  either 
(1)  a  parent  and  its  consolidated  entities 
or  (ii)  an  unconsolidated  entity. 

(2)  A  refiner  of  petroleum  and  petro¬ 
leum  products  which  is  also  engaged  in 
manufacturing  petrochemicals  (includ¬ 
ing  those  profit-controlled  products  de¬ 
scribed  in  §  150.73(e))  shall  compute  a 
base  period  profit  margin  for  its  petro¬ 
leum  and  petroleum-product  refining 
activities  and  a  separate  base  period 
profit  margin  on  the  basis  of  its  petro¬ 
chemical  and  other  activities  as  distinct 
from  its  refining  activities. 

♦  •  *  *  * 

(d)  Special  rules.  *  *  * 

(4)  (i)  This  subparagraph  applies  to 
each  firm  which  charges  a  price  in  ex¬ 
cess  of  the  base  level  for  a  profit-con¬ 
trolled  product  described  In  S  150.73(e) 
and  which  derived  5  percent  or  more  of 
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its  total  sales  or  revenues  from  the  sale 
of  the  products  described  in  §  150.73(e) 
in  its  most  recent  fiscal  quarter. 

(ii)  A  firm  may  not,  for  the  fiscal 
quarter  and  the  fiscal  year  in  which  a 
price  in  excess  of  the  base  level  is 
charged,  exceed  its  base  period  profit 
margin. 

(iii)  For  the  purpose  of  calculating 
profit  margin  a  firm  which  uses  a  prod¬ 
uct,  the  price  of  which  is  exempt  under 
§  150.54(dd),  in  the  manufacturer  of  an¬ 
other  product,  the  price  of  which  is  sub¬ 
ject  to  and  is  not  exempt  under  this  title, 
may  impute  the  cost  of  that  exempt 
product  as  follows : 

(A)  If  the  firm  had  significant  ex¬ 
ternal  transactions  (as  defined  inetaoi — 

(A)  If  the  firm  had  significant  external 
transactions  (as  defined  in  §  150.210) 
with  respect  to  the  exempt  product  the 
imputed  cost  of  that  product  is  the 
weighted  average  price  of  that  product 
in  those  external  transactions. 

(B)  If  the  firm  did  not  have  signifi¬ 
cant  external  transactions  with  respect 
to  the  exempt  product  during  the  ac¬ 
counting  month  next  preceding  the  use 
of  the  exempt  product,  the  imputed  cost 
of  that  product  during  that  period  is  the 
average  price  charged  by  other  firms  for 
that  product  in  domestic  transactions 
during  that  period. 

(iv)  A  firm  which  imputes  costs  under 
this  subparagraph  shall  not  include  in 
the  computation  of  profit  margin  any 
actual  costs  incurred  in  production  of 
the  product  for  which  costs  are  imputed. 

3.  Section  150.54  is  amended  by  adding 
a  new  paragraph  (dd)  to  read  as  follows: 

§  150.54  Certain  price  adjustments. 
***** 

(dd)  Petrochemicals.  Prices  charged 
for  ethylene,  propylene,  butylenes,  buta¬ 
dienes,  isoprene,  acetylene,  pentenes, 
hexenes,  heptenes,  octenes,  nonenes, 
decenes,  naphthalene  (methyl  and  di¬ 
methyl)  ,  ortho-xylene,  meta-xylene, 
para-xylene,  cyclic  aliphatics,  cresols, 
and  dodecenes  are  exempt. 

4.  Section  150.73  is  amended  by  adding 
a  new  paragraph  (e)  to  read  as  follows: 

§  150.73  Price  increases. 

*  •  *  *  * 

(e)  Notwithstanding  any  other  provi¬ 
sion  of  this  title  except  §§  150.11,  150.54 
(dd)  and  150.210,  any  price  may  be 
charged  for  a  product  listed  in  the  1972 
edition  Standard  Industrial  Classifica¬ 
tion  Manual,  under  Industrial  Codes 
2821,  2822,  2823,  2824,  2865  (except  ben¬ 
zene  and  toluene),  2869,  2893,  and  2895. 
These  products  may  be  referred  to  as 
profit-controlled  products. 

5.  Section  150.151(b)  (1)  (i)  is  amend¬ 
ed  to  read  as  follows: 

§  150.151  Prenotification. 

***** 

(b)  Waiver  of  Prenotification.  (1)  *  •  • 

(1)  Any  price  increases  for  items  which 
are  exempt  under  Subpart  D  or  other¬ 


wise  excluded  from  coverage  of  this  title, 
or  for  profit- controlled  products  de¬ 
scribed  in  §  150.73(e). 

***** 

6.  Section  150.162  is  amended  to  read 
as  follows: 

§  150.162  Additional  reports  and  infor¬ 
mation. 

(a)  Whenever  the  Cost  of  Living 
Council  considers  it  necessary  for  the 
effective  administration  of  the  Economic 
Stabilization  Program,  it  may  order  any 
firm  to  file  special  or  separate  reports, 
setting  forth  information  relating  to  the 
Economic  Stabilization  Program,  in  ad¬ 
dition  to  any  other  reports  required  by 
this  part. 

(b)  Each  price  category  I  and  II  firm 
which  during  its  most  recently  completed 
fiscal  year  derived  5  percent  or  more  of 
its  sales  and  revenues  from  the  sale  of 
profit-controlled  products  described  in 
§  150.73(e)  shall  file  with  the  Cost  of 
Living  Council  not  later  than  March  1, 
1974,  its  customer  allocation  plans  for 
the  distribution  of  those  profit-controlled 
products  for  which  it  is  not  able  to  fulfill 
its  current  or  expected  orders.  The  cus¬ 
tomer  allocation  plans  shall  include: 

(1)  A  detailed  description  of  the 
classes  of  purchasers  who  will  receive 
allocations  different  from  allocations 
made  to  other  classes  of  purchasers.  For 
example,  classes  of  purchasers  which 
may  receive  different  allocations  are  for¬ 
eign,  subsidiary,  captive  use,  historic  con¬ 
tract,  historic  non-contract  (spot) ,  and 
new  purchasers. 

(2)  A  description  of  the  method  of  al¬ 
location  to  be  applied  to  each  class  of 
purchasers  in  >erms  of  a  percentage  of 
a  specified  base  period. 

(3)  A  description  of  any  differences  in 
the  allocation  plans  for  different  prod¬ 
ucts  (e.g.,  plastics  or  industrial  chemi¬ 
cals)  . 

7.  Subpart  E  is  amended  by  adding 
a  new  §  150.210  to  read  as  follows: 

§  150.210  Intra-firm  uses  of  certain 
petrochemical  products. 

(a)  Applicability.  This  section  applies 
to  certain  intra-firm  uses  of  petrochem¬ 
ical  products  which  were  manufactured 
by  the  firm  concerned  and  which  are 
either  exempt  products  under  §  150.- 
54 (dd)  or  profit-controlled  products  as 
described  in  §  150.73(e). 

(b)  Rule.  A  firm  which  manufactures 
an  exempt  product  as  described  in  §  150.- 
54 (dd)  or  a  profit-controlled  product 
described  in  §  150.73(e)  and  which  uses 
that  product  in  the  manufacture  of  an¬ 
other  product  which  is  not  exempt  or 
otherwise  excluded  from  the  coverage  of 
this  part  may  impute  the  cost  of  that 
exempt  or  profit-controlled  product  as 
follows: 

(1)  If  the  firm  had  significant  exter¬ 
nal  transactions  with  respect  to  the  prod¬ 
uct  concerned  during  the  accounting 
month  next  preceding  the  use  of  the 
product  concerned,  the  current  cost  of 
that  product  Is  the  weighted  average 


price  of  that  product  in  those  external 
transactions. 

(2)  If  the  firm  did  not  have  significant 
external  transactions  with  respect  to  the 
product  concerned  during  the  accounting 
month  next  preceding  the  use  of  the 
product  concerned,  the  imputed  cost  of 
that  product  is  the  average  price  charged 
bv  other  firms  for  that  product  in  domes¬ 
tic  transactions  during  that  period. 

(c)  Definitions.  For  purposes  of  this 
section : 

A  “firm”  includes  a  parent  and  the 
consolidated  and  unconsolidated  entities 
which  it  directly  or  indirectly  controls; 
and 

“Significant  external  transactions”  are 
present  when  the  total  number  of  units 
of  a  particular  exempt  or  profit- 
controlled  product  traded  during  the  ac¬ 
counting  month  concerned  is  equal  to  or 
more  than  5  percent  of  the  total  number 
of  units  of  that  product  used  in  produc¬ 
tion  during  the  same  accounting  month. 
For  the  purposes  of  this  definition,  units 
traded  means  all  units  sold  domestically 
and  all  units  purchased  from  foreign  and 
domestic  sources,  in  arms-length  trading 
between  unrelated  persons. 

|FR  Doc.74-2864  Filed  1-30-74:5:01  pm] 


PART  150  -COST  OF  LIVING  COUNCIL 
PHASE  IV  PRICE  REGULATIONS 

PART  152— -COST  OF  LIVING  COUNCIL 
PHASE  IV  PAY  REGULATIONS 

Exemption  of  Rubber  Tires  and  Inner  Tubes 

The  purpose  of  these  amendments  is 
to  exempt  rubber  tires  and  other  prod¬ 
ucts  under  Phase  IV  price  regulations 
and  to  add  a  parallel  exemption  under 
the  Phase  TV  pay  regulations. 

The  price  exemption  extends  to  prices 
charged  by  manufacturers  for  the  fol¬ 
lowing  rubber  products  as  listed  in  In¬ 
dustry  Code  3011  of  the  Standard  Indus¬ 
trial  Classification  Manual,  1972  edition: 

Camelback  for  tire  retreading 
Inner  tubes:  airplane,  automobile,  bicycle, 
motorcycle,  and  tractor 
Pneumatic  casings  (rubber  tires) 

Tire  sundries  and  tire  repair  materials,  rub¬ 
ber 

Tires,  cushion  or  solid  rubber 
Tiring,  continuous  lengths:  rubber,  with  or 
without  metal  core 

The  Council’s  action  in  exempting  the 
above  products  was  preceded  by  individ¬ 
ual  meetings  with  the  five  largest  firms 
in  the  rubber  industry  as  a  result  of 
which  these  firms  separately  committed 
themselves  (barring  unforseen  major 
economic  events)  to  limit  through  Au¬ 
gust  1,  1974,  the  wholesale  price  increase 
on  all  passenger  car  tires  and  tubes  to 
a  maximum  of  5  percent  on  a  weighted 
average  basis,  above  the  cost-justified 
levels  permitted  under  the  Council’s 
Special  Rule  No.  2,  as  amended.  For  the 
same  period,  these  firms  have  also  agreed 
to  limit  increases  in  the  suggested  retail 
price  to  a  maximum  of  4  percent  for  any 
tire  of  the  standard  size  and  type  used 
on  the  following  small  cars: 
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American 

Motors  Corp. 

Gremlin 

ApoUo 

Hornet 

General 

Motors  Corp. 

Vega 

Dart 

Nova 

Javelin 

Ventura 

Ford 

Motor  Co. 

Pinto 

Maverick 

Mustang 

Chrysler  Corp. 

Valiant 

Omega 

This  commitment  applies  also  to  retail 
prices  for  replacement  tires  for  these 
cars  and  small  imported  cars. 

The  separate  agreements  reached  be¬ 
tween  the  Council  and  the  rubber  com¬ 
panies  should  have  the  effect  of  prevent¬ 
ing  excessive  price  increases  on  small  car 
tires  which  might  otherwise  result  due 
to  the  increased  demand  for  small  cars 
brought  on  by  the  energy  crisis.  More¬ 
over,  the  4  percent  limitation  to  August 
1  on  increases  in  the  suggested  retail 
price  of  any  standard  small  car  tire  is 
considerably  less  than  what  the  industry 
could  pass  through  in  cost  increases 
which  are  occurring  for  synthetic  and 
natural  rubber  and  steel  cord. 

Other  factors  contributed  to  the  Coun¬ 
cil’s  decision  to  exempt  the  rubber  tire 
industry.  The  firms  which  have  made 
price-restraint  commitments  have  also 
agreed  to  accelerate  conversion  to  pro¬ 
duction  of  small  radial  tires  which  are 
now  in  short  supply  due  to  higher  small 
car  sales.  This  will  indirectly  contribute 
to  achieving  the  government’s  energy- 
conservation  goals.  In  addition,  a  mod¬ 
erate  rate  of  labor  cost  increases  for  tire 
manufacturers  can  be  expected  since 
labor  agreements  in  this  industry  were 
reached  last  year  covering  a  three  year 
period. 

In  developing  the  list  of  items  the  sale 
of  which  is  exempt  under  these  amend¬ 
ments,  the  Council  relied  on  the  SIC 
Manual  code  system.  Only  the  sale  by 
the  manufacturer  of  the  specific  items 
listed  in  the  amendment  to  §  150.54  are 
exempt.  Other  items  which  may  be  ge- 
nerically  similar  but  are  not  listed  do  not 
come  within  the  scope  of  these  amend¬ 
ments. 

Under  §5  150.11(e)  and  150.161(b),  a 
firm  with  revenues  in  its  most  recent 
fiscal  year  from  the  sale  of  exempt  items 
remains  subject  to  the  profit  margin  con¬ 
straints  and  reporting  provisions  of  the 
Phase  IV  program  unless  it  derived  both 
less  than  $50  million  in  annual  sales  or 
revenues  from  the  sale  or  lease  of  non¬ 
exempt  items  and  90  percent  or  more  of 
its  sales  and  revenues  from  the  sale  of 
exempt  items  or  exempt  sales. 

As  a  complementary  action  to  the  ex¬ 
emption  from  price  controls,  the  Coun¬ 
cil  has  also  exempted  pay  adjustments 
affecting  employees  engaged  on  a  reg¬ 
ular  and  continuing  basis  in  the  opera¬ 
tion  of  an  establishment  in  the  tires  and 
inner  tubes  manufacturing  industry.  The 
exemption  is  set  forth  in  a  new  §  152.401. 
The  exemption  is  inapplicable  to  any 
such  employee  who  receives  an  item  of 
incentive  compensation,  or  who  is  a 
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member  of  an  executive  control  group. 
The  exemption  is  also  inapplicable  to  any 
such  employee  whose  duties  and  respon¬ 
sibilities  are  not  of  a  type  exclusively  per¬ 
formed  in  or  related  to  the  tires  and 
inner  tubes  manufacturing  industry  and 
whose  pay  adjustments  are  historically 
related  to  the  pay  adjustments  of  em¬ 
ployees  performing  such  duties  outside 
the  industry  and  are  not  related  to  the 
pay  adjustments  of  other  employees  that 
are  within  the  exemption.  The  exemption 
is  further  inapplicable  to  employees  who 
are  part  of  an  appropriate  employee  unit 
where  25%  or  more  of  the  members  of 
such  unit  are  not  engaged  on  a  regular 
and  continuing  basis  in  the  operation  of 
an  establishment  in  the  tires  and  inner 
tubes  manufacturing  industry  or  in  sup¬ 
port  thereof.  In  cases  of  uncertainty  of 
application,  inquiries  concerning  the 
scope  or  coverage  of  the  exemption 
should  be  addressed  to  the  Administra¬ 
tor,  Office  of  Wage  Stabilization,  P.O. 
Box  672,  Washington,  D.C.  20044. 

The  Council  retains  the  authority  to 
reestablish  price  and  wage  controls  over 
any  of  the  industries  exempted  by  these 
amendments  if  price  or  wage  behavior 
is  inconsistent  with  the  polices  of  the 
Economic  Stabilization  Program.  The 
Council  also  has  the  power,  under 
§§  150.162  and  152.26,  to  require  firms  to 
file  special  or  separate  reports  setting 
forth  information  relating  to  the  Eco¬ 
nomic  Stabilization  Program  in  addition 
to  any  other  reports  which  may  be  re¬ 
quired  under  the  Phase  TV  controls  pro¬ 
gram. 

Because  the  purpose  of  these  amend¬ 
ments  is  to  grant  an  immediate  exemp¬ 
tion  from  the  Phase  IV  price  and  pay 
regulations,  the  Council  finds  that  pub¬ 
lication  in  accordance  with  normal  rule 
making  procedure  is  impracticable  and 
that  good  cause  exists  for  making  this 
amendment  effective  in  less  than  30  days. 
Interested  persons  may  submit  written 
comments  regarding  this  amendment. 
Communications  should  be  addressed  to 
the  Office  of  the  General  Counsel,  Cost 
of  Living  Council,  2000  M  Street,  NW„ 
Washington,  D.C.  20508. 

(Economic)  Stabilization  Act  of  1970,  as 
amended.  Pub.  L.  92-210,  85  Stat.  743;  Pub. 
L.  93-28,  87  Stat.  27;  E.O.  11695,  38  TR  1473; 
E  O  11730,  38  PR  19345;  Cost  of  Living  Coun¬ 
cil  Order  No.  14,  FR  1489.) 

In  consideration  of  the  foregoing, 
Parts  150  and  152  of  Title  6  of  the  Code 
of  Federal  Regulations  are  amended  as 
set  forth  herein,  effective  January  30, 
1974. 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  30,  1974. 

James  W.  McLane, 
Deputy  Director, 

Cost  of  Living  Council. 

1.  Section  150.54  is  amended  to  add  a 
new  paragraph  (ee)  to  read  as  follows: 

§  150.54  Certain  price  adjustments. 

•  •  •  •  • 

(ee)  Rubber  tires  and  inner  tubes.  The 
prices  which  manufacturers  of  the  fol¬ 


lowing  products  charge  for  those  prod¬ 
ucts  areexempt:  products  listed  in  the 
SIC  Manual,  1972  edition,  under  Industry 
No.  3011. 

2.  In  6  CFR  Part  152,  Subpart  D  is 
amended  by  adding  thereto  a  new  S  152.- 
401  to  read  as  follows: 

§  152.401  Tires  and  Inner  Tubes  Manu¬ 
facturing  Industry. 

(a)  Exemption.  Pay  adjustments  af¬ 
fecting  employees  engaged  on  a  regular 
and  continuing  basis  in  the  operation  of 
an  establishment  in  the  tires  and  inner 
tubes  manufacturing  industry  or  in  sup¬ 
port  of  such  operation  are  exempt  from 
and  not  limited  by  the  provisions  of  this 
title. 

(b)  Establishment  in  the  tires  and 
inner  tubes  manufacturing  industry.  For 
purposes  of  this  section,  “Establishment 
in  the  tires  and  inner  tubes  manufactur¬ 
ing  industry"  means  an  establishment 
classified  in  the  Standard  Industrial 
Classification  Manual,  1972  edition, 
under  Industrial  Code  3011  (Tires  and 
Inner  Tubes)  and  primarily  engaged  In 
the  manufacture  of  any  such  product  de¬ 
scribed  therein. 

(c)  Covered  employees.  For  purposes 
of  this  section,  an  employee  is  considered 
to  be  engaged  on  a  regular  and  continu¬ 
ing  basis  In  the  operation  of  an  establish¬ 
ment  in  the  tires  and  inner  tubes  manu¬ 
facturing  industry  or  in  support  of  such 
operation  only  if  such  employee  is  em¬ 
ployed  at  an  establishment  in  the  tires 
and  inner  tubes  manufacturing  industry 
and  only  if  such  employee  is  employed 
by  the  firm  which  operates  such  estab¬ 
lishment. 

(d)  Limitation.  The  exemption  pro¬ 
vided  in  paragraph  (a)  of  this  ,  section 
shall  not  be  applicable  to — 

(1)  An  employee  who  receives  an  item 
of  incentive  compensation  subject  to  the 
provisions  of  SS  152.124,  152.126,  or 
152.126; 

(2)  An  employee  who  is  a  member  of 
an  executive  control  group  (determined 
pursuant  to  S  152.130) ; 

(3)  Employees  whose  occupational 
duties  and  responsibilities  are  of  a  type 
not  exclusively  performed  in  or  related 
to  the  tires  and  inner  tubes  manufactur¬ 
ing  industry  and  whose  pay  adjustments 
are — 

(i)  Historically  related  to  the  pay  ad¬ 
justments  of  employees  performing  such 
duties  outside  the  tires  and  inner  tubes 
manufacturing  industry;  and 

(il)  Not  related  to  pay  adjustments  of 
another  unit  of  employees  engaged  on  a 
regular  and  continuing  basis  in  the  op¬ 
eration  of  an  establishment  in  the  tires 
and  inner  tubes  manufacturing  Industry 
or  In  support  of  such  operation  within 
the  meaning  of  paragraph  (c)  of  this 
section;  or 

(4)  Employees  who  are  members  of  an 
appropriate  employee  unit  if  25  percent 
or  more  of  the  employees  who  are  mem¬ 
bers  of  such  unit  are  not  engaged  on  a 
regular  and  continuing  basis  in  the  oper¬ 
ation  of  an  establishment  in  the  tires 
and  inner  tubes  manufacturing  industry 
or  in  support  of  such  operation. 
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(e)  Effective  date.  The  exemption  pro¬ 
vided  In  this  section  shall  be  applicable 
to  pay  adjustments  with  respect  to  work 
performed  on  and  after  January  30, 1974. 

•  *  *  •  * 

(PR  Doc.74-2866  Filed  1-30-74; 5:05  pm] 

Title  7 — Agriculture 

CHAPTER  IX— AGRICULTURAL  MARKET¬ 
ING  SERVICE  (MARKETING  AGREE¬ 
MENTS  AND  ORDERS;  FRUITS,  VEGE¬ 
TABLES,  NUTS),  DEPARTMENT  OF 
AGRICULTURE 

[Lemon  Reg.  624] 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 

This  regulation  fixes  the  quantity  of 
Califomia-Arizona  lemons  that  may  be 
shipped  to  fresh  market  during  the 
weekly  regulation  period  Feb.  3-9,  1974. 
It  is  issued  pursuant  to  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  and  Marketing  Order  No.  910. 
The  quantity  of  lemons  so  fixed  was  ar¬ 
rived  at  after  consideration  of  the  total 
available  supply  of  lemons,  the  quantity 
of  lemons  currently  available  for  market, 
the  fresh  market  demand  for  lemons, 
lemon  prices,  and  the  relationship  of  sea¬ 
son  average  returns  to  the  parity  price 
for  lemons. 

§  910.924  Lemon  Regulation  624. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910),  regulating  the  handling  of  lemons 
grown  in  California  and  Arizona,  effec¬ 
tive  under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674),  and  upon  the  basis  of  the  recom¬ 
mendations  and  information  submitted 
by  the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar¬ 
keting  agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  lemons,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

(2)  The  need  for  this  section  to  limit 
the  quantity  of  lemons  that  may  be  mar¬ 
keted  during  the  ensuing  week  stems 
from  the  production  and  marketing  sit¬ 
uation  confronting  the  lemon  industry. 

(i)  The  committee  has  submitted  its 
recommendation  with  respect  to  the 
quantity  of  lemons  it  deems  advisable  to 
be  handled  during  the  ensuing  week. 
Such  recommendation  resulted  from  con¬ 
sideration  of  the  factors  enumerated  in 
the  order.  The  committee  further  reports 
the  demand  for  lemons  is  fairly  active, 
except  for  larger  fruit  of  both  grades  for 
which  demand  continues  to  ease.  Aver¬ 
age  f.o.b.  price  was  $5.49  per  carton  the 
week  ended  January  26,  1974  compared 
to  $5.48  per  carton  the  previous  week. 
Track  and  rolling  supplies  at  142  cars 
were  up  20  cars  from  last  week. 

(ii)  Having  considered  the  recommen¬ 
dation  and  information  submitted  by  the 
committee,  and  other  available  informa¬ 
tion,  the  Secretary  finds  that  the  quan- 
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tity  of  lemons  which  may  be  handled 
should  be  fixed  as  hereinafter  set  forth. 

(3)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice, 
engage  in  public  rulemaking  procedure, 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.S.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  regulation  is  based  became 
available  and  the  time  when  this  section 
must  become  effective  in  order  to  effectu¬ 
ate  the  declared  policy  of  the  act  is  in¬ 
sufficient,  and  a  reasonable  time  is 
permitted,  under  the  circumstances,  for 
preparation  for  such  effective  time;  and 
good  cause  exists  for  making  the  provi¬ 
sions  hereof  effective  as  hereinafter  set 
forth.  The  committee  held  an  open  meet¬ 
ing  during  the  current  week,  after  giving 
due  notice  thereof,  to  consider  supply 
and  market  conditions  for  lemons  and 
the  need  for  regulation;  interested  per¬ 
sons  were  afforded  an  opportunity  to 
submit  information  and  views  at  this 
meeting;  the  recommendation  and  sup¬ 
porting  information  for  regulation  dur¬ 
ing  the  period  specified  herein  were 
promptly  submitted  to  the  Department 
after  such  meeting  was  held;  the  provi¬ 
sions  of  this  section,  including  its  effec¬ 
tive  time,  are  identical  with  the  afore¬ 
said  recommendation  of  the  committee, 
and  information  concerning  such  provi¬ 
sions  and  effective  time  has  been  dis¬ 
seminated  among  handlers  of  such  lem¬ 
ons;  it  is  necessary,  in  order  to  effectuate 
the  declared  policy  of  the  act,  to  make 
this  regulation  effective  during  the  pe¬ 
riod  herein  specified;  and  compliance 
with  this  regulation  will  not  require  any 
special  preparation  on  the  part  of  per¬ 
sons  subject  hereto  which  cannot  be  com¬ 
pleted  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  January  29,  1974. 

(b)  Order.  (1)  The  quantity  of  lemons 
grown  in  California  and  Arizona  which 
may  be  handled  during  the  period  Feb¬ 
ruary  3,  1974,  through  February  9,  1974, 
is  hereby  fixed  at  200,000  cartons. 

(2)  As  used  in  this  section,  “handled”, 
and  “carton(s)”  have  the  same  meaning 
as  when  used  in  the  said  amended  mar¬ 
keting  agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended  (7  U.S.C. 
601-674) ) 

Dated;  January  31,  1974. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and  Veg¬ 
etable  Division,  Agricultural 
Marketing  Service. 
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Title  9 — Animals  and  Animal  Products 

CHAPTER  III— ANIMAL  AND  PLANT 
HEALTH  INSPECTION  SERVICE  (MEAT 
AND  POULTRY  PRODUCTS  INSPEC¬ 
TION),  DEPARTMENT  OF  AGRICULTURE 

SUBCHAPTER  A— MANDATORY  MEAT 
INSPECTION 

PART  335— RULES  OF  PRACTICE  GOV¬ 
ERNING  PROCEEDINGS  UNDER  THE 
FEDERAL  MEAT  INSPECTION  ACT 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Meat  Inspection  Act,  as  amended  by 
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the  Wholesome  Meat  Act  (21  U.S.C.  601 
et  seq.).  Subpart  A,  B,  C,  D,  and  E  of 
Part  335  of  Subchapter  A,  Chapter  III, 
Title  9,  Code  of  Federal  Regulations,  con¬ 
taining  rules  of  practice  governing  pro¬ 
ceedings  under  the  Act,  are  issued- to  read 
as  follows: 

Subpart  A — General 

Sec. 

335.1  Meaning  of  words. 

335.2  Definitions. 

335.3  Scope  and  applicability  of  this  part. 

Subpart  B — Rules  Applicable  to  Refusal  or  With¬ 
drawal  of  Inspection  Service  Under  Section  401 
of  the  Act 

Sec. 

335.10  Institution  of  proceeding. 

335.10- 1  Issuance  of  moving  paper. 

335.10- 2  Docket  number. 

335.10- 3  Contents  of  moving  paper. 

335.10- 4  Amendments. 

335.11  Answer. 

335.11- 1  Filing  and  service. 

335.11- 2  Contents. 

335.11- 3  Failure  to  file. 

335.12  Consent  order. 

335.13  Procedure  rpon  admission  of  facts. 

335.14  Procedure  upon  denial  of  any  ma¬ 

terial  fact. 

335.15  Procedure  for  hearing. 

335.15- 1  Time  and  place  of  hearing. 

335.15- 2  Appearances. 

335.15- 3  Failure  to  appear. 

335.15- 4  Order  of  proceeding. 

335.15- 5  Evidence. 

335.15- 6  Transcripts. 

335.15- 7  Proposed  findings  of  fact,  conclu¬ 

sions,  and  order;  reply. 

335.15- 8  Judge’s  decision. 

335.15- 9  Appeal  of  decision. 

335.16  Motions  and  requests. 

335.16- 1  General. 

335.16- 2  Motions  entertained. 

335.16- 3  Contents. 

335.16- 4  Response  to  motions  and  requests. 

335.16- 5  Certification  to  Secretary. 

335.17  Prehearing  conferences. 

335.18  Judge. 

335.18- 1  Assignment. 

335.18- 2  Disqualification  of  Judge. 

335.18- 3  Conduct. 

335.18- 4  Powers. 

335.18- 5  Who  may  act  in  the  absence  of  the 

Judge. 

335.19  Appeal  procedure  and  transmittal 

of  record. 

335.19- 1  Filing  of  appeal. 

335.19- 2  Content  of  appeal.  _ 

335.19- 3  Response  to  appeal. 

335.19- 4  Failure  to  file  response. 

335.19- 5  Orders  denying  appeal  after  review. 

335.19- 6  Transmittal  of  record. 

335.19- 7  Oral  argument. 

335.19- 8  Decision  of  the  Secretary. 

335.20  Petitions  for  reopening  hearing: 

for  rehearing  or  reargument  of 
proceeding;  or  for  reconsidera¬ 
tion  of  Secretary's  decision. 

335.20- 1  Petitions  requisite. 

335.20- 2  Procedure  for  disposition  of  peti¬ 

tions. 

335.21  Filing;  service;  extensions  of  time; 

additional  time  for  filing;  and 
computation  of  time. 

335.21- 1  Filing;  number  of  copies. 

335.21- 2  Service;  proof  of  service. 

335.21- 3  Computation  of  time. 

335.21- 4  Extensions  of  time. 

335.22  Depositions. 

335.22- 1  Application  for  taking  deposition. 

335.22- 2  Judge’s  order  for  taking  deposition. 

335.22- 3  Qualifications  of  officer. 

335.22- 4  Procedure  on  examination. 

335.22- 5  Signature  by  witness. 

335.22- 6  Certification  by  officer. 

335.22- 7  Use  of  depositions. 

335.23  Subpoenas. 

335.23- 1  Issuance  of  subpoenas. 
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335.23- 2  Application  for  subpoena  duces 

tecum. 

335.23- 3  Service  of  subpoenas. 

335.24  Fees  of  witnesses. 

Subpart  C — Rules  Applicable  to  Withdrawal  of 
Inspection  Service  for  Failure  of  an  Establish¬ 
ment  To  Destroy  Any  Condemned  Carcass  or 
Part  Thereof  or  Any  Condemned  Meat  or  Meat 
Food  Product 

335.30  Notification  of  intent  to  withdraw 

inspection. 

335.31  Procedure  upon  failure  of  an  es¬ 

tablishment  to  take  required  ac¬ 
tion  specified  In  notice. 

Subpart  D — Rules  Applicable  to  Refusal  or  With¬ 
drawal  of  Inspection  Service  for  Failure  of  an 
Establishment  To  Maintain  Sanitary  Conditions 

335.40  Notification  of  refusal  of  inspec¬ 

tion. 

335.41  Procedure  upon  failure  of  an  es¬ 

tablishment  to  take  required  ac¬ 
tion  specified  in  the  notice. 

Subpart  E — Rules  Applicable  to  Suspension  of 
Assignment  of  Inspectors  for  Threats  To  Forc¬ 
ibly  Assault  or  Forcible  Assault,  Intimidation  or 
Interference  With  Any  Inspection  Service 
Employee 

335.50  Notification  to  operator  of  estab¬ 

lishment  of  incident. 

335.51  Procedure  upon  failure  of  opera¬ 

tor  of  establishment  to  take  ac¬ 
tion  required  by  1 305.5(b)  of 
regulations. 

Authoritt:  The  provisions  of  this  Part 
335  issued  under  Sec.  21,  34  Stat.  1264,  as 
amended  (21  U.S.C.  621);  37  FR  28464,  28477. 

Subpart  A — General 
§  335.1  Meaning  of  words. 

As  used  in  this  part,  words  in  the 
singular  form  shall  be  deemed  to  im¬ 
port  the  plural,  and  vice  versa,  as  the 
case  may  require. 

§  335.2  Definitions. 

As  used  in  this  part,  the  terms  as  de¬ 
fined  in  section  1  of  the  Act  (21  U.S.C. 
601)  shall  apply  with  equal  force  and 
effect.  In  addition  and  except  as  may  be 
provided  otherwise  in  this  part; 

(a)  “Act”  means  the  Federal  Meat  In¬ 
spection  Act,  as  amended  by  the  Whole¬ 
some  Meat  Act  (21  U.S.C.  601  et  seq.). 

(b)  “Regulations”  means  the  regula¬ 
tions  promulgated  pursuant  to  the  Act 
(9  CFR  301.1  et  seq.). 

(c)  “Hearing”  means  that  part  of  the 
proceeding  which  involves  the  sub¬ 
mission  of  evidence  and  means  either  an 
oral  or  written  hearing. 

(d)  “Moving  paper”  means  any  formal 
complaint  or  other  document  by  virtue  of 
which  a  proceeding  under  the  Act  is  in- 

*  stituted. 

(e)  “Complainant”  means  the  party 
upon  whose  ’  moving  paper  the  pro¬ 
ceeding  is  instituted. 

(f)  “Respondent”  means  the  party 
proceeded  against. 

(g)  “Secretary”  means  the  Secretary 
of  Agriculture,  United  States  Department 
of  Agriculture,  or  any  officer  or  employee 
to  whom  authority  has  heretofore  been 
delegated,  or  to  whom  authority  may 
hereafter  be  delegated,  to  act  in  his 
stead. 

(h)  “Hearing  Clerk”  means  the  Hear¬ 
ing  Clerk,  United  States  Department  of 
Agriculture,  Washington,  D.C.  20250. 


(D  “Judge”  means  any  Administrative 
Law  Judge  appointed  pursuant  to  5 
U.S.C.  3105  (the  Administrative  Pro¬ 
cedure  Act)  and  assigned  to  the  proceed¬ 
ing  involved. 

(j)  "Administrator”  means  the  Admin¬ 
istrator,  Animal  and  Plant  Health  In¬ 
spection  Service,  United  States  Depart¬ 
ment  of  Agriculture,  or  any  officer  or 
employee  to  whom  authority  has  here¬ 
tofore  been  delegated,  or  to  whom  au¬ 
thority  may  hereafter  be  delegated,  to 
act  in  his  stead  in  connection  with  the 
function  involved. 

(k)  “Decision”  means  the  Judge's  ini¬ 
tial  decision  made  in  accordance  with  the 
provisions  of  5  U.S.C.  556  and  557,  and 
includes  the  Judge’s  (1)  findings  of  fact 
and  conclusions  with  respect  to  all  ma¬ 
terial  issues  of  fact,  law  or  discretion,  as 
well  as  the  reasons  or  basis  therefor,  (2) 
order,  and  (3)  rulings  on  proposed  find¬ 
ings,  conclusions  and  orders  submitted  by 
the  parties. 

§  335.3  Scope  and  applicability  of  this 
part. 

The  rules  of  practice  in  this  part  shall 
be  applicable  to  the  procedure  governing 
proceedings  and  summary  action  for  the 
refusal,  withdrawal  or  suspension  of  in¬ 
spection  service  with  respect  to  any  ap¬ 
plicant  or  recipient  of  such  service  under 
Title  I  of  the  Act. 

Subpart  B — Rules  Applicable  to  Refusal  or 

Withdrawal  of  Inspection  Service  Under 

Section  401  of  the  Act 

§  335.10  Institution  of  proceeding. 

§  335.10—1  Issuance  of  moving  paper; 
filing  and  service. 

If  the  Administrator  has  reason  to  be¬ 
lieve  that  the  applicant  for,  or  recipient 
of,  service  under  Title  I  of  the  Act  is  un¬ 
fit  to  engage  in  any  business  requiring 
such  inspection  because  of  any  of  the 
reasons  specified  in  section  401  of  the 
Act,  he  may  institute  a  proceeding  by 
filing  a  moving  paper  with  the  Hearing 
Clerk,  who  promptly  shall  serve  a  tnw 
copy  thereof  upon  each  respondent,  as' 
provided  in  §  335.21. 

§335.10—2  Docket  number. 

Each  proceeding  shall  be  assigned  a 
docket  number  by  the  Hearing  Clerk  and 
thereafter  the  proceeding  shall  be  re¬ 
ferred  to  by  such  number. 

§  335.10-3  Contents  of  moving  paper. 

The  moving  paper  shall  set  forth 
briefly  the  reasons  for  refusal  or  with¬ 
drawal  of  service,  including  allegations 
of  fact  which  constitute  a  basis  for  the 
proceeding.  The  moving  paper  shall  offer 
respondent  the  opportunity  to  submit  a 
specific  written  statement  by  way  of 
answer  and  the  opportunity  to  request 
an  oral  hearing,  and  shall  state  the  time 
within  which  answer  by  respondent  and 
request  for  oral  hearing  must  be  made, 
which  shall  not  be  less  than  10  days  after 
service  of  the  moving  paper. 

§  335.10—4  Amendments. 

At  any  time  prior  to  the  close  of  the 
hearing,  the  moving  paper  may  be 
amended;  but,  in  case  of  an  amendment 


adding  new  provisions,  the  hearing  shall, 
cm  the  request  of  the  respondent,  be  ad¬ 
journed  for  a  period  not  exceeding  15 
days,  if  the  Judge  determines  that  such 
an  adjournment  is  necessary  to  avoid 
prejudice  to  the  respondent. 

§  335.11  Answer. 

§  335.11—1  Filing  and  service. 

The  respondent  shall  file  an  answer  to 
the  allegations  of  the  moving  paper,  with 
the  Hearing  Clerk,  signed  by  the  re¬ 
spondent  or  his  attorney,  within  the  pe¬ 
riod  of  time  for  answering  set  forth  in 
the  moving  paper. 

§  335.11—2  Contents. 

(a)  The  answer  shall  (1)  contain  a 
concise  statement  of  the  facts  which  con¬ 
stitute  the  grounds  of  defense,  and  shall 
specifically  admit,  deny,  or  explain  each 
of  the  allegations  of  the  moving  paper 
unless  the  respondent  is  without  knowl¬ 
edge,  in  which  case  the  answer  shall  so 
state;  (2)  state  that  the  respondent  ad¬ 
mits  all  of  the  facts  alleged  in  the  mov¬ 
ing  paper;  or  (3)  state  that  the  respond¬ 
ent  admits  the  jurisdictional  allegations 
of  the  moving  paper  and  neither  admits 
nor  denies  the  remaining  allegations  and 
consents  to  the  Issuance  of  a  specified 
order  without  further  procedure.  If  the 
complainant  recommends  that  the  order 
consented  to  by  the  respondent  not  be  is¬ 
sued,  the  respondent  may  file  an  answer 
within  10  days  from  the  service  of  such 
recommendation  on  him,  in  accordance 
with  §  335.11-1  and  §  335.11-2(a)  (1)  or 
(2). 

(b)  The  answer  may  contain  a  request 
for  oral  hearing  or  an  express  waiver  of 
such  hearing. 

§  335.11—3  Failure  to  file. 

Failure  to  file  an  answer  to,  or  plead 
specifically  to,  any  allegation  of  the  mov¬ 
ing  paper  shall  constitute  an  admission 
of  such  allegation,  except  as  provided  in 
§  335.1 1-2  (a)  (3). 

§  335.12  Consent  order. 

At  any  time  after  the  institution  of  a 
proceeding,  the  respondent  may  file  an 
answer  or  amended  answer  consenting  to 
an  order  as  set  forth  in  §  335.11-2(a)  (3). 
Within  15  days  after  service  of  such  an 
answer,  the  complainant  shall  file  its 
recommendation.  If  the  complainant 
recommends  that  the  order  consented  to 
by  the  respondent  be  issued,  the  Judge 
may  enter  such  order  which  shall  have 
the  same  force  and  effect  as  a  decision 
issued  by  the  Judge. 

§  335.13  Procedure  upon  admission  of 
facts. 

The  admission,  in  the  answer  or  by 
failure  to  file  an  answer,  of  all  the  mate¬ 
rial  allegations  of  fact  contained  in  the 
moving  paper  shall  constitute  a  waiver  of 
hearing.  Upon  such  admission  of  facts, 
the  complainant  shall  file  in  triplicate  a 
proposed  decision,  along  with  a  motion 
for  adoption  thereof,  which  motion  and 
proposed  decision  shall  be  served  upon 
the  respondent  by  the  Hearing  Clerk. 
Within  20  days  after  service  of  such  mo¬ 
tion  and  proposed  decision,  respondent 
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may  file  with  the  Hearing  Clerk,  objec¬ 
tions  thereto,  In  not  less  than  30  days 
after  service  of  complainant’s  motion 
and  proposed  decision,  the  Judge  shall 
issue  a  decision  without  further  pro¬ 
cedure  or  hearing.  Absent  a  waiver  by 
the  parties  of  service  of  the  Judge’s  de¬ 
cision,  it  shall  be  served  upon  them  in 
the  manner  provided  in  §  335.21-2.  Tlie 
parties  shall  be  given  an  opportunity  to 
file  appeals  to  the  decision,  to  file  briefs 
in  support  of  such  appeals,  and  to  make 
oral  argument  before  the  Secretary  in 
accordance  with  §  335.19.  Unless  the  ini¬ 
tial  decision  is  appealed  under  §  335.19,  It 
shall  become  final  and  effective  without 
further  procedure  35  days  after  service 
thereof  upon  the  respondent. 

§  335.14  Procedure  upon  denial  of  any 
material  fact. 

In  the  event  the  respondent  denies  any 
material  fact  and  fails  to  request  a  hear¬ 
ing  within  the  time  specified  in  the  com¬ 
plaint,  the  matter  shall  be  set  down  for 
hearing  by  the  Judge,  upon  motion  of  the 
complainant  in  accordance  with  §  335.15- 
1. 

§  335.15  Procedure  for  hearing. 

§  335.15—1  Time  and  place  of  hearing. 

If  and  when  the  proceeding  has 
reached  the  stage  where  a  hearing  is  to 
be  held,  the  Judge,  not  less  than  10  days 
after  service  on  all  parties  of  a  motion 
by  any  of  the  parties,  Jointly  or  individ¬ 
ually,  stating  that  the  matter  is  at  issue 
and  is  ready  for  hearing,  shall  set  a  time 
and  place  for  hearing,  giving  careful 
consideration  to  the  convenience  of  the 
parties,  and  shall  file  with  the  Hearing 
Clerk  a  notice  stating  the  time  and  place 
of  hearing,  which  shall  be  served  upon 
the  parties.  If  any  change  in  the  time  or 
place  of  the  hearing  is  made,  the  Judge 
shall  file  with  the  Hearing  Clerk  a  notice 
of  such  change,  which  notice  shall  be 
served  upon  the  parties,  unless  it  is  made 
during  the  course  of  the  hearing  and 
made  a  part  of  the  transcript. 

§  335.15-2  Appearances. 

The  parties  may  appear  in  person  or 
by  counsel  or  other  representative.  Per¬ 
sons  who  appear  as  counsel  or  in  a  rep¬ 
resentative  capacity  must  conform  to  the 
standards  of  ethical  conduct  required  of 
practitioners  before  the  courts  of  the 
United  States.  Whenever  the  Secretary 
finds,  after  notice  and  opportunity  for 
hearing,  that  a  person,  who  is  acting  or 
has  acted  as  counsel  or  representative  for 
another  person  in  any  proceeding  before 
the  Secretary,  is  unfit  to  act  as  such  rep¬ 
resentative  or  counsel,  he  will  order  that 
such  person  be  precluded  from  acting  as 
counsel  or  representative  in  any  proceed¬ 
ing  under  the  Act.  The  procedure  in  such 
case  will  be  governed  by  the  applicable 
provisions  of  this  part:  Provided,  That 
the  moving  paper  may  be  issued  by 
the  Administrator,  the  Judge,  or  the 
Secretary. 

§  335.15—3  Failure  to  appear. 

If  any  party  to  the  proceeding,  after 
being  duly  notified,  fails  to  appear  at  the 
hearing,  he  shall  be  deemed  to  have 


waived  the  right  to  a  hearing  in  the  pro¬ 
ceeding.  In  the  event  that  a  party  ap¬ 
pears  at  the  hearing  and  no  party  ap¬ 
pears  for  the  opposing  side,  the  party  who 
is  present  shall  have  an  election  whether 
to  present  his  evidence,  in  whole  or  in 
part,  in  the  form  of  affidavits  or  by  oral 
testimony  before  the  Judge.  Failure  to 
appear  at  a  hearing  shall  not  be  deemed 
to  be  a  waiver  of  the  right  to  be  served 
with  a  copy  of  the  decision  of  the  Judge 
and  to  appeal  as  hereinafter  provided. 

§  335.15—4  Order  of  proceeding. 

Except  as  may  be  determined  other¬ 
wise  by  the  Judge,  the  Administrator 
shall  proceed  first  at  the  hearing. 

§  335.15—5  Evidence. 

(a)  General.  The  testimony  of  wit¬ 
nesses  at  the  hearing  shall  be  upon  oath 
or  affirmation  and  subject  to  cross- 
examination.  Any  witness  may,  in  the 
discretion  of  the  Judge,  be  examined 
separately  and  apart  from  all  other  wit¬ 
nesses  except  those  who  may  be  parties 
to  the  proceeding.  The  Judge  shall  deter¬ 
mine  and  rule  upon  the  admissibility  of 
evidence  and  shall  admit  all  relevant  and 
material  evidence,  except  evidence  which 
is  unduly  repetitious. 

(b)  Objections.  If  a  party  objects  to 
the  admission  or  exclusion  of  any  evi¬ 
dence  or  to  the  limitation  of  the  scope 
of  any  examination  or  cross-examination 
or  to  any  other  ruling  of  the  Judge,  he 
shall  briefly  state  the  grounds  for  such 
objection,  whereupon  an  automatic  ex¬ 
ception  will  follow  which  may  be  pursued 
in  an  appeal  pursuat  to  §  335.19  hereof 
by  the  party  adversely  affected  by  the 
ruling  of  the  Judge.  The  transcript  need 
not  include  argument  or  debate  thereon 
except  as  may  be  ordered  by  the  Judge. 
The  ruling  of  the  Judge  on  any  objection 
shall  be  a  part  of  the  transcript.  Only 
objections  made  before  the  Judge  may 
subsequently  be  relied  upon  in  the 
proceeding. 

(c)  Records  of  the  Department.  A  true 
copy  of  every  written  entry  in  the  records 
of  the  Department,  made  by  an  officer 
or  employee  thereof  in  the  course  of  his 
official  duty  and  relevant  and  material 
to  the  issues  involved  in  the  hearing, 
shall  be  admissible  as  prima  facie  evi¬ 
dence  of  the  facts  stated  therein,  with¬ 
out  the  production  of  such  officer  or 
employee. 

(d)  Exhibits.  Except  where  the  Judge 
finds  that  the  furnishing  of  copies  is  im¬ 
practicable,  sufficient  copies  of  each  ex¬ 
hibit  in  addition  to  the  original  and  two 
copies,  shall  be  filed  with  the  Judge,  for 
the  use  of  each  of  the  other  parties  to 
the  proceeding.  A  true  copy  of  an  exhibit 
may  be  substituted  for  the  original. 

(e)  Official  notice.  Official  notice  may 
be  taken  of  official  publications  of  the 
Department  and  other  Federal  agencies, 
of  such  matters  as  are  judicially  noticed 
by  the  courts  of  the  United  States,  and 
of  any  other  matter  of  technical  or  scien¬ 
tific  fact  of  established  character:  Pro¬ 
vided,  That  the  parties  shall  be  given 
adequate  notice,  at  the  hearing  or  by 
reference  in  the  Judge’s  decision  or 
otherwise,  of  matters  so  noticed,  and 


shall  be  given  adequate  opportunity  to 
show  that  such  facts  are  erroneously 
noticed. 

(f)  Offer  of  proof.  Whenever  evidence 
is  excluded  from  the  record,  the  party 
offering  such  evidence  may  make  an  of¬ 
fer  of  proof,  which  shall  be  included  in 
the  transcript.  The  offer  of  proof  shall 
consist  of  a  brief  statement  describing 
the  evidence  excluded.  If  the  evidence 
consists  of  a  brief  oral  statement  or  of 
an  exhibit,  it  shall  be  inserted  into  the 
transcript  in  toto.  In  such  event,  it  shall 
be  considered  a  part  of  the  transcript 
and  record  if  the  Secretary,  upon  appeal, 
decides  the  Judge’s  ruling  excluding  the 
evidence  was  erroneous  and  prejudicial. 
The  Judge  shall  not  allow  the  insertion 
of  such  excluded  evidence  in  toto  if  the 
taking  of  such  evidence  will  -consume 
considerable  time  at  the  hearing.  In  this 
latter  event,  if  the  Secretary  decides  the 
Judge’s  ruling  excluding  the  evidence 
was  both  erroneous  and  prejudicial,  the 
hearing  may  be  reopened  to  permit  the 
taking  of  such  evidence. 

§  335.15—6  Transcripts. 

(a)  Filing  and  certification.  Oral  hear¬ 
ings  shall  be  stengraphically  reported 
and  transcribed.  As  soon  as  practicable 
after  the  close  of  the  hearing,  and  within 
the  time  provided  by  the  reporting  con¬ 
tract,  the  reporter  shall  transmit  to  the 
Hearing  Clerk  the  original  of  the  trans¬ 
cript  of  testimony  and  the  original  and 
copies  of  exhibits  introduced  or  offered 
in  evidence  at  the  hearing,  and  as  many 
copies  of  the  transcript  as  required  and 
officially  requested.  Upon  receipt  of  the 
original  and  copies  of  the  transcript  and 
exhibits,  the  Hearing  Clerk  shall  send  to 
the  Judge  the  original  transcript  and 
exhibits.  At  such  time  as  the  Judge  may 
specify,  but  not  later  than  the  time 
fixed  for  filing  proposed  findings  of  fact, 
conclusions  and  order,  or  briefs,  as  the 
case  may  be,  the  parties  may  file  with 
the  Judge  proposed  corrections  to  the 
transcript.  As  soon  as  practicable,  the 
Judge  shall  file  with  the  Hearing  Clerk 
his  certificate,  indicating  any  corrections 
to  be  made  in  the  transcript,  and  stating 
that,  to  the  best  of  his  knowledge  and 
belief,  the  transcript,  as  corrected,  is  a 
true,  correct,  and  complete  transcript  of 
the  testimony  given  at  the  hearing  and 
that  the  exhibits  are  all  the  exhibits 
properly  a  part  of  the  hearing  record. 
The  original  of  such  certificate  shall  be 
attached  to  the  original  transcript,  and 
a  copy  of  such  certificate  shall  be  served 
upon  each  of  the  parties  by  the  Hearing 
Clerk  who  shall  also  enter  onto  the 
transcript  (without  obscuring  the  text) 
any  corrections  noted  in  the  certification. 

(b)  Ordering  copies.  Parties  to  the 
proceeding  or  other  persons  who  desire 
a  copy  of  the  transcript  of  the  hearing 
may  place  orders  at  the  hearing  with  the 
reporter  who  will  furnish  and  deliver 
such  copies  directly  to  the  purchaser 
upon  payment  therefor  at  the  rate  per 
page  provided  by  the  contract  between 
the  reporter  and  the  purchaser. 
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§  335. IS— 7  Proposed  findings  of  fact, 
conclusion#,  and  order ;  reply. 

(a)  Within  such  time  as  the  Judge 
may  prescribe  each  party  may  file  with 
the  Hearing  Clerk  proposed  findings  of 
fact,  conclusions,  and  order,  based  solely 
on  the  record,  and  a  brief  in  support 
thereof.  A  copy  of  each  such  document 
filed  by  a  party  shall  be  served  upon  the 
other  party  by  the  Hearing  Clerk. 

(b)  Within  20  days  after  service  of  the 
proposed  findings  of  fact,  conclusions, 
and  order,  each  party  may  file  a  reply 
in  writing  with  the  Hearing  Clerk,  to 
the  proposed  findings  of  fact,  conclu¬ 
sions,  and  order,  and  any  brief  in  sup¬ 
port  thereof  of  the  opposing  party. 

(c)  Within  the  same  periods  of  time, 
either  party  may  file  with  the  Hearing 
Clerk  a  brief  statement  in  writing  con* 
ceming  each  of  the  objections  taken  to 
the  action  of  the  Judge  at  the  hearing, 
as  set  out  in  5  335.15-5(b),  upon  which 
the  party  wishes  to  rely,  referring,  where 
relevent.  to  the  pages  of  the  transcript. 

§335.15—8  Judge's  decision. 

(a)  The  Judge,  within  a  reasonable 
time  after  the  termination  of  the  period 
allowed  to  the  parties  for  the  filing  of 
proposed  findings  of  fact,  conclusions, 
and  order,  and  briefs  in  support  thereof 
and  replies  thereto,  shall  prepare  on  the 
basis  of  the  record  and  shall  file  with  the 
Hearing  Clerk,  his  decision.  A  copy  of 
such  decision  shall  be  served  by  the  Hear¬ 
ing  Clerk  upon  each  of  the  parties. 

(b)  Such  decision  shall  become  final 
and  effective  without  further  proceedings 
35  days  after  service  thereof  upon  the 
respondent  unless  there  is  an  appeal  to 
the  Secretary  by  a  party  to  the  proceed¬ 
ing:  Provided,  however,  That  no  decision 
shall  be  final  for  purposes  of  judicial  re¬ 
view  except  a  final  decision  issued  by  the 
Secretary  pursuant  to  an  appeal  by  a 
party  to  the  proceeding. 

§  335.15—9  Appeal  of  decision. 

Any  party  who  disagrees  with  the  de¬ 
cision,  or  any  part  thereof,  may  file  an 
appeal  in  writing  to  the  Secretary  in  the 
manner  specified  in  §  335.19. 

§  335.16  Motions  and  requests. 

§  335.16—1  General. 

All  motions  and  requests  shall  be  filed 
with  the  Hearing  Clerk,  and  shall  be 
served  upon  all  the  parties,  except  those 
made  during  the  course  of  an  oral  hear¬ 
ing  may  be  filed  with  the  Judge  or  may 
be  stated  orally  and  made  a  part  of  the 
transcript.  The  Judge  is  authorized  to 
rule  upon  all  motions  and  requests  filed 
or  made  prior  to  the  filing  of  the  decision 
with  the  Hearing  Clerk  as  hereinbefore 
provided.  The  Secretary  will  rule  on  any 
motions  and  requests  filed  after  that 
time. 

§  335.16-2  Motions  entertained. 

Any  motion  will  be  entertained  except 
a  motion  to  dismiss  on  the  pleadings.  All 
motions  and  requests  concerning  the 
sufficiency  of  the  moving  paper  must  be 
made  within  the  time  allowed  for  filing 
an  answer. 


§  335.16-3  Contents. 

All  written  motions  and  requests  shall 
state  the  particular  order,  ruling,  or  ac¬ 
tion  desired  and  the  grounds  therefor. 

§  335.16—4  Response  to  motions  and 
requests. 

Within  15  days  after  service  of  any 
written  motion  or  request,  or  within  such 
other  period  fixed  by  the  Secretary  or  the 
Judge,  the  opposing  party  shall  file  a  re¬ 
sponse  to  the  motion  or  request.  If  the 
opposing  party  does  not  file  a  timely 
response,  he  shall  be  deemed  to  have  no 
objection  to  the  granting  of  the  relief 
asked  for  in  the  motion  or  request.  Un¬ 
less  permitted  by  the  Judge,  or  by  the 
Secretary,  the  moving  party  shall  have  no 
right  to  reply  to  the  answer. 

§  335.16—5  Certification  to  Secretary. 

The  submission  or  certification  of  any 
motion,  request,  objection,  or  other  ques¬ 
tion  to  the  Secretary  prior  to  the  time 
when  the  Judge’s  decision  is  filed  with 
the  Hearing  Clerk  shall  be  by  and  in  the 
discretion  of  the  Judge.  The  Judge  may 
either  rule  upon  or  certify  the  motion, 
request,  objection,  or  other  question,  but 
not  both. 

§335.17  Prehearing  conferences. 

When  it  appears  that  such  procedure 
will  expedite  the  proceeding,  the  Judge, 
at  any  time  prior  to  the  commencement 
of  the  oral  hearing,  may  request  the  par¬ 
ties  or  their  counsel  to  appear  at  a  con¬ 
ference  before  him  to  consider  (a)  the 
simplification  of  issues;  (b)  the  neces¬ 
sity  or  desirability  of  amendments  to 
pleadings;  (c)  the  possibility  of  obtain¬ 
ing  stipulations  of  fact  and  of  documents 
which  will  avoid  unnecessary  proof;  (d) 
the  limitation  of  the  number  of  experts 
or  other  witnesses;  and  (e)  such  other 
matters  as  may  expedite  and  aid  in  the 
disposition  of  the  proceeding.  No  tran¬ 
script  of  such  conference  shall  be  made, 
unless  agreed  to  by  the  parties  and  or¬ 
dered  by  the  Judge,  but  the  Judge  shall 
prepare  and  file  for  the  record  a  written 
summary  of  the  action  taken  at  the  con¬ 
ference,  or  orally  summarize  the  actions 
taken  on  the  record  of  the  hearing  as 
part  of  the  hearing  transcript,  and  shall 
incorporate  any  written  stipulations  or 
agreements  made  by  the  parties  at  the 
conference  or  as  a  result  of  the  confer¬ 
ence.  If  the  circumstances  are  such  that 
a  conference  is  impracticable,  the  Judge 
may  request  the  parties  to  correspond 
with  him  for  the  purpose  of  accomplish¬ 
ing  any  of  the  objects  set  forth  in  this 
section.  The  Judge  shall  forward  copies 
of  letters  and  documents  to  the  parties 
as  the  circumstances  require.  Corre¬ 
spondence  in  such  negotiations  shall  not 
be  a  part  of  the  record,  but  the  Judge 
shall  submit  a  written  summary  for  the 
record  if  any  action  is  taken. 

§  335.18  Judge. 

§  335.18—1  Assignment. 

No  Judge  shall  be  assigned  to  serve  in 
any  proceeding  who  (a)  has  any 
pecuniary  interest  in  any  matter  or  busi¬ 
ness  involved  in  the  proceeding,  (b)  is 


related  within  the  third  degree  by  blood 
or  marriage  to  any  party  to  the  proceed¬ 
ing,  or  (c)  has  participated  in  the  in¬ 
vestigation  preceding  the  institution  of 
the  proceeding  or  in  the  determination 
that  it  should  be  instituted  or  in  the  prep¬ 
aration  of  the  moving  paper  or  in  the  de¬ 
velopment  of  the  evidence  to  be  intro¬ 
duced  therein. 

§  335.18—2  Disqualification  of  Judge. 

(a)  Any  party  to  the  proceeding  may, 
by  motion  made  to  the  Judge,  request 
that  the  Judge  disqualify  himself  and 
withdraw  from  the  proceeding.  The 
Judge  may  then  either  rule  upon  or  cer¬ 
tify  the  motion  to  the  Secretary,  but  not 
both. 

(b)  A  Judge  shall  withdraw  from  any 
proceeding  in  which  he  deems  himself 
disqualified  for  any  reason. 

§  335.18—3  Conduct. 

At  no  stage  of  the  proceeding  between 
its  institution  and  the  issuance  of  the 
final  decision  shall  the  Secretary  or  the 
Judge  discuss  ex  parte  the  merits  of  the 
proceeding  with  any  person  who  is  con¬ 
nected  with  the  proceeding  in  an  ad  voc¬ 
ative  or  in  an  investigative  capacity,  or 
with  any  representative  of  such  person: 
Provided,  That  the  Secretary  or  Judge 
may  discuss  the  merits  of  the  case  with 
such  a  person  if  all  parties  to  the  pro¬ 
ceeding,  or  their  representatives,  have 
been  given  an  opportunity  to  be  present. 
Any  memorandum  or  other  communica¬ 
tion  addressed  to  the  Secretary  or  a 
Judge,  during  the  pendency  of  the  pro¬ 
ceeding,  and  relating  to  the  merits 
thereof,  by  or  on  behalf  of  any  party 
shall  be  regarded  as  argument  made  in 
the  proceeding  and  shall  be  filed  with 
the  Hearing  Clerk,  who  shall  serve  a  copy 
thereof  upon  the  opposite  party  to  the 
proceeding,  and  opportunity  will  be  given 
the  opposite  party  to  file  a  reply  thereto. 

§  335.18—4  Powers. 

Subject  to  review  by  the  Secretary  as 
provided  elsewhere  in  this  part,  the 
Judge,  in  any  proceeding  assigned  to 
him,  shall  have  power  to: 

(a)  Rule  upon  motions  and  requests; 

(b)  Set  the  time  and  place  of  prehear¬ 
ing  conferences  and  the  hearing,  adjourn 
the  hearing  from  time  to  time,  and 
change  the  time  and  place  of  hearing; 

(c)  Administer  oaths  and  affirmations 
and  take  affidavits; 

(d)  Summon  and  examine  witnesses 
and  receive  evidence; 

(e)  Issue  subpoenas  under  the  fac¬ 
simile  signature  of  the  Secretary,  requir¬ 
ing  the  attendance  and  testimony  of 
witnesses  and  the  production  of  books, 
contracts,  papers  and  other  documentary 
evidence; 

(f )  Admit  or  exclude  evidence ; 

(g)  Hear  oral  argument  on  facts  or 
law,  or  both; 

(h)  Take  or  order  the  taking  of  depo¬ 
sitions;  and 

(i)  Do  all  acts  and  take  all  measures 
necessary  for  the  maintenance  of  order 
at  the  hearing  and  for  the  efficient,  fair 
and  impartial  conduct  of  the  proceeding. 
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§  335.18—5  Who  may  act  in  the  absence 
of  the  Judge. 

In  case  of  the  absence  of  the  Judge  or 
his  inability  to  act,  the  powers  and  duties 
to  be  performed  by  him  under  this  part 
in  connection  with  a  proceeding  assigned 
to  him  may,  without  abatement  of  the 
proceeding  unless  otherwise  directed  by 
the  Secretary,  be  assigned  to  any  other 
Judge. 

§  335.19  Appeal  procedure  and  trans¬ 
mittal  of  record. 

§  335.19—1  Filing  of  appeal. 

Any  party  to  the  proceeding  who  de¬ 
sires  to  appeal  a  decision  of  the  Judge 
shall  file  his  appeal  in  writing  with  the 
Hearing  Clerk  within  30  days  after  serv¬ 
ice  of  said  decision  upon  such  party. 

§  335.19—2  Content  of  appeal. 

Each  issue  shall  be  separately  num¬ 
bered  and  plainly  and  concisely  stated. 
The  same  point  shall  not  be  restated  in 
repetitive  discussions  of  an  issue.  Each 
issue  shall  be  supported  by  detailed  cita¬ 
tions  of  the  record,  statutes,  regulations 
or  principal  authorities  relied  upon.  A 
brief  may  be  filed  in  support  of  the  ap¬ 
peal  simultaneously  with  the  appeal. 

§  335.19—3  Response  to  appeal. 

Within  20  days  after  service  of  copy 
of  an  appeal  on  the  other  party,  said 
other  party  may  file  with  the  Hearing 
Clerk  a  response  in  support  of  or  in  op¬ 
position  to  the  appeal. 

§  335.19—4  Failure  to  file  response. 

If  appellee  fails  to  file  his  response  to 
the  appeal  as  provided  in  §  335.10-4,  he 
shall  be  deemed  to  have  waived  his  right 
to  file  a  response. 

§  335.19—5  Orders  denying  appeal  after 
review. 

If  the  Secretary  decides  on  appeal, 
after  reviewing  the  entire  record,  that 
no  change  or  modification  of  the  Judge’s 
decision  is  warranted,  he  may  adopt  the 
Judge’s  decision  as  the  final  decision  of 
the  Secretary,  preserving  any  right  of  the 
party  bringing  the  appeal  to  seek  judi¬ 
cial  review  of  such  decision  in  the  proper 
forum. 

§  335.19—6  Transmittal  of  record. 

Immediately  following  filing  of  an  ap¬ 
peal,  the  Hearing  Clerk  shall  transmit 
to  the  Secretary  the  record  of  the  pro¬ 
ceeding.  Such  record  shall  include:  the 
pleadings;  motions  and  requests  filed, 
and  rulings  thereon;  the  transcript  of 
the  testimony  taken  at  the  hearing,  to¬ 
gether  with  the  exhibits  filed  therein; 
any  documents  or  papers  filed  in  connec¬ 
tion  with  prehearing  conferences;  such 
proposed  findings  of  fact,  conclusions, 
and  orders,  and  briefs  in  support  thereof 
and  replies,  as  may  have  been  filed  in 
connection  with  the  proceeding;  the 
Judge’s  decision;  and  such  exceptions, 
statements  of  objections,  and  briefs  in 
support  thereof  as  may  have  been  filed  in 
the  proceeding. 

§  335.19—7  Oral  argument. 

(a)  Request  for  oral  argument. 
Within  the  time  allowed  for  filing  of  an 


appeal  and  brief  in  support  thereof,  ap¬ 
pellant  may  request  in  writing  opportu¬ 
nity  for  oral  argument  before  the  Sec¬ 
retary.  Within  the  time  allowed  for  filing 
a  response,  appellee  may  file  a  request 
in  writing  for  opportunity  for  such  oral 
argument.  Failure  to  make  such  request 
in  writing  shall  be  deemed  a  waiver  of 
oral  argument.  The  Secretary  in  his  dis¬ 
cretion,  may  grant,  refuse  or  limit  any 
request  for  oral  argument  on  appeal.  Ex¬ 
cept  where  the  Secretary  determines  that 
argument  on  additional  issues  would  be 
helpful,  argument  shall  be  limited  to  the 
issues  raised  by  the  appeal (s) . 

(b)  Scope  of  argument.  Argument  to 
be  heard  on  appeal,  whether  oral  or  on 
brief,  shall  be  limited  to  the  issues  raised 
by  the  appeal,  except  that  if  the  Secre¬ 
tary  determines  that  additional  issues 
should  be  argued,  the  parties  shall  be 
given  reasonable  notice  of  such  determi¬ 
nation,  so  as  to  permit  preparation  of 
adequate  arguments  on  all  issues  to  be 
argued. 

(c)  Notice  of  argument;  postpone¬ 
ment.  The  Hearing  Clerk  shall  advise  all 
parties  of  the  time  and  place  at  which 
oral  argument  will  be  heard.  A  request 
for  postponement  of  the  argument  must 
be  made  by  motion  filed  a  reasonable 
amount  of  time  in  advance  of  the  date 
fixed  for  argument. 

(d)  Order  and  content  of  argument. 
The  appellant  is  entitled  to  open  and 
conclude  the  argument.  The  opening 
argument  shall  include  a  concise  state¬ 
ment  of  the  case. 

(e)  Cross  and  separate  appeals.  A  cross 
or  separate  appeal  shall  be  argued  with 
the  initial  appeal  at  a  single  argument, 
unless  the  Secretary  otherwise  directs. 
If  a  case  involves  a  cross-appeal,  the  Ad¬ 
ministrator  shall  be  deemed  the  ap¬ 
pellant  unless  the  parties  otherwise  agree 
or  the  Secretary  otherwise  directs.  If 
separate  appellants  support  the  same 
argument,  care  shall  be  taken  to  avoid 
duplication  of  argument. 

(f)  Submission  on  briefs.  By  agree¬ 
ment  of  the  parties,  an  appeal  may  be 
submitted  for  decision  on  the  briefs,  but 
the  Secretary  may  direct  that  the  appeal 
be  argued  orally. 

§  335.19—8  Decision  of  the  Secretary. 

(a)  As  soon  as  practicable  after  oral 
argument,  or  in  case  there  is  no  oral 
argument,  as  soon  as  practicable  after 
the  filing  of  the  appeal  and  grounds 
therefor  and  any  response  thereto,  the 
Secretary  shall  issue  his  decision  in  the 
proceeding,  which  shall  include  findings 
of  fact,  conclusions,  order,  and  rulings  on 
motions,  exceptions,  statements  of  objec¬ 
tions,  and  proposed  findings,  conclusions, 
and  orders  submitted  by  the  parties  not 
theretofore  ruled  upon;  unless  he  issues 
an  order  denying  the  appeal  as  provided 
for  in  §  335.19-5  herein. 

(b)  The  decision,  prepared  as  described 
in  paragraph  (a)  of  this  section,  shall  be 
issued  and  served  upon  the  parties  as 
the  final  decision  in  the  proceeding  with¬ 
out  further  procedure. 


§  335.20  Petitions  for  reopening  hear¬ 
ing;  for  rehearing  or  reargument  of 
proceeding;  or  for  reconsideration 
of  Secretary’s  decision. 

§  335.20—1  Petition  requisite. 

(a)  Filing;  service;  ruling.  An  applica¬ 
tion  for  reopening  the  hearing  to  take 
further  evidence,  or  for  rehearing  or  re¬ 
argument  of  the  proceeding,  or  for  re¬ 
consideration  of  the  Secretary’s  decision, 
must  be  made  by  petition  filed  with  the 
Hearing  Clerk.  Every  such  petition  must 
state  specifically  the  grounds  relied 
upon.  Any  such  petition  filed  prior  to  an 
appeal  being  filed  shall  be  ruled  upon 
by  the  Judge,  and  any  such  petition  filed 
after  an  appeal  is  filed  shall  be  ruled 
upon  by  the  Secretary. 

(b)  Petition  to  reopen  hearing.  A  peti¬ 
tion  to  reopen  a  hearing  to  take  further 
evidence  may  be  filed  at  any  time  prior 
to  the  issuance  of  the  Secretary’s  deci¬ 
sion.  Every  such  petition  shall  state 
briefly  the  nature  and  purpose  of  the 
evidence  to  be  adduced,  shall  show  that 
such  evidence  is  not  merely  cumulative, 
and  shall  set  forth  a  good  reason  why 
such  evidence  was  not  adduced  at  the 
hearing. 

(c)  Petition  to  rehear  or  reargue  pro¬ 
ceeding,  or  to  reconsider  Secretary’s  de¬ 
cision.  A  petition  to  rehear  or  reargue 
the  proceeding  or  to  reconsider  the  Sec¬ 
retary’s  decision  shall  be  filed  within  15 
days  after  the  date  of  the  service  of  the 
Secretary’s  decision.  Every  such  petition 
must  state  specifically  the  matters 
claimed  to  have  been  erroneously  de¬ 
cided  and  alleged  errors  must  be  briefly 
stated. 

§  335.20—2  Procedure  for  disposition  of 
petitions. 

Within  20  days  following  the  service 
of  any  petition  provided  for  in  this 
§  335.20,  the  other  party  to  the  proceed¬ 
ing  shall  file  with  the  Hearing  Clerk  an 
answer  thereto.  As  soon  as  practicable 
thereafter,  the  Judge  or  the  Secretary, 
as  the  case  may  be,  shall  announce  his 
decision  whether  to  grant  or  to  deny  the 
petition.  Unless  the  Secretary  shall  de¬ 
termine  otherwise,  operation  of  the  Sec¬ 
retary’s  decision  shall  not  be  stayed 
pending  the  decision  to  grant  or  to  deny 
the  petition  directed  to  him.  In  the  event 
that  any  such  petition  is  granted,  the  ap¬ 
plicable  rules  of  practice,  as  set  out  else¬ 
where  herein,  shall  be  followed.  A  person 
filing  a  petition  under  this  section  shall 
be  regarded  as  the  moving  party  or  com¬ 
plainant,  although  he  shall  be  referred 
to  as  the  complainant  or  respondent, 
depending  upon  his  designation  in  the 
original  proceeding. 

§  335.21  Filing;  service;  extensions  of 
time;  additional  time  for  filing;  and 
computation  of  time. 

§  335.21—1  Filing ;  number  of  copies. 

Except  as  is  provided  otherwise  in  this 
section,  all  documents  or  papers  required 
or  authorized  by  the  rules  in  this  part 
to  be  filed  with  the  Hearing  Clerk  shall 
be  filed  in  triplicate:  Provided,  That 
where  there  are  more  than  two  parties 
to  the  proceeding,  a  sufficient  number  of 
copies  shall  be  filed  so  as  to  provide  for 
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service  upon  all  the  parties  to  the  pro¬ 
ceeding.  Any  document  or  paper,  re¬ 
quired  or  authorized  under  the  rules  in 
this  part  to  be  filed  with  the  Hearing 
Clerk,  shall,  during  the  course  of  an  oral 
hearing,  be  filed  with  the  Judge. 

§  335.21—2  Service;  proof  of  service. 

Copies  of  all  such  documents  or  papers, 
required  or  authorized  by  the  rules  in 
this  part  to  be  filed  with  the  Hearing 
Clerk,  shall  be  served  upon  the  parties  by 
the  Hearing  Clerk,  by  the  Judge,  or  by 
some  other  employee  of  the  Department, 
or  by  a  United  States  Marshal  or  his 
deputy.  Service  shall  be  made  either  (1) 
by  delivering  a  copy  of  the  document  or 
paper  to  the  individual  to  be  served,  or  to 
a  member  of  the  partnership  to  be 
served,  or  to  the  president,  secretary 
or  other  executive  officer  or  any  direc¬ 
tor  of  the  corporation  or  association 
to  be  served,  or  to  the  attorney  or 
agent  of  record  of  such  individual, 
partnership,  corporation,  or  association; 
or  (2)  by  leaving  a  copy  of  the  document 
or  paper  at  the  principal  office  or  place  of 
business  of  such  individual,  partnership, 
corporation,  or  association,  or  of  his  or 
its  attorney  or  agent  of  record;  or  (3)  by 
registering  or  certifying  and  mailing  a 
copy  of  the  document  or  paper,  addressed 
to  such  individual,  partnership,  corpora¬ 
tion,  or  association,  or  to  his  or  its  at¬ 
torney  or  agent  of  record,  at  his  or  its 
last  known  residence  or  principal  office 
or  place  of  business:  Provided,  That  if 
the  registered  or  certified  document  or 
paper  is  not  a  moving  paper  or  final  order 
and  is  returned  undelivered  because  the 
addressee  refused  or  failed  to  accept  de¬ 
livery,  the  document  or  paper  shall  be 
remailed  by  regular  mail.  Proof  of  serv¬ 
ice  hereunder  shall  be  made  by  the  cer¬ 
tificate  of  the  person  who  actually  made 
the  service:  Provided,  That  if  the  service 
be  made  by  mail,  as  outlined  in  subpara¬ 
graph  (3)  of  this  paragraph,  proof  of 
service  shall  be  made  by  the  return  post- 
office  receipt,  in  the  case  of  registered  or 
certified  mail,  or  by  the  certificate  of 
the  person  who  mailed  the  matter  by 
regular  mail.  The  certificate  and  post- 
office  receipt  contemplated  herein  shall 
be  filed  with  the  Hearing  Clerk,  and  the 
fact  of  filing  thereof  shall  be  noted  in 
the  record  of  the  proceeding. 

§  335.21—3  Compulation  of  time. 

Saturdays,  Sundays,  and  holidays  shall 
be  included  in  computing  the  time  al¬ 
lowed  for  the  filing  of  any  document  or 
paper:  Provided,  That,  when  such  time 
expires  on  a  Saturday,  Sunday,  or  Fed¬ 
eral  legal  holiday,  such  period  shall  be 
extended  to  include  the  next  following 
business  day. 

§  335.21—4  Extension  of  time. 

The  time  for  the  filing  of  any  docu¬ 
ment  or  paper  required  or  authorized 
under  the  rules  in  this  part  to  be  filed 
may  be  extended  by  the  Judge  (before 
the  Judge’s  decision  is  filed)  or  by  the 
Secretary  (after  the  Judge’s  decision  is 
filed),  if  request  for  such  extension  of 
time  is  made  prior  to  or  on  the  final  date 


allowed  for  such  filing,  and  if,  in  the 
judgment  of  the  Judge  or  the  Secretary, 
as  the  case  may  be,  after  notice  to  and 
consideration  of  the  views  of  the  other 
party,  when  practicable,  there  is  a  good 
reason  for  the  extension. 

§  335.22  Depositions. 

§  335.22—1  Application  for  taking  dep¬ 
osition. 

Upon  the  application  of  a  party  to  the 
proceeding,  the  Judge  may,  at  any  time 
after  the  filing  of  the  moving  paper, 
order,  under  the  facsimile  signature  of 
the  Secretary,  the  taking  of  testimony 
by  deposition.  The  application  shall  be 
in  writing  and  shall  be  filed  with  the 
Hearing  Clerk  and  shall  set  forth:  (1) 
The  name  and  address  of  the  proposed 
deponent;  (2)  the  name  and  address  of 
the  person  (referred  to  in  this  section 
as  “officer”),  qualified  under  the  rules 
in  this  part  to  take  depositions,  before 
whom  the  proposed  examination  is  to  be 
made;  (3)  the  proposed  time  and  place 
of  -the  examination,  which  should  be  at 
least  15  days  after  the  date  of  the  mail¬ 
ing  of  the  application;  and  (4)  the  rea¬ 
sons  why  such  deposition  should  be  taken. 

§  335.22—2  Judge's  order  for  taking 
deposition. 

If  the  Judge  is  satisfied  that  good 
cause  for  taking  the  deposition  is  present, 
he  may  order  its  taking.  The  order  shall 
be  filed  with  the  Hearing  Clerk  and  shall 
be  served  upon  the  parties  and  shall 
state:  (1)  The  time  and  place  of  the  ex¬ 
amination  (which  shall  not  be  less  than 
10  days  after  the  filing  of  the  order) ;  (2) 
the  name  of  the  officer  before  whom  the 
examination  is  to  be  made;  and  (3)  the 
name  of  the  deponent.  The  officer  and 
the  time  and  place  need  not  be  the  same 
as  those  suggested  in  the  application. 

§  335.22—3  Qualifications  of  officer. 

The  deposition  shall  be  made  before 
the  Judge,  or  before  an  officer  author¬ 
ized  by  the  law  of  the  United  States  or 
by  the  law  of  the  place  of  the  exami¬ 
nation  to  administer  oaths,  or  before  an 
officer  authorized  by  the  Secretary  to 
administer  oaths.  No  deposition  shall  be 
made  before  an  officer  who  is  a  relative 
(within  the  third  degree  by  blood  or  mar¬ 
riage),  employee,  attorney,  or  counsel 
of  any  party  or  who  is  a  relative  (within 
the  third  degree  by  blood  or  marriage) , 
or  employee  of  any  attorney  or  counsel 
for  any  party  or  who  is  financially  in¬ 
terested  in  the  result  of  the  proceeding: 
Provided,  however.  That  an  officer  who 
is  an  employee  of  the  Department  and 
is  not  a  relative  of  any  such  party,  at¬ 
torney,  or  counsel  may  take  depositions 
in  any  proceeding  under  the  Act. 

§  335.22—4  Procedure  on  examination. 

The  deponent  shall  be  examined  un¬ 
der  oath  or  affirmation  and  shall  be  sub¬ 
ject  to  cross-examination.  The  testimony 
of  the  deponent  shall  be  recorded  by  the 
officer  or  by  some  person  under  his  di¬ 
rection  and  in  his  presence.  In  lieu  of 
oral  cross-examination,  parties  may 
transmit  written  cross-interrogatories  to 


the  officer  prior  to  the  examination  and 
the  officer  shall  propound  such  cross¬ 
interrogatories  to  the  deponent. 

The  applicant  must  arrange  for  the 
examination  of  the  witness  either  by  oral 
examination  or  by  written  interrogato¬ 
ries.  If  it  is  found  by  the  Judge,  upon  the 
protest  of  a  party  to  the  proceeding, 
that  such  party  has  his  residence  and 
his  place  of  business  more  than  100  miles 
from  the  place  of  the  examination  and 
that  it  would  constitute  an  undue  hard¬ 
ship  upon  such  party  to  be  represented 
at  the  examination,  the  applicant  will 
be  required  to  conduct  the  examination 
by  means  of  interrogatories.  When  the 
examination  is  conducted  by  means  of 
interrogatories,  copies  of  the  interroga¬ 
tories  shall  be  served  upon  the  other  par¬ 
ties  to  the  proceeding  at  least  10  days 
prior  to  the  date  set  for  the  examina¬ 
tion,  and  the  other  parties  shall  be  af¬ 
forded  an  opportunity  to  file  with  the 
officer  cross-interrogatories  at  any  time 
prior  to  the  time  of  the  examination. 

§  335.22—5  Signature  by  witness. 

The  transcript  of  the  deposition  shall 
be  read  to  or  by  the  deponent,  unless 
such  reading  is  waived  by  the  parties 
and  the  deponent.  Any  changes  which 
the  deponent  wishes  to  make  shall  be 
entered  upon  the  deposition  by  the  offi¬ 
cer,  with  a  statement  of  the  reasons  giv¬ 
en  by  the  deponent  for  such  changes. 
The  deposition  shall  be  signed  by  the 
deponent,  unless  the  parties  by  stipu¬ 
lation  waive  such  signing,  or  unless  the 
deponent  is  ill  or  cannot  be  found  or 
refuses  to  sign.  If  the  deponent  does  not 
sign,  the  officer  shall  sign  and  shall  state 
on  the  record  the  reason  why  the  de¬ 
ponent  did  not  sign.  In  such  case  the 
deposition  shall  be  as  valid  as  though 
signed  by  the  deponent,  unless  the  Judge 
finds  that  the  reason  given  by  the  de¬ 
ponent  for  his  refusal  to  sign  requires 
rejection  of  the  deposition  in  whole  or 
in  part. 

§  335.22—6  Certification  by  officer. 

The  officer  shall  certify  on  the  deposi¬ 
tion  that  the  deponent  was  duly  sw’om 
by  him  and  that  the  deposition  is  a 
true  record  of  the  deponent’s  testimony. 
He  shall  then  securely  seal  the  deposi¬ 
tion,  together  with  two  copies  thereof, 
in  an  envelope  and  mail  the  same  by 
registered  or  certified  mail  to  the  Hear¬ 
ing  Clerk. 

§  335.22—7  Use  of  depositions. 

A  deposition  ordered  and  taken  in  ac¬ 
cord  with  the  provisions  of  this  section, 
may  be  used  in  a  proceeding  under  the 
Act  if  the  Judge  finds  that  the  evidence 
is  otherwise  admissible  and  (1)  that  the 
witness  is  dead;  or  (2)  that  the  witness 
is  at  a  greater  distance  than  100  miles 
from  the  place  of  hearing,  unless  it  ap¬ 
pears  that  the  absence  of  the  witness  was 
procured  by  the  party  offering  the 
deposition;  or  (3)  that  the  witness  is 
unable  to  attend  or  testify  because  of 
age,  sickness,  infirmity,  or  imprisonment; 
or  (4)  in  any  event,  upon  application 
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and  notice  that  such  exceptional  circum¬ 
stances  exist  as  to  make  It  desirable.  In 
the  interests  of  justice  and  with  due  re¬ 
gard  to  the  importance  of  presenting  the 
testimony  orally  before  the  Judge,  to 
allow  the  deposition  to  be  used.  If  any 
part  of  a  deposition  is  put  in  evidence  by 
a  party,  any  other  party  may  require  the 
production  of  the  remainder,  or  any 
other  portion,  of  the  deposition. 

§  335.23  Subpoenas. 

§  335.23—1  Issuance  of  subpoenas. 

The  attendance  of  witnesses  and  the 
production  of  documentary  evidence 
from  any  place  in  the  United  States  on 
behalf  of  any  party  to  the  proceeding 
may,  by  subpoena,  be  required  at  any 
designated  place  of  hearing.  Subpoenas 
may  be  issued  by  the  Secretary  or  by  the 
Judge,  under  the  facsimile  signature  of 
the  Secretary,  upon  a  reasonable  show¬ 
ing  by  the  applicant  of  the  grounds, 
necessity,  and  reasonable  scope  thereof. 

§  335.23—2  Application  for  subpoena 
duces  teeum. 

Subpoenas  for  the  production  of  docu¬ 
mentary  evidence,  unless  Issued  by  the 
Judge  upon  his  own  motion,  shall  be  is¬ 
sued  only  upon  a  verified  written  appli¬ 
cation.  Such  application  shall  specify,  as 
exactly  as  possible,  the  documents  de¬ 
sired  and  shall  show  their  competency, 
relevancy,  and  materiality  and  the  neces¬ 
sity  for  their  production. 

§  335.23—3  Service  of  subpoenas. 

Subpoenas  may  be  served  (1)  by  a 
United  States  Marshal  or  his  deputy,  or 
(2)  by  any  other  person  who  is  not  less 
than  18  years  of  age,  or  (3)  by  certifying 
or  registering  and  mailing  a  copy  of  the 
subpoena  addressed  to  the  person  to  be 
served  at  his  or  its  last  known  residence 
or  principal  place  of  business  or  resi¬ 
dence.  Proof  of  service  may  be  made  by 
the  return  of  service  on  the  subpoena  by 
the  United  States  Marshal  or  his  deputy; 
or,  if  served  by  an  Individual  other  than 
a  United  States  Marshal  or  his  deputy, 
by  an  affidavit  of  such  person  stating 
that  he  personally  served  a  copy  of  the 
subpoena  upon  the  person  named 
therein;  or  if  service  was  by  certified  or 
registered  mail,  by  an  affidavit  made  by 
the  person  mailing  the  subpoena  that  it 
was  mailed  as  provided  herein  and  by 
the  signed  return  post-office  receipt: 
Provided ,  That,  where  the  subpoena  is 
issued  on  behalf  of  the  Secretary,  the 
return  receipt  without  an  affidavit  of 
mailing  shall  be  sufficient  proof  of 
service.  In  making  personal  service,  the 
person  making  service  shall  leave  a  copy 
of  the  subpoena  with  the  person  sub¬ 
poenaed;  the  original,  bearing  or  ac¬ 
companied  by  the  required  proof  of 
service,  shall  be  returned  to  the  official 
who  issued  the  same. 

§  335.24  Fees  of  witnesses. 

Witnesses  summoned  before  the  Judge 
or  the  Secretary  shall  be  paid  the  same 
fees  and  mileage  that  are  paid  witnesses 
in  the  courts  of  the  United  States,  and 
witnesses  whose  depositions  are  taken, 


and  the  persons  taking  the  same,  shall 
be  entitled  to  the  same  fees  as  are  paid 
for  like  service  In  the  courts  of  the 
United  States.  Fees  shall  be  paid  by  the 
party  at  whose  instance  the  witness 
appears. 

Subpart  C — Rules  Applicable  to  With¬ 
drawal  of  Inspection  Service  for  Failure 
of  an  Establishment  To  Destroy  Any 
Condemned  Carcass  or  Part  Thereof  or 
Any  Condemned  Meat  or  Meat  Food 
Product 

§  335.30  Notification  of  intent  to  with¬ 
draw  inspection. 

In  any  situation  In  which  the  Adminis¬ 
trator  has  reason  to  believe  that  an  es¬ 
tablishment  which  receives  Inspection 
service  under  Title  I  of  the  Act  has  failed 
to  destroy  any  condemned  carcass  or  part 
thereof  or  any  condemned  meat  or  meat 
food  product,  as  required  under  sections 
4  and  6  of  the  Act  and  the  regulations  in 
this  subchapter,  he  may  notify  the  op¬ 
erator  of  the  establishment,  orally  or  in 
writing,  of  the  Administrator’s  intent  to 
withdraw  (for  such  period  or  indefinitely 
as  the  Administrator  deems  necessary  to 
effectuate  the  purposes  of  the  Act)  in¬ 
spection  service  from  the  establishment, 
pursuant  to  sections  4,  6,  and  401  of  the 
Act  and  §  305.5(a)  of  the  regulations,  If 
the  establishment  fails  to  destroy  the 
product  or  products  Involved,  as  specified 
in  the  notification,  within  3  days  from 
the  receipt  of  the  notification  by  the  op¬ 
erator  of  the  establishment.  In  the  event 
of  oral  notification,  a  written  confirma¬ 
tion  shall  be  given  as  promptly  as  cir¬ 
cumstances  permit,  pursuant  to  §  335.21- 
2  of  the  rules  of  practice  In  this  part,  to 
the  operator  of  the  establishment  of  the 
intent  to  withdraw  inspection. 

§  335.31  Procedure  upon  failure  of  an 
establishment  to  take  required  action 
specified  in  notice. 

(a)  If  any  establishment  notified 
under  §  335.30  fails  to  destroy  any  con¬ 
demned  carcass  or  part  thereof  or  any 
condemned  meat  or  meat  food  product  as 
specified  in  the  notice,  the  Administra¬ 
tor  may  file  a  moving  paper  with  the 
Hearing  Clerk,  who  shall  prompty  assign 
the  matter  a  docket  number  and  serve  a 
true  copy  of  the  moving  paper  upon  the 
respondent  as  provided  In  §  335.21-2  of 
the  rules  of  practice  in  this  part.  Effec¬ 
tive  upon  service  of  the  moving  paper,  in¬ 
spection  service  under  the  Act  shall  be 
withdrawn  (for  such  period  or  indef- 
initly  as  the  Administrator  deems  neces¬ 
sary  to  effectuate  the  purposes  of  the 
Act)  from  such  establishment  as  pro¬ 
vided  in  sections  4.  6,  and  401  of  the  Act 
and  §  305.5(a)  of  the  regulations  in  this 
subchapter. 

(b)  The  moving  paper  shall  set  forth 
briefly  the  reason  for  the  withdrawal  of 
service,  including  allegations  of  fact 
which  constitute  a  basis  for  the  action. 
The  moving  paper  shall  offer  respondent 
the  opportunity  to  submit  a  specific  writ¬ 
ten  statement  by  way  of  answer  and  the 
right  to  request  a  hearing  with  respect 
to  the  merits  or  validity  of  the  with¬ 
drawal  action,  and  shall  state  the  time 


within  which  answer  by  respondent  must 
be  made,  which  shall  not  be  less  than  10 
days  after  service  of  the  moving  paper. 
At  any  time  prior  to  the  close  of  the  hear¬ 
ing,  the  moving  paper  may  be  amended; 
but,  in  case  of  an  amendment  adding 
new  provisions,  the  hearing  shall  on  the 
request  of  the  respondent,  be  adjourned 
for  a  period  not  exceeding  15  days,  if  the 
Judge  determines  that  such  an  adjourn¬ 
ment  is  necessary  to  avoid  prejudice  to 
the  respondent. 

(c)  After  the  moving  paper  is  served 
upon  the  respondent  as  provided  in  para¬ 
graphs  (a)  and  (b)  of  this  section,  the 
proceeding  shall  thereafter  be  conducted 
in  accordance  with  §§  335.11-335.24  of 
the  rules  of  practices  in  this  part. 

Subpart  D — Rules  Applicable  to  Refusal  or 

Withdrawal  of  Inspection  Service  for 

Failure  of  an  Establishment  To  Maintain 

Sanitary  Conditions 

§  335.40  Notification  of  refusal  of  in¬ 
spection. 

In  any  situation  in  which  the  Ad¬ 
ministrator  determines  that  the  sanitary 
conditions  of  an  establishment  which  re¬ 
ceives  inspection  under  Title  I  of  the  Act 
are  such  that  any  meat  or  meat  food 
products  prepared  therein  are  rendered 
adulterated,  he  shall  refuse  to  allow  said 
meat  or  meat  food  products  to  be  labeled, 
marked,  stamped,  or  tagged  as  “in¬ 
spected  and  passed,”  pursuant  to  section 
8  of  the  Act.  The  Administrator  shall 
notify  the  operator  of  the  establishment, 
orally  or  in  writing  as  promptly  as  cir¬ 
cumstances  permit,  of  such  refusal  to  in¬ 
spect  and  pass  the  meat  or  meat  food 
products  and  the  reasons  therefor,  and 
the  action  which  the  Administrator 
deems  necessary  to  eliminate  the  unsani¬ 
tary  conditions.  In  the  event  of  oral 
notification,  a  written  confirmation  shall 
be  given  as  promptly  as  circumstances 
permit,  pursuant  to  §  335.21-2  of  the 
rules  of  practice  in  this  part,  to  the  op¬ 
erator  of  the  establishment. 

§  335.41  Procedure  upon  failure  of  an 
establishment  to  take  required  action 
specified  in  the  notice. 

(a)  If  any  establishment  notified  un¬ 
der  §  335.40,  fails  to  take  the  necessary 
action  to  eliminate  the  unsanitary  con¬ 
ditions  within  the  period  specified  in  the 
notice,  the  Administrator  may  file  a  mov¬ 
ing  paper  with  the  Hearing  Clerk,  who 
shall  promptly  assign  the  matter  a  docket 
number  and  serve  a  true  copy  of  the  mov¬ 
ing  paper  upon  the  respondent  as  pro¬ 
vided  in  §  335.21-2  of  the  rules  of  prac¬ 
tice  in  this  part.  Effective  upon  serv¬ 
ice  of  the  moving  paper,  inspetcion  serv¬ 
ice  shall  be  withdrawn  (for  such  period 
or  indefinitely  as  the  Administrator 
deems  necessary  to  effectuate  the  pur¬ 
poses  of  the  Act)  from  such  establish¬ 
ment  as  provided  in  sections  8  and  401  of 
the  Act  and  §  305.5(a)  of  the  regulations 
in  this  subchapter. 

(b)  The  moving  paper  shall  set  forth 
briefly  the  reason  for  the  withdrawal  of 
service,  including  allegations  of  fact 
which  constitute  a  basis  for  the  action. 
The  moving  paper  shall  offer  respondent 
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the  opportunity  to  submit  a  specific  writ¬ 
ten  statement  by  way  of  answer  and  the 
right  to  request  a  hearing  with  respect  to 
the  merits  or  validity  of  the  withdrawal 
action,  and  shall  state  the  time  within 
which  answer  by  respondent  must  be 
made,  which  shall  not  be  less  than  10 
days  after  service  of  the  moving  paper. 
At  any  time  prior  to  the  close  of  the  hear¬ 
ing,  the  moving  paper  may  be  amended; 
but,  in  case  of  an  amendment  adding  new 
provisions,  the  hearing  shall  on  the  re¬ 
quest  of  the  respondent,  be  adjourned 
for  a  period  not  exceeding  15  days,  if  the 
Judge  determines  that  such  an  adjourn¬ 
ment  is  necessary  to  avoid  prejudice  to 
the  respondent. 

(c)  After  the  moving  paper  is  served 
upon  the  respondent  as  provided  in  para¬ 
graphs  (a)  and  (b)  of  this  section,  the 
proceeding  shall  thereafter  be  conducted 
in  accordance  with  §§  335.11-335.24  of 
the  rules  of  practice  in  this  part. 

Subpart  E — Rules  Applicable  to  Suspen¬ 
sion  of  Assignment  of  Inspectors  for 
Threats  To  Forcibly  Assault  or  Forcible 
Assault,  Intimidation  or  Interference 
With  Any  Inspection  Service  Employee 

§  333.30  Notification  to  operator  of  es¬ 
tablishment  of  incident. 

In  any  situation  in  which  a  supervisor 
of  an  inspection  service  employee  deter¬ 
mines  that  the  operator  of  any  official 
establishment  or  any  subsidiary  therein, 
or  any  officer,  employee,  or  agent  of  any 
such  operator  or  any  subsidiary  therein, 
acting  within  the  scope  of  his  office,  em¬ 
ployment,  or  agency,  has  threatened  to 
forcibly  assault  or  has  forcibly  assaulted, 
intimidated,  or  interfered  with  any  in¬ 
spection  service  employee,  under  his  su¬ 
pervision,  in  or  on  account  of  the  per¬ 
formance  of  the  employee’s  official  duties 
under  the  Act,  he  shall  notify  the  oper¬ 
ator  of  the  establishment,  orally  or  in 
writing,  of  the  incident,  in  accordance 
with  §  305.5(b)  of  the  regulations  in  this 
subchapter. 

§  333.51  Procedure  upon  failure  of  op¬ 
erator  of  establishment  to  take  action 
required  by  §  305.3(b)  of  regula¬ 
tions. 

(a)  If  any  operator  of  an  establish¬ 
ment  notified  under  §  335.50,  fails 
promptly  to  take  any  of  the  actions  speci¬ 
fied  in  §  305.5(b)  of  the  regulations,  the 
Administrator  may  suspend  the  assign¬ 
ment  of  inspectors  at  the  establishment, 
in  whole  or  in  part,  as  the  Administrator 
determines  necessary  to  avoid  impair¬ 
ment  of  the  effective  conduct  of  inspec¬ 
tion  service,  by  notifying  the  operator 
of  the  establishment,  orally  or  in  writing, 
of  such  suspension.  In  the  event  of  oral 
notification,  a  written  confirmation  shall 
be  given  as  promptly  as  circumstances 
permit,  pursuant  to  §  335.21-2  of  the  rules 
of  practice  in  this  part,  to  the  operator 
of  the  establishment. 

(b)  The  written  notification  or  con¬ 
firmation,  specified  in  paragraph  (a)  of 
this  section,  which  shall  constitute  the 
moving  paper  in  the  proceeding,  shall 
set  forth  briefly  the  reason  for  the  sus¬ 
pension  of  the  assignment  of  inspectors, 


including  allegations  of  fact  which  con¬ 
stitute  a  basis  for  the  action.  The  mov¬ 
ing  paper  shall  offer  respondent  the  op¬ 
portunity  to  submit  a  specific  written 
statement  by  way  of  answer  and  the 
right  to  request  a  hearing  with  respect 
to  the  merits  or  validity  of  the  suspen¬ 
sion  action,  and  shall  state  the  time 
within  which  answer  by  respondent  must 
be  made,  which  shall  not  be  less  than 
10  days  after  service  of  the  moving  paper. 
At  any  time  prior  to  the  close  of  the 
hearing,  the  moving  paper  may  be 
amended;  but,  in  case  of  an  amendment 
adding  new  provisions,  the  hearing  shall 
on  the  request  of  the  respondent,  be  ad¬ 
journed  for  a  period  not  exceeding  15 
days,  if  the  Judge  determines  that  such 
an  adjournment  is  necessary  to  avoid 
prejudice  to  the  respondent. 

(c)  A  copy  of  the  moving  paper  served 
upon  the  respondent  shall  be  filed  with 
the  Hearing  Clerk  who  shall  assign  the 
matter  a  docket  number. 

(d)  After  the  moving  paper  is  served 
upon  the  respondent,  as  provided  in 
paragraphs  (a)  and  (b)  of  this  section, 
the  proceeding  shall  thereafter  be  con¬ 
ducted  in  accordance  with  §  §  335.11— 
335.24  of  the  rules  of  practice  in  this  part. 

Effective  date:  TTie  foregoing  rules 
shall  become  effective  February  1,  1974. 

Rules  of  practice  with  respect  to  other 
proceedings  under  the  Act  will  be  pub¬ 
lished  at  a  later  date. 

Done  at  Washington,  D.C.,  on  Janu¬ 
ary  25,  1974. 

F.  J.  Mulhern, 

Administrator,  Animal  and  Plant 

Health  Inspection  Service. 

|FR  Doc.74-2485  Filed  1-31-74:8:45  am] 


Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

[Airworthiness  Docket  No.  73-WE-2-AD; 

Arndt.  39-1781] 

PART  39— AIRWORTHINESS  DIRECTIVES 
General  Dynamics  Model  Airplanes 

There  have  been  cracks  found  in  the 
Pilot  and  Copilot  direct  vision  window 
frame  castings,  P/N’s  240-3110314-6  and 
-7  on  General'  Dynamics  Model  240  air¬ 
planes  that  could  result  in  failure  in 
flight  and  consequent  rapid  decompres¬ 
sion.  Since  this  condition  is  likely  to  ex¬ 
ist  or  develop  in  other  airplanes  of  the 
same  type  design,  an  airworthiness  di¬ 
rective  is  being  issued  to  require  inspec¬ 
tion  of  the  castings  for  cracks  and 
replacement  if  necessary  on  General  Dy¬ 
namics  Model  240  series  and  T-29B  air¬ 
planes,  including  those  modified  for  tur¬ 
bopropeller  power. 

Since  a  situation  exists  that  requires 
immediate  adoption  of  this  regulation, 
it  is  found  that  notice  and  public  proce¬ 
dure  hereon  are  impracticable  and  good 
cause  exists  for  making  the  amendment 
effective  in  less  than  30  days. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (31  FR  13697), 
§  39.13  of  Part  39  of  the  Federal  Avia¬ 


tion  Regulations  is  amended  by  adding 
the  following  new  airworthiness  direc¬ 
tive: 

General  Dynamics.  Applies  to  Model  240 
series  and  T-29B  airplanes  Including 
those  modified  for  Turbo-propeller  power 
per  STC  SA1054WE  certificated  In  all 
categories. 

Compliance  required  as  Indicated. 

To  detect  cracks  In  the  Pilot  and  Copilot 
direct  vision  window  frame  castings,  P/N’s 
240-3110314-6  and  -7  (hereinafter  referred 
to  as  the  casting)  which  could  result  in 
failure  In  flight  and  consequent  rapid  de¬ 
compression,  accomplish  the  following: 

(a)  Inspect  each  casting  with  4500  or  more 
hours’  time  in  service  on  the  effective  date 
of  this  AD  for  cracks  In  accordance  with 
(c),  below,  within  the  next  250  hours’  time 
In  service  after  the  effective  date  of  this  AD 
unless  already  accomplished  within  the  last 
750  hours’  time  in  service,  and  thereafter  at 
intervals  not  to  exceed  1000  hours’  time  In 
service  from  the  last  inspection. 

(b)  Inspect  each  casting  with  less  than 
4500  hours’  time  in  service  on  the  effective 
date  of  this  AD  for  cracks  in  accordance  with 

(c),  below,  prior  to  the  accumulation  of 
4750  hours’  time  In  service  and  thereafter  at 
intervals  not  to  exceed  1000  hours’  time  in 
service  from  the  last  inspection. 

(c)  Inspect  the  castings  in  accordance 
with  Paragraph  2B  of  General  Dynamics 
Service  Bulletin  600  (  240D),  S  B.  No.  53-2A, 
dated  December  21,  1973,  or  later  FAA- 
approved  revisions,  or  by  a  method  approved 
by  the  Chief,  Aircraft  Engineering  Division, 
FA  A  Western  Region. 

(d)  If  a  crack  is  found,  comply  with  (1) 
or  (2),  below,  as  appropriate: 

(1)  If  the  crack  completely  severs  the 
frame  at  any  point,  replace  the  casting  with 
a  new  part.  P/N  240-3110314-6  or  -7,  prior 
to  further  flight,  except  that  the  airplane 
may  be  flown  with  a  zero  differential  cabin 
pressure  in  accordance  with  FAR  21.197  to  a 
base  where  the  replacement  can  be 
accomplished. 

(2)  If  the  crack  does  not  completely  sever 
the  frame  at  any  point,  replace  the  casting 
with  a  new  part,  P/N  240-3110314-6  or  -7. 
within  250  hours'  time  in  service  after  crack 
discovery,  except  that,  until  such  time  as 
the  casting  is  replaced,  the  following  shall 
apply: 

(1)  The  airplane  must  be  operated  at  a 
zero  differential  cabin  pressure. 

(ii)  Prior  to  take  off  after  crack  dis¬ 
covery,  an  operating  limitation  in  the  form 
of  a  placard  must  be  Installed  in  clear  view 
of  the  pilot  stating:  “Operation  Limitation. 
Pressurized  Flight  Prohibited." 

(e)  Operators  who  have  not  kept  records 
of  hours'  time  in  service  of  individual  cast¬ 
ings  shall  substitute  hours’  time  in  service 
of  the  airplane  In  lieu  thereof. 

(f)  Upon  request  of  the  operator,  an  FA  A 
maintenance  inspector,  subject  to  prior  ap¬ 
proval  of  the  Chief,  Aircraft  Engineering 
Division,  FAA  Western  Region,  may  adjust 
the  compliance  times  herein  if  the  request 
contains  substantiating  data  to  Justify  the 
Increase  for  that  operator. 

This  amendment  becomes  effective  on 
February  4,  1974. 

(Secs.  313(a),  601,  603,  Federal  Aviation  Act 
of  1968  (49  US.C.  1354(a),  1421,  1423);  sec. 
6(c),  Department  of  Transportation  Act 
(49  US.C.  1655(c))) 

Issued  in  Los  Angeles,  Calif.,  on  Janu¬ 
ary  23, 1974. 

Arvin  O.  B  as  night. 
Director,  FAA  Western  Region, 
[FR  Doc.74-2874  Filed  1-31-74:8:46  am] 
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PART  39— AIRWORTHINESS  DIRECTIVES 
. 'Teledyne  Engines 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  {37  FR  13697) , 
an  airworthiness  directive  was  adopted 
on  January  16,  1974,  and  made  effective 
as  to  all  known  United  States  operators 
of  aircraft  equipped  with  certain  Tele¬ 
dyne  Continental  Model  TSIO-360  and 
10-360  engines.  This  directive  requires 
immediate  inspection  and  replacement, 
if  necessary,  of  certain  engine  cylinders. 

Since  it  was  found  that  immediate 
corrective  action  was  required,  notice 
and  public  procedure  thereon  was  im¬ 
practicable  and  contrary  to  the  public 
interest  and  good  cause  existed  for  mak¬ 
ing  the  airworthiness  directive  effective 
immediately  as  to  all  known  United 
States  operators  of  aircraft  equipped 
with  certain  Teledyne  Continental  Model 
TSIO-360  and  10-360  engines  by  air  mail 
letter  dated  January  16, 1974.  These  con¬ 
ditions  still  exist  and  the  airworthiness 
directive  is  hereby  published  in  the 
Federal  Register  as  an  amendment  to 
§  39.13  of  Part  39  of  the  Federal  Avia¬ 
tion  Regulations  to  make  it  effective  as  to 
all  persons. 

Teledyne  Continental  Motors.  Applies  to 
the  following  Teledyne  Continental 
Model  Engines: 

IO-360-C.  Engine  Serial  Numbers  350016 
through  350019. 

1O-360-D.  Engine  Serial  Numbers  351044 
through  351055,  351057,  and  351058. 

IO-360-G.  Engine  Serial  Numbers  352169 
through  352179,  352181  through  352184, 

352187  through  352191,  352153  and  352197. 

IO-360-H.  Engine  Serial  Numbers  353124 
through  353134,  353136  through  353141, 

353154. 

TSIO-360-C.  Engine  Serial  Numbers  300152, 
300170  through  300185,  300187,  300188  and 
300204. 

Compliance  required  as  indicated,  unless 
already  accomplished.  To  prevent  cylinder 
head  separation,  accomplish  the  following: 

The  inspection  outlined  below  is  required 
within  the  next  five  hours  time  in  service 
after  receipt  of  this  letter  and  at  25  hour 
Intervals  thereafter  up  to  100  hours  time  in 
service.  Engines  exceeding  100  hours  time  in 
service  must  be  inspected  on  a  one-time  basis 
only.  All  Inspections  may  be  terminated  after 
100  hours  operational  service. 

(1)  Visually  inspect  each  cylinder  assembly 
in  the  area  where  the  steel  cylinder  barrel 
and  aluminum  cylinder  head  Join  together. 
Inspect  for  oil  leaks  and/or  combustion  prod¬ 
uct  stains. 

(2)  Remove  the  upper  spark  plug  on  each 
cylinder;  Insert  a  borescope  instrument  and 
inspect  for  circumferential  cracks  located 
approximately  1.5  inches  below  the  top  end 
of  the  cylinder  barrel.  The  piston  must  be 
at  the  bottom  of  its  travel  in  order  to  ac¬ 
complish  this  inspection. 

If  cracks  are  found,  cylinders  must  be  re¬ 
placed  with  serviceable  components  prior  to 
further  flight. 

Teledyne  Continental  Motors  Service  Bul¬ 
letin  M74-2A  covers  this  subject. 

This  amendment  is  effective  February  1, 
1974,  and  was  effective  upon  receipt  for  all 
recipients  of  the  air  mail  letter  dated  Janu¬ 
ary  16,  1974,  which  contained  this  amend¬ 
ment. 

(Secs.  313(a),  601,  603,  Federal  Aviation  Act 
of  1968,  (49  U.S.C.  1354(a),  1421,  1423);  sec. 


RULfS  AND  REGULATIONS  4075 


6(c),  Department  of  Transportation  Act,  (49 
U.S.C.  1655(c))) 

Issued  in  East  Point,  Ga.,  on  Janu¬ 
ary  23,  1974. 

Phillip  M.  Swatek, 
Director,  Southern  Region. 
[FR  Doc.74-2673  Filed  l-31-74;8:45  ami 


[Airspace  Docket  No.  73-CE-20 ] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON¬ 
TROLLED  AIRSPACE,  AND  REPORTING 
POINTS 

Designation  of  Transition  Area;  Correction 

In  FR  Doc.  73-23605  appearing  on  page 
30737  of  the  issue  for  Wednesday,  No¬ 
vember  7,  1973,  the  Corning  Municipal 
Airport  coordinates  recited  in  the  Corn¬ 
ing,  Iowa,  transition  area  designation  as 
“latitude  41°00'00"  N„  longitude  94°46' 
00”  W.”  are  changed  to  read  “latitude 
40°59'30”  N„  longitude  94°45'40”  W.”. 

Issued  in  Kansas  City,  Mo.,  on  Janu¬ 
ary  15,  1974. 

A.  L.  Coulter, 
Director,  Central  Region. 
[FR  Doc.74-2677  Filed  1-31-74; 8: 45  am] 


[Airspace  Docket  No.  73-CE-17] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON¬ 
TROLLED  AIRSPACE,  AND  REPORTING 
POINTS 

Alteration  of  Control  Zone;  Correction 

In  FR  Doc.  73-25932  appearing  on 
page  33766  in  the  issue  of  Friday,  Decem¬ 
ber  7,  1973,  the  effective  date  should  be 
changed  to  read  January  31, 1974. 

Issued  in  Kansas  City,  Mo.,  on  Jan¬ 
uary  15, 1974. 

A.  L.  Coulter, 
Director,  Central  Region. 
[FR  Doc.74-2676  Filed  l-31-74;8:45  am] 


[Airspace  Docket  No.  74-WA-4] 

PART  71 — DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON¬ 
TROLLED  AIRSPACE,  AND  REPORTING 
POINTS 

Alteration  of  VOR  Federal  Airway 

The  purpose  of  this  amendment  to 
Part  71  of  the  Federal  Aviation  Regula¬ 
tions  is  to  amend  the  description  of  VOR 
Federal  Airway  No.  69  between  Shreve¬ 
port,  La.,  and  El  Dorado,  Ark. 

At  the  present  time  V-18N,  V-69,  and 
V-69W  are  codesignated  east  of  Shreve¬ 
port.  However,  V-18N  will  be  realigned 
three  degrees  to  the  north  between 
Shreveport  and  Monroe,  La.,  effective 
May  28,  1974,  due  to  the  relocation  of 
the  Monroe  VORTAC.  That  amendment 
was  published  in  the  Federal  Register 
on  July  10,  1973  (38  FR  18363).  To  re¬ 
tain  the  codesignation  of  these  airways 
east  of  Shreveport,  action  is  taken  here¬ 
in  to  alter  a  portion  of  V-69. 

Since  this  amendment  is  minor  in  na¬ 
ture  and  one  upon  which  the  public  would 


not  have  particular  reason  to  comment, 
notice  and  public  procedure  thereon  are 
unnecessary.  This  amendment  could  be¬ 
come  effective  upon  publication  in  the 
Federal  Register,  but  to  provide  suffi¬ 
cient  time  for  this  alteration  to  be  placed 
on  aeronautical  charts,  it  will  become 
effective  more  than  30  days  after  pub¬ 
lication. 

In  consideration  of  the  foregoing,  Part 
71  of  the  Federal  Aviation  Regulations 
is  amended,  effective  0901  g.m.t.,  May  23, 
1974,  as  hereinafter  set  forth. 

Section  71.123  (39  FR  307)  is  amend¬ 
ed  as  follows: 

In  V-69 

“via  INT  Shreveport  087°  and  El  Do¬ 
rado,  Ark.,  218°  radials;  El  Dorado,  in¬ 
cluding  a  W  alternate  via  INT  Shreve¬ 
port,  087°  and  El  Dorado  233°  radials;” 
is  deleted  and  “via  Shreveport  084°  and 
El  Dorado,  Ark.,  218°  radials;  El  Dorado, 
including  a  W  alternate  via  INT  Shreve¬ 
port  084°  and  El  Dorado  233°  radials;” 
is  substituted  therefor. 

(Sec.  307(a),  Federal  Aviation  Act  of  1958, 
(49  U.S.C.  1348(a));  sec.  6(c),  Department 
of  Transportation  Act,  (49  U.S.C.  1655(c))) 

Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  28, 1974. 

Charles  H.  Newpol, 
Acting  Chief,  Airspace  and 
Air  Traffic  Rules  Division. 

[FR  Doc.74-2675  FUed  l-31-74;8:45  am] 


[Docket  No.  13513,  Arndt.  901] 

PART  97 — STANDARD  INSTRUMENT 
APPROACH  PROCEDURES 

Miscellaneous  Amendments 

This  amendment  to  Part  97  of  the  Fed¬ 
eral  Aviation  Regulations  incorporates 
by  reference  therein  changes  and  addi¬ 
tions  to  the  Standard  Instrument  Ap¬ 
proach  Procedures  <SIAPs)  that  were 
recently  adopted  by  the  Administrator 
to  promote  safety  at  the  airports  con¬ 
cerned. 

The  complete  SIAPs  for  the  changes 
and  additions  covered  by  this  amend¬ 
ment  are  described  in  FAA  Forms  3139, 
8260-3,  8260-4,  or  8260-5  and  made  a 
part  of  the  public  rulemaking  dockets 
of  the  FAA  in  accordance  with  the  pro¬ 
cedures  set  forth  in  Amendment  No. 
97-696  (35  FR  5609) . 

SIAPs  are  available  for  examination  at 
the  Rules  Docket  and  at  the  National 
Flight  Data  Center,  Federal  Aviation  Ad¬ 
ministration,  800  Independence  Avenue, 
SW.,  Washington,  D.C.  20591.  Copies  of 
SIAPs  adopted  in  a  particular  region  are 
also  available  for  examination  at  the 
headquarters  of  that  region.  Individual 
copies  of  SIAPs  may  be  purchased  from 
the  FAA  Public  Document  Inspection  Fa¬ 
cility.  HQ-405,  800  Independence  Avenue, 
SW.,  Washington,  D.C.  20591  or  from  the 
applicable  FAA  regional  office  in  accord- 
ance  with  the  fee  schedule  prescribed  in 
49  CFR  7.85.  This  fee  is  payable  in  ad¬ 
vance  and  may  be  paid  by  check,  draft  or 
postal  money  order  payable  to  the  Treas¬ 
urer  of  the  United  States.  A  weekly 
transmittal  of  all  SLAP  changes  and  ad¬ 
ditions  may  be  obtained  by  subscription 
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at  an  annual  rate  of  $150.00  per  annum 
from  the  Superintendent  of  Documents, 
U.S.  Government  Printing  Office,  Wash¬ 
ington,  D.C.  20402.  Additional  copies 
mailed  to  the  same  address  may  be  or¬ 
dered  for  $30.00  each. 

Since  a  situation  exists  that  requires 
immediate  adoption  of  this  amendment, 
I  find  that  further  notice  and  public 
procedure  hereon  is  impracticable  and 
good  cause  exists  for  making  it  effective 
in  less  than  30  days. 

In  consideration  of  the  foregoing,  Part 
97  of  the  Federal  Aviation  Regulations 
is  amended  as  follows,  effective  on  the 
dates  specified: 

1.  Section  97.23  is  amended  by  origi¬ 
nating,  amending,  or  canceling  the  fol¬ 
lowing  VOR-VOR/DME  SIAPs,  effective 
March  14,  1974: 

Lewlstown,  Mont. — Lewistown  Municipal 
Arpt.,  VOR  Rwy  7,  Amdt.  8 
Mt.  Vernon,  Ill. — Mt.  Vemon-Outland  Arpt, 
VOR  Rwy  5.  Amdt.  5 

Mt.  Vernon,  ni. — Mt.  Vemon-Outland  Arpt, 
VOR  Rwy  23,  Amdt.  3 

Port  Clinton,  Ohio — Carl  R.  Keller  Field, 
VOR- A,  Amdt.  5, Canceled 
Sandusky,  Ohio— Grifflng  Sandusky  Arpt, 
VOR  Rwy  36,  Amdt.  5,  Canceled 

•  •  *  effective  March  7,  1974: 

Honolulu,  Hawaii — Honolulu  Inti  Arpt, 
VOR  Rwy  8  (TAC),  Amdt.  7 

•  *  •  effective  February  14,  1974: 
Elgin,  Ill. — Elgin  Arpt,  VOR- A,  Amdt.  6 

•  •  •  effective  January  18, 1974: 

Livermore,  Calif. — Livermore  Municipal  Arpt, 
V OR/DME-A,  Amdt.  2 

2.  Section  97.27  is  amended  by  origi¬ 
nating,  amending,  or  canceling  the  fol¬ 
lowing  NDB/ADF  SIAPs,  effective  March 
14,  1974. 

Macomb,  Ill. — Macomb  Municipal  Arpt,  NOB 
Rwy  26,  Amdt.  3 

Mt.  Vernon,  Ill. — Mt.  Vemon-Outland  Arpt, 
NDB  Rwy  23,  Amdt.  2 

Newark,  N.J. — Newark  Inti  Arpt,  NDB  Rwy 
22R,  Amdt.  5 

Port  Huron,  Mich. — St.  Clair  County  Arpt, 
NDB-A,  Amdt.  3 

Port  Huron,  Mich. — St.  Clair  County  Arpt, 
NDB  Rwy  4,  Amdt.  3 

•  •  •  effective  March  7,  1974: 

Honolulu,  Hawaii — Honolulu  Inti  Arpt, 
NDB  Rwy  8,  Amdt.  10 

3.  Section  97.29  is  amended  by  origi¬ 
nating,  amending  or  canceling  the  fol¬ 
lowing  IDS  SIAPs,  effective  March  14, 
1974: 

Newark,  N.J. — Newark  Inti  Arpt,  ILS  Rwy 
22L,  Amdt.  3 

•  •  •  effective  March  7,  1974: 

Honolulu,  Hawaii — Honolulu  Inti  Arpt,  ILS 
Rwy  4R,  Amdt.  1 

Honolulu,  Hawaii — Honolulu  Inti  Arpt,  ELS 
Rwy  8,  Amdt.  9 

Salinas,  Calif. — Salinas  Municipal  Arpt,  ELS/ 
DME  Rwy  31,  Orig. 

•  *  *  effective  February  14,  1974: 

Bloomington,  Ill. — Bloomington-N  o  r  m  a  1 
Arpt,  ILS  Rwy  29,  Orig. 

4.  Section  97.31  is  amended  by  orig¬ 
inating,  amending,  or  canceling  the  fol¬ 


lowing  RADAR  SIAPs,  effective  March  7, 
1974: 

Grand  Rapids.  Mich. — Kent  County  Arpt, 
RADAR-1,  Orig. 

Honolulu,  Hawaii — Honolulu  Inti  Arpt, 
RADAR-1,  Amdt.  9 

5.  Section  97.33  is  amended  by  orig¬ 
inating,  amending,  or  canceling  the  fol¬ 
lowing  RNAV  SIAPs,  effective  March  14, 
1974: 

Mansfield,  Ohio — Mansfield  Lahm  Municipal 
Arpt,  RNAV  Rwy  23,  Orig. 

Correction. 

In  Docket  No.  13492,  Amendment  900, 
to  Part  97  of  the  Federal  Aviation  Reg¬ 
ulations,  published  in  the  Federal  Reg¬ 
ister,  under  §  97.23,  effective  March  7, 
1974 — change  Spokane,  Wash. — Felts 
Field,  VOR  Rwy  3L,  Orig,  to  read  Spo¬ 
kane,  Wash. — Felts  Field,  VOR  Rwy  3, 
Orig. 

(Secs.  307,  313,  601,  1110,  Federal  Aviation 
Act  of  1948;  (49  UB.C.  1438, 1354, 1421, 1510) ; 
sec.  6(c)  Department  of  Transportation  Act, 
(49  UJS.C.  1655(c)  5  U.S.C.  552(a)  (1) ) ) 

Issued  in  Washington,  D.C,  on  Jan¬ 
uary  24,  1974. 

James  M.  Vines, 

Chief, 

Aircraft  Programs  Division. 

Note:  Incorporation  by  reference  pro¬ 
visions  in  §S  97.10  and  97.20  (35  FR 
5610),  approved  by  the  Director  of  the 
Federal  Register  on  May  12,  1969. 

[FR  Doc.74-2679  Filed  l-31-74;8:46  am] 


Title  21 — Food  and  Drugs 

CHAPTER  I — FOOD  AND  DRUG  ADMINIS¬ 
TRATION,  DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 

SUBCHAPTER  B— FOOD  AND  FOOD 
PRODUCTS 

PART  19— CHEESES,  PROCESSED 

CHEESES,  CHEESE  FOODS,  CHEESE 
SPREADS,  AND  RELATED  FOODS 

Cold-Pack  Cheese  Labeling;  Order  To 
Provide  for  Alternate  Names 

In  the  matter  of  amending  the  stand¬ 
ard  of  Identity  for  cold-pack  cheese  (21 
CFR  19.785)  to  provide  for  an  alternate 
arrangement  of  words  in  the  product 
name  as  it  appears  on  labels:  A  notice 
of  proposed  rule  making  in  the  above- 
identified  matter  was  published  in  the 
Federal  Register  on  May  30,  1973  (38 
FR  14174),  based  on  a  petition  filed  by 
the  American  Blue  Cheese  Association, 
Inc,  110  North  Franklin  St,  Chicago,  IL 
60606.  The  proposal  provided  for  the 

name  “ _ cold  pack  cheese”  as  an 

alternative  to  the  presently  provided  for 

names  ‘‘Cold-pack  -  cheese”, 

“ _ club  cheese”,  and  “Comminu¬ 
ted  _ cheese”,  the  blanks  being 

filled  in  with  the  name  or  names  of 
cheese  varieties  used  in  the  food,  in  order 
of  predominance.  The  notice  also  in¬ 
cluded  a  proposal  on  the  initiative  of  the 
Commissioner  of  Food  and  Drugs  that 
the  cold-pack  cheese  identity  standard 
be  amended  by  deletion  of  the  provision 
for  the  optional  names  “ _ club 


cheese”  and  “Comminuted  _ 

cheese”. 

The  only  comment  to  the  proposal  op¬ 
posed  deletion  of  the  provision  for  the 

name  “ - club  cheese”  on  product 

labels,  on  the  ground  that  this  name  is 
currently  being  used  on  some  marketed 
products,  and  is  a  name  familiar  to  con¬ 
sumers. 

Having  considered  the  information 
submitted  by  the  petitioner,  the  com¬ 
ment  received,  and  other  relevant  infor¬ 
mation,  the  Commissioner  concludes 
that  it  will  promote  honesty  and  fair 
dealing  in  the  interest  of  consumers  to 
amend  the  identity  standard  for  cold- 
pack  cheese  as  proposed,  except  that  the 
Commissioner’s  proposal  to  delete 

“ _  club  cheese”,  an  alternate 

name  for  the  food,  will  not  be  adopted. 

Due  to  the  revisions  of  §§  19.525  and 
19.530  (21  CFR  19.525,  19.530)  and  the 
promulgation  of  §  19.531  (21  CFR  19.531), 
published  in  the  Federal  Register  of 
June  30,  1972  (37  FR  12935),  the  name 
creamed  cottage  cheese  has  been  removed 
from  1  19.785(a)(1)  (21  CFR  19.785(a) 
(1) )  because  it  is  obsolete  and  the  names 
“cottage  cheese  dry  curd”  and  “lowfat 
cottage  cheese"  have  been  added.  The 
purpose  of  these  editorial  changes  is  to 
up-date  the  list  of  cheeses  not  used  for 
ing  cold-pack  cheese. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (secs.  401,  701,  52  Stat.  1046,  1055- 
1056,  as  amended  by  70  Stat.  919  and  72 
Stat.  948;  (21  U.S.C.  341,  371))  and  un¬ 
der  authority  delegated  to  the  Commis¬ 
sioner  (21  CFR  2.120) :  It  is  ordered.  That 
S  19.785  be  amended  by  revising  the  sec¬ 
tion  heading  and  paragraphs  (a)  (1)  and 
(d)  (1)  to  read  as  follows: 

§  19.785  Cold-pack  cheese,  club  cheese; 
identity;  label  statement  of  optional 
ingredients. 

(a)  (1)  Cold-pack  cheese,  club  cheese, 
Is  the  food  prepared  by  comminuting, 
without  the  aid  of  heat,  one  or  more 
cheeses  of  the  same  or  two  or  more  varie¬ 
ties,  except  cream  cheese,  neufchatel 
cheese,  cottage  cheese,  lowfat  cottage 
cheese,  cottage  cheese  dry  curd,  hard 
grating  cheese,  semi  soft  part-skim 
cheese,  part-skim  spiced  cheese  and  skim 
milk  cheese  for  manufacturing,  into  a 
homogeneous  plastic  mass.  One  or  more 
of  the  optional  ingredients  designated  in 
paragraph  (c)  of  this  section  may  be 
of  this  section  may  be  used. 

*  •  *  *  * 

(d)  (1)  The  name  of  a  cold-pack  cheese 
for  which  a  definition  and  standard  of 
identity  is  prescribed  by  this  section  is 

“Cold-pack _ cheese”,  “ _ 

cold-pack  cheese”  or  “ _  club 

cheese”,  the  blanks  being  filled  in  with 
the  name  or  names  of  the  varieties  of 
cheese  used,  in  order  of  predominance  by 
weight. 

•  •  *  *  * 

Other  labeling  requirements  applicable 
to  these  foods  were  established  by  an  or¬ 
der  published  In  the  Federal  Register  of 
April  23, 1973  (38  FR  9996) . 
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Any  person  who  will  be  adversely  af¬ 
fected  by  the  foregoing  order  may  at  any 
time  on  or  before  March  4, 1974  file  with 
the  Hearing  Clerk,  Food  and  Drug  Ad¬ 
ministration,  Rm.  6-86,  5600  Fishers 
Lane,  Rockville,  MD  20852,  written  ob¬ 
jections  thereto.  Objections  shall  show 
wherein  the  person  filing  will  be  ad¬ 
versely  affected  by  the  order,  specify  with 
particularity  the  provisions  of  the  order 
deemed  objectionable,  and  state  the 
grounds  for  the  objections.  If  a  hearing 
is  requested,  the  objections  shall  state 
the  issues  for  the  hearing,  shall  be  sup¬ 
ported  by  grounds  factually  legally  suffi¬ 
cient  to  justify  the  relief  sought,  and 
shall  include  a  detailed  description  and 
analysis  of  the  factual  information  in¬ 
tended  to  be  presented  in  support  of  the 
objections  in  the  event  that  a  hearing 
is  held.  Objections  may  be  accompan¬ 
ied  by  a  memorandum  or  brief  in  sup¬ 
port  thereof.  Six  copies  of  all  documents 
shall  be  filed.  Received  objections  may 
be  seen  in  the  above  office  during  work¬ 
ing  hours,  Monday  through  Friday. 

Effective  date.  This  order  shall  become 
effective  April  2,  1974,  except  as  to  any 
provisions  that  may  be  stayed  by  the 
filing  of  proper  objections.  Notice  of  the 
filing  of  objections  or  lack  thereof  will 
be  given  by  publication  in  the  Federal 
Register. 

(Secs.  401,  701,  52  Stat.  1046,  1055-1056,  as 
amended  by  70  Stat.  919  and  72  Stat.  948; 
(21  U.SC.  341,371)) 

Dated:  January  24, 1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 


(xv)  *  *  • 

Vinyl  chloride  copolymerized  with  acryl¬ 
amide  and  ethylene  In  such  a  manner  that 
the  finished  copolymers  have  a  minimum 
weight  coverage  molecular  weight  of  30,000 
and  contain  not  more  than  3.6  weight  per¬ 
cent  of  total  polymer  units  derived  from 
acrylamide;  the  acrylamide  portion  may  or 
may  not  be  subsequently  partially  hydro¬ 
lyzed. 

•  *  •  *  • 

Any  person  who  will  be  adversely  af¬ 
fected  by  the  foregoing  order  may  at  any 
time  on  or  before  March  4,  1974  file  with 
the  Hearing  Clerk,  Food  and  Drug  Ad¬ 
ministration,  Rm.  6-86,  5600  Fishers 
Lane,  Rockville,  MD  20852,  written  ob¬ 
jections  thereto.  Objections  shall  show 
wherin  the  person  filing  will  be  ad¬ 
versely  affected  by  the  order,  specify  with 
particularity  the  provisions  of  the  order 
deemed  objectionable,  and  state  the 
grounds  for  the  objections.  If  a  hearing 
is  requested,  the  objections  shall  state 
the  issues  for  the  hearing,  shall  be  sup¬ 
ported  by  grounds  factually  and  legally 
sufficient  to  justify  the  relief  sought,  and 
shall  include  a  detailed  description  and 
analysis  of  the  factual  information  in¬ 
tended  to  be  presented  in  support  of  the 
objections  in  the  event  that  a  hearing  is 
held.  Objections  may  be  accompanied  by 
a  memorandum  or  brief  in  support 
thereof.  Six  copies  of  all  documents  shall 
be  filed.  Received  objections  may  be  seen 
in  the  above  office  during  working  hours, 
Monday  through  Friday. 

Effective  date.  This  order  shall  become 
effective  on  February  1, 1974. 

(Sec.  409(c)(1),  72  Stat.  1786;  (21  U.S.C. 
348(c)(1))) 


[FR  Doc.74-2708  Filed  l-31-74;8:45  am] 


PART  121— FOOD  ADDITIVES 

Food  Additives  Resulting  From  Contact 
With  Containers  or  Equipment  and  Food 
Additives  Otherwise  Affecting  Food;  Res¬ 
inous  and  Polymeric  Coatings 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  in  a  petition 
(FAP  3B2870)  filed  by  Monsanto  Co.  as 
Monsanto  Industrial  Chemicals  Co.,  800 
North  Lindbergh  Boulevard,  St.  Louis, 
MO  63166,  and  other  relevant  material, 
concludes  that  the  food  additive  regula¬ 
tions  should  be  amended,  as  set  forth  be¬ 
low,  to  provide  for  the  safe  use  of  ethyl¬ 
ene  and  acrylamide  as  copolymers  of 
vinyl  chloride  for  use  as  a  resinous  and 
polymeric  coating  or  coating  component 
for  food-contact  surfaces. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (sec.  409(c)(1),  72  Stat.  1786;  (21 
U.S.C.  348(c)„(l) ) )  and  under  authority 
delegated  to  the  Commissioner  (21  CFR 

2.120),  Part  121  is  amended  in  §  121.2514 
(b)  (3)  (xv)  by  alphabetically  inserting  in 
the  list  of  substances  a  new  item,  as  fol¬ 
lows: 

§  121.2514  Resinous  and  polymeric 
coatings. 

*  *  •  •  • 

(b)  *  •  * 

(3)  •  •  • 


Dated:  January  24, 1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 
[FR  Doc.74-2705  Filed  l-31-74;8:45  am] 


PART  121— FOOD  ADDITIVES 

Food  Additives  Resulting  From  Contact 

With  Containers  or  Equipment  and  Food 

Additives  Otherwise  Affecting  Food; 

Adhesives 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  the  data  in  a  petition 
(FAP  3B2866)  filed  by  Borden  Chemical, 
Division  of  Borden,  Inc.,  P.O.  Box  9524, 
Philadelphia,  PA  19124,  and  other  rele¬ 
vant  material,  concludes  that  the  food 
additive  regulations  should  be  amended, 
as  set  forth  below,  to  provide  for  safe 
use  of  bis- (sodium  2-sulfoethyl)  ma- 
leate  as  a  component  of  adhesives.  The 
Commissioner  further  concludes  that  the 
additive  should  be  described  by  the  pre¬ 
ferred  chemical  nomenclature  given  be¬ 
low. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (sec.  409(c)(1),  72  Stat.  1786;  (21 
U.S.C.  348(c)(1)))  and  under  authority 
delegated  to  the  Commissioner  (21  CFR 

2.120),  §121.2520(0  (5)  is  amended  by 
alphabetically  inserting  in  the  list  of 
substances  under  “Polymers”  a  new 
item,  as  follows : 
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S  121.2520  Adhesives. 

•  •  •  •  • 

(c)  •  •  • 

(5)  •  •  • 

Components  of  Adhesives 
Substances  Limitations 

*  •  •  •  • 

Polymers:  Homopolymers  and  copolymers  of 
the  following  monomers: 

*  •  *  *  • 

Maleic  acid,  dies  ter  with  2-hydroxyethane- 
sulfonlc  acid,  sodium  salt. 

•  •  •  •  * 

Any  person  who  will  be  adversely  af¬ 
fected  by  the  foregoing  order  may  at  any 
time  on  or  before  March  4, 1974  file  with 
the  Hearing  Clerk,  Food  and  Drug  Ad¬ 
ministration,  Rm.  6-86,  5600  Fishers 
Lane,  Rockville,  MD  20852,  written  ob¬ 
jections  thereto.  Objections  shall  show 
wherein  the  person  filing  will  be  ad¬ 
versely  affected  by  the  order,  specify 
with  particularity  the  provisions  of  the 
order  deemed  objectionable,  and  state 
the  grounds  for  the  objections.  If  a  hear¬ 
ing  is  requested,  the  objections  shall  state 
the  Issues  for  the  hearing,  shall  be  sup¬ 
ported  by  grounds  factually  and  legally 
sufficient  to  justify  the  relief  sought,  and 
shall  include  a  detailed  description  and 
analysis  of  the  factual  information  in¬ 
tended  to  be  presented  in  support  of  the 
objections  in  the  event  that  a  hearing 
is  held.  Objections  may  be  accompanied 
by  a  memorandum  or  brief  in  support 
thereof.  Six  copies  of  all  documents 
shall  be  filed.  Received  objections  may 
be  seen  in  the  above  office  during  work¬ 
ing  hours,  Monday  through  Friday. 

Effective  date.  This  order  shall  become 
effective  February  1,  1974. 

(Sec.  409(c)(1),  72  Stat.  1786;  (21  U.S.C. 
348(C)(1))) 

Dated:  January  24, 1974. 

Sam  D.  Fine, 

Associate  Commissioner 
for  Compliance. 
[FR  Doc.74-2704  Filed  l-31-74;8:45  am] 


PART  121— FOOD  ADDITIVES 

Food  Additives  Resulting  From  Contact 
With  Containers  or  Equipment  and  Food 
Additives  Otherwise  Affecting  Food; 
Paper  and  Paperboard 

The  Commissioner  of  Food  and  Drugs, 
having  evaluated  data  in  a  petition 
(FAP  3B2903)  filed  by  GAF  Corp.,  140 
W.  51st  St.,  New  York,  NY  10020,  and 
other  relevant  material,  concludes  that 
the  food  additive  regulations  should  be 
amended,  as  set  forth  below,  to  provide 
for  the  safe  use  of  castor  oil,  poly- 
oxyethylated  (42  moles  ethylene  oxide), 
as  a  component  of  paper  and  paperboard 
in  contact  with  dry  food. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (sec.  409(c)(1),  72  Stat.  1786:  (21 
U.S.C.  348(c)(1)))  and  under  authority 
delegated  to  the  Commissioner  (21  CFR 

2.120),  Part  121  is  amended  in  §  121.2571 
(b)(2)  by  alphabetically  adding  to  the 
list  of  substances  a  new  item  as  follows: 
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§  121.2571  Components  of  paper  and 
paperboard  in  contact  with  dry  food. 

•  •  •  *  • 

(b)  •  •  • 

(2)  •  •  • 

List  of  substances  Limitations 

•  •  •  •  • 

Castor  oil,  polyoxyethylated  (42  _ 

moles  ethylene  oxide) . 

•  •  *  *  * 

Any  person  who  will  be  adversely 
affected  by  the  foregoing  order  may  at 
any  time  on  or  before  March  4,  1974  file 
with  the  Hearing  Clerk,  Food  and  Drug 
Administration,  Rm.  6-86,  5600  Fishers 
Lane,  Rockville,  MD  20852,  written  ob¬ 
jections  thereto.  Objections  shall  show 
wherein  the  person  filing  will  be  adversely 
affected  by  the  order,  specify  with  par¬ 
ticularity  the  provisions  of  the  order 
deemed  objectionable,  and  state  the 
grounds  for  the  objections.  If  a  hearing  is 
requested,  the  objections  shall  state  the 
issues  for  the  hearing,  shall  be  supported 
by  grounds  factually  and  legally  sufficient 
to  justify  the  relief  sought,  and  shall  in¬ 
clude  a  detailed  description  and  analysis 
of  the  factual  information  intended  to 
be  presented  in  support  of  the  objections 
in  the  event  that  a  hearing  is  held.  Ob¬ 
jections  may  be  accompanied  by  a  memo¬ 
randum  or  brief  in  support  thereof.  Six 
copies  of  all  documents  shall  be  filed.  Re¬ 
ceived  objections  may  be  seen  in  the 
above  office  dining  working  hours,  Mon¬ 
day  through  Friday. 

Effective  date.  This  order  shall  become 
effective  on  February  1, 1974. 

(Sec.  409(c)(1),  72  Stat.  1786  (21  U.S.C. 
348(c)(1))) 

Dated:  January  24, 1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 
[FR  Doc.74-2706  Filed  l-31-74;8:45  am] 


SUBCHAPTER  C— DRUGS 
PART  130 — NEW  DRUGS 

Conditions  for  Marketing  of  Digoxin 
Products;  Correction 

In  FR  Doc.  74-1512  appearing  at  page 
2471  in  the  Federal  Register  of  Tuesday, 
January  22,  1974,  the  following  changes 
should  be  made: 

1.  On  page  2472  the  first  paragraph  of 
the  third  column  is  amended  as  follows: 

a.  The  fifth  line  is  revised  to  read 
"amount  of  digoxin  and  so  that  the 
quan-”. 

b.  The  28th  line  is  revised  to  read  “for¬ 
mulated  so  that  either  (1)  the  quantity 
of  di-”. 

c.  The  31st  line  is  revised  to  read  “of 
digoxin  or  (2)  the  quantity  of  digoxin". 

2.  On  page  2473  the  first  four  lines  of 
the  first  column  are  revised  to  read 
“achieve  a  dissolution  at  any  rate  above 
the  dissolution  requirements  of  the  USP, 
and  either  (1)  not  more  than  95  percent 
dissolution  at  one  hour  or  (2)  not  more 
than  90  percent”. 


3.  Section  130.51  appearing  on  page 
2475  is  hereby  amended  to  be  consistent 
with  the  above  changes  and  paragraphs 
(a)  (2)  (i),  (3)  (1)  and  (lil),  and  (i)  are 
revised  to  read  as  follows: 

§  130.51  Digoxin  products  for  oral  use; 
conditions  for  marketing. 

(a)  •  *  * 

(2)  *  *  * 

(i)  A  statement  that  the  applicant 
will  establish  procedures  to  test  each  lot 
of  digoxin  tablets  prior  to  releasing  the 
batch  for  distribution  to  assure  that  the 
batch  meets  all  The  United  States 
Pharmacopeia  (USP  XVIII)  require¬ 
ments  for  digoxin  tablets  including,  but 
not  limited  to,  potency,  content  uni¬ 
formity,  and  dissolution  and  either  (a) 
that  the  quantity  of  digoxin  dissolved  at 
one  hour  is  not  more  than  95  percent  of 
the  assayed  amount  of  digoxin  or  (b) 
that  the  quantity  of  digoxin  dissolved  at 
15  minutes  is  not  more  than  90  percent 
of  the  assayed  amount  of  digoxin. 

*  *  •  *  * 

(3)  *  *  * 

(i)  Test  a  sample  of  the  batch  to  as¬ 
sure  that  the  batch  meets  all  of  the  re¬ 
quirements  of  The  United  States  Phar¬ 
macopeia  (USP  XVIII)  including  but  not 
limited  to,  potency,  content  uniformity, 
and  dissolution  and  either  (a)  that  the 
quantity  of  digoxin  dissolved  at  one  hour 
is  not  more  than  95  percent  of  the  as¬ 
sayed  amount  of  digoxin  or  (b)  that  the 
quantity  of  digoxin  dissolved  at  15  min¬ 
utes  is  not  more  than  90  percent  of  the 
assayed  amount  of  digoxin. 

*  •  •  *  • 

(iii)  Withhold  the  batch  from  distri¬ 
bution  until  he  is  notified  by  the  Food 
and  Drug  Administration  that  the  sam¬ 
ple  was  tested  and  found  to  meet  all  of 
the  requirements  in  The  United  States 
Pharmacopeia  (USP  XVTII)  for  potency, 
content  uniformity,  and  dissolution  and 
either  (a)  that  the  quantity  of  digoxin 
dissolved  at  one  hour  is  not  more  than 
95  percent  of  the  assayed  amount  of  di¬ 
goxin  or  (b)  that  the  quantity  of  digoxin 
dissolved  at  15  minutes  is  not  more  than 
90  percent  of  the  assayed  amount  of 
digoxin. 

,  *  •  •  •  • 

(i)  Digoxin  tablets  formulated  so  that 
the  quantity  of  digoxin  dissolved  at  one 
hour,  when  tested  by  the  method  in  The 
United  States  Pharmacopeia  (USP 
XVIII) ,  is  greater  than  95  percent  of  the 
assayed  amount  of  digoxin  and  so  that 
the  quantity  of  digoxin  dissolved  at  15 
minutes  is  greater  than  90  percent  of  the 
assayed  amount  of  digoxin  are  new  drugs 
which  may  be  marketed  only  with  an  ap¬ 
proved  full  new  drug  application  as  pro¬ 
vided  for  in  §  130.4.  The  application  shall 
include,  but  not  be  limited  to,  clinical 
studies  establishing  significantly  greater 
bioavailability  than  digoxin  tablets  meet¬ 
ing  compendial  requirements  and  dosage 
recommendations  based  on  clinical 
studies  establishing  the  safe  and  effective 
use  of  the  more  bioavailable  digoxin 
product.  Marketing  of  these  digoxin 


products  will  be  allowed  only  under  a 
proprietary  or  trade  name,  established 
name,  and  labeling  which  differs  from 
that  used  for  digoxin  tablets  that  meet 
all  of  the  requirements  in  The  United 
States  Pharmacopeia  (USP  XVni)  and 
that  are  formulated  so  that  either  (1) 
the  quantity  of  digoxin  dissolved  at  one 
hour  is  not  more  than  95  percent  of  the 
assayed  amount  of  digoxin  or  (2)  the 
quantity  of  digoxin  dissolved  at  15  min¬ 
utes  is  not  more  than  90  percent  of  the 
assayed  amount  of  digoxin.  New  drug  ap¬ 
plications  for  these  digoxin  products 
shall  be  submitted  to  the  Food  and  Drug 
Administration,  Bureau  of  Drugs,  Office 
of  Scientific  Evaluation  (HFD-100) ,  5600 
Fishers  Lane,  Rockville,  MD  20852. 

Dated:  January  28, 1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 

[FR  Doc.74-2707  Filed  l-31-74;8:45  am] 


Title  23 — Highways 

CHAPTER  I— FEDERAL  HIGHWAY  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

SUBCHAPTER  H— RIGHT-OF-WAY  AND 
ENVIRONMENT 

PART  765— ARCHEOLOGICAL  AND 
PALEONTOLOGICAL  SALVAGE 

As  part  of  the  Federal  Highway  Ad¬ 
ministration’s  program  of  converting  the 
agency’s  Policy  and  Procedure  Memo¬ 
randum  to  Regulations  the  following  new 
Part  is  added  to  Title  23  of  the  Code  of 
Federal  Regulations.  This  part  converts 
Policy  and  Procedure  Memorandum  20-7 
on  Archeological  and  Paleontological 
Salvage  on  Federal  and  federally  aided 
highway  projects  to  Part  765  of  Title  23 
of  the  Code  of  Federal  Regulations. 

As  the  matters  herein  deal  with  grants 
or  contracts  and  as  no  substantive 
change  is  made  in  current  substantive 
policies  or  in  procedures  this  part  is 
made  effective  immediately. 

Sec. 

765.1  General  policies. 

765.2  Definitions. 

765.3  Coordination. 

765.4  Eligibility. 

765.5  Programming. 

765.6  Agreements  and  authorizations. 

765.7  Direct  Federal  projects. 

Authority:  23  U.S.C.  138;  23  U.S.C.  305;  23 
U.S.C.  315;  16  U8.C.  432;  16  U.S.C.  433;  23 
U.S.C.  101  et  seq.;  49  CFR  1.48(b);  34  Stat. 
225. 

§  765.1  General  policies. 

(a)  This  part  prescribes  the  proce¬ 
dures  for  implementing  the  provisions 
of  Title  23,  U.S.C.,  Section  305  involving 
the  use  of  Federal  highway  funds  for 
archeological  and  paleontological  salvage 
on  Federal  and  Federal-aid  highway 
projects. 

(b)  A  principal  objective  is  to  increase 
the  knowledge  of  archeological  and  pale¬ 
ontological  objects  through  cooperation 
with  recognized  museums,  universities, 
colleges,  or  other  scientific  or  educational 
institutions.  It  is  expected  that  objects 
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salvaged  will  be  permanently  preserved 
without  private  gain  for  the  inspiration 
and  benefit  of  the  people  of  the  United 
States. 

(c)  It  is  national  policy  that  special 
effort  be  made  to  preserve  for  public  use 
objects,  sites,  or  buildings  of  National, 
State  or -local  historic  significance.  It  is  a 
Federal  crime  to  appropriate,  excavate, 
injure,  or  destroy  any  historic  or  prehis¬ 
toric  ruin  or  monument,  or  any  object 
of  antiquity,  situated  on  government 
lands  without  permission  of  the  head  of 
the  department  having  jurisdiction  over 
such  lands.  Several  States  have  similar 
statutes.  * 

§  765.2  Definitions. 

As  used  in  this  part : 

(a)  “FHW A”  means  the  Federal  High¬ 
way  Administration. 

(b)  “State”  means  any  of  the  several 
States  of  the  United  States,  the  District 
of  Columbia,  the  Commonwealth  of 
Puerto  Rico,  any  territory  or  possession 
of  the  United  States,  the  Trust  Territory 
of  the  Pacific  Islands,  and,  where  appro¬ 
priate,  any  political  subdivision  thereof. 

(c)  “State  highway  department”  means 
that  department,  commission,  board,  or 
official  of  any  State  charged  by  its  laws 
with  the  responsibility  for  highway  con¬ 
struction  and  operations. 

(d)  “Historic  objects”  means  any 
archeological  and  paleontological  objects 
including  ruins,  sites,  buildings,  artifacts, 
fossils,  and  objects  of  antiquity,  having 
National,  State  or  local  historical  or 
scientific  significance  for  the  inspira¬ 
tion  and  benefit  of  the  people  of  the 
United  States. 

<e>  “Salvage  and/or  salvage  project” 
means  and  includes  any  or  all  of  the 
following: 

(1)  “Reconnaissance  survey”  means 
any  work  for  the  location  of  sites  of  his¬ 
toric  objects  on  or  along  proposed  routes 
during  or  after  the  route  selection  stage 
of  a  highway  project. 

(2)  “Preliminary  site  examination” 
means  any  work  for  the  inspection,  pre¬ 
liminary  testing,  and  evaluation  of  known 
or  suspected  sites  of  historic  objects  to 
determine  the  necessity  for  salvage  work. 

(3)  “Salvage  work”  means  any  work 
for  the  excavation,  removal,  and  preser¬ 
vation  of  historic  objects,  and/or  the  col¬ 
lection  of  data  relating  thereto,  and  may 
include  the  preparation  and  issuance  of 
a  salvage  work  report  to  the  participating 
agency  limited  to  a  description  of  the  ac¬ 
tivities  undertaken  at  the  salvage  site 
including  the  objects  salvaged  and  the 
data  collected. 

(f)  “Salvage  authority”  means  the 
Federal,  State  or  local  authorities,  in¬ 
cluding  qualified  representatives  of  the 
highway  agencies,  concerned  with  the 
salvage,  preservation,  and  study  of  his¬ 
toric  objects.  "Salvage  authority”  in¬ 
cludes  institutions  and  organizations 
qualified  to  examine,  excavate,  and 
gather  historic  objects  and  information 
thereof,  such  as  museums,  universities, 
colleges,  or  other  recognized  scientific  or 
educational  institutions. 


§  765.3  Coordination. 

(a)  When  it  is  anticipated  that  his¬ 
toric  objects  may  be  encountered  during 
construction  of  a  proposed  highway  proj¬ 
ect,  the  State  highway  department 
should,  as  early  as  practicable,  contact 
the  appropriate  salvage  authority  so  that 
arrangement  can  be  made  for  the  neces¬ 
sity  reconnaissance  survey  and/or  pre¬ 
liminary  site  examination  to  determine 
whether  the  highway  project  will  damage 
or  destroy  the  historic  objects,  and 
whether,  from  a  historic  standpoint,  such 
objects  should  be  preserved  or  salvaged, 
or  that  data  should  be  collected  thereon. 

(b)  When  a  salvage  authority  deter¬ 
mines  that  historic  objects  should  be  pre¬ 
served  or  salvaged,  or  that  data  should 
be  collected  thereon,  the  State  highway 
department  should  assure  that  suitable 
arrangements  are  made  for  the  necessary 
salvage  work. 

(c)  If  unforeseen  objects  of  possible 
historic  significance  are  encountered  dur¬ 
ing  construction,  the  appropriate  salvage 
authority  should  be  notified  immediately 
and  suitable  arrangements  made  as  set 
forth  in  paragraphs  (a)  and  (b)  of  this 
section. 

(d)  When  a  salvage  authority  advises 
that  historic  objects  may  be  encountered 
during  construction  of  a  proposed  high¬ 
way  project,  the  procedures  set  forth  in 
paragraphs  (a)  and  (b)  of  this  section 
are  to  be  followed. 

(e)  Where  there  are  known  or  sus¬ 
pected  historic  objects  to  be  encountered 
within  the  limits  of  a  highway  project, 
the  FHWA  shall  satisfy  itself  that  ade¬ 
quate  consideration  has  been  given  and 
appropriate  provision  has  been  made  for 
the  protection  or  collection  of  data  on 
objects  deemed  to  have  historical  sig¬ 
nificance  before  authorizing  construc¬ 
tion  of  the  highway  project  to  proceed. 

§  765.4  Eligibility. 

(a)  Federal-aid  highway  funds  may 
participate  in  the  cost  df  salvage  pur¬ 
suant  to  the  provisions  of  Title  23,  U.S.C. 
§  305  and  this  Part  in  the  same  propor¬ 
tion  as  Federal  funds  are  expended  on 
the  related  highway  project. 

(b)  Federal-aid  highway  funds  may 
participate  in  such  salvage  costs  as  are 
clearly  attributable  to  highway  projects, 
including  survey  costs  incurred  in  ad¬ 
vance  of  construction,  as  are  determined 
to  be  necessary  to  preserve  historic  ob¬ 
jects  which  might  otherwise  be  adversely 
affected  by  highway  construction,  or  to 
avoid  increased  salvage  costs  as  may 
otherwise  be  incurred  during  highway 
construction. 

(c)  Salvage  costs  may  include  costs  of 
protecting  and  preserving  historic  ob¬ 
jects  during  removal  of  the  site,  but  shall 
not  include  the  costs  of  shipping  or 
otherwise  removing  such  objects  from 
the  project  site  except  for  moving  them 
to  the  nearest  point  at  which  suitable 
transportation  or  temporary  storage  is 
available. 

(d)  The  salaries,  fees,  and  expenses 
incurred  by  a  salvage  authority  are  elig¬ 
ible  for  reimbursement  to  the  extent  that 


such  costs  are  attributable  to  and  sup¬ 
ported  as  part  of  the  project  cost. 

(e)  In  those  instances  where  highway 
construction  operations  result  in  expos¬ 
ing,  disturbing,  or  otherwise  adversely 
affecting  historic  objects  beyond  the  road 
prism,  Federal-aid  funds  may  participate 
in  the  salvage  operations  beyond  the 
road  prism  for  such  limited  distance 
within  the  highway  right-of-way  as 
deemed  necessary  to  prevent  loss  of  his¬ 
toric  objects  or  data  which  otherwise  may 
occur  during  normal  construction  oper¬ 
ations. 

(f)  In  isolated  instances,  the  necessity, 
for  salvage  of  historic  objects  may  arise 
as  a  result  of  obtaining  materials  from 
borrow  pits.  If  the  borrow  pit  and  the 
historic  objects  are  in  public  ownership. 
Federal  funds  may  participate  in  salvage 
costs  which  are  directly  attributable  to 
the  utilization  of  the  borrow  pit  unless  it 
would  be  in  the  public  interest  to  utilize 
a  borrow  pit  in  another  location.  In  those 
instances  where  the  borrow  pit  is  com¬ 
mercially  operated  or  otherwise  is  not  in 
public  ownership.  Federal  participation 
will  depend  upon  a  showing  that  the 
private  owner  has  waived  all  claims  to 
the  historic  objects  and  that  such  objects 
will  be  used  for  public  purposes  without 
private  gain  to  any  individual. 

(g)  Where  the  removal  or  relocation 
of  buildings  or  other  structures  located 
wholly  or  partly  within  the  right-of-way 
will  necessitate  salvage  of  historic  objects 
at  either  the  existing  or  the  relocation 
site.  Federal  funds  may  participate  in  the 
costs  of  performing  such  salvage  as  part 
of  the  project  costs.  Participation  in  such 
costs  at  relocation  sites  will  require  a 
showing  that  it  is  necessary  to  relocate 
the  buildings  or  structures  at  that  par¬ 
ticular  site.  Participation  will  also  be 
dependent  upon  a  showing  that  the  sal¬ 
vaged  objects  will  be  used  for  public  pur¬ 
poses  without  private  gain  to  any  indi¬ 
vidual. 

§  765.5  Programming. 

Salvage  projects  should  preferably  be 
handled  ahead  of  regular  construction 
contracts.  These  projects  may  be  pro¬ 
grammed  as  separate  projects  or  as  sepa¬ 
rate  line  items  of  related  highway  proj¬ 
ects,  and,  if  appropriate,  are  eligible  for 
Federal  participation  as  preliminary 
engineering,  right-of-way,  or  actual  con¬ 
struction  costs.  Reconnaissance  survey 
work  or  preliminary  site  examination 
may  also  be  eligible  for  highway  plan¬ 
ning  and  research  funds  prior  to  route 
location  selection  upon  approval  of  the 
FHWA. 

§  765.6  Agreements  and  Authorization. 

(a)  The  State  and  the  salvage  author¬ 
ity  shall  agree  in  writing  on  their  sepa¬ 
rate  responsibilities  for  financing  and  ac¬ 
complishing  the  salvage  project.  Individ¬ 
ual  agreements  shall  be  used  on  a  case- 
by-case  or  project  basis,  and  shall  set 
forth:  (1)  The  scope,  description,  and  lo¬ 
cation  of  the  work  to  be  undertaken,  and 
(2)  where  applicable,  the  terms  and 
amounts  of  any  funds,  other  than  public 
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highway  funds,  made  available  to  the 
State  for  financing  the  salvage  project. 

(b)  The  agreement  shall  be  supported 
by  plans  and  estimates  of  the  work 
agreed  upon,  which  shall  be  sufficiently 
informative  and  complete  to  provide  the 
State  and  the  FHWA  with  a  clear  show¬ 
ing  of  work  required. 

(1)  The  plans  shall  indicate  the  loca¬ 
tion  of  the  salvage  project  in  relation  to 
the  latest  available  information  on  the 
highway  alignment  and  grade,  right-of- 
way  lines  and,  where  applicable,  access 
control  lines;  and 

(2)  The  estimate  shall  set  forth  the 
items  of  work  to  be  performed,  broken 
down  as  to  estimated  cost  of  labor,  over¬ 
head,  materials  and  supplies,  handling 
charges,  transportation,  and  equipment. 

(c)  Where  the  salvage  project  involves 
work  that  is  not  attributable  to  the  high¬ 
way  project,  the  written  agreement  shall 
state  the  share  of  the  total  costs  to  be 
charged  to  the  highway  project.  Reim¬ 
bursement  shall  follow  the  basis  of  cost 
allocation  set  out  in  the  agreement,  ex¬ 
cept  where  adjustment  is  required  by 
changes  between  the  work  planned  and 
accomplished. 

(d)  The  FHWA  shall  approve  the  writ¬ 
ten  agreement.  Any  conditions  or  quali¬ 
fications  attached  to  this  approval  shall 
be  set  out  by  letter  to  the  State.  Such  ap¬ 
proval  and  any  conditions  or  qualifica¬ 
tions  attached  to  his  approval  are  for  the 
purpose  of  informing  the  State  of  the  ex¬ 
tent  that  Federal  funds  are  eligible  to 
participate  in  the  costs  incurred  under 
the  approved  agreement,  subject  to  the 
provisions  of  this  part. 

(e)  In  the  event  there  are  changes  in 
the  scope  of  work,  extra  work,  or  major 
changes  in  the  planned  work  covered  by 
the  approved  agreement,  plans  and  esti¬ 
mates,  reimbursement  therefor  shall  be 
limited  to  costs  covered  by  a  modifica¬ 
tion  of  the  agreement,  or  a  written 
change  or  extra  work  order,  approved 
by  the  State  and  the  FHWA. 

(f )  If  a  contractor’s  operations  are  de¬ 
layed  because  of  a  salvage  project,  such 
contractor  may  be  given  an  appropriate 
extension  of  the  contract  time.  If  prac¬ 
ticable,  the  operations  should  be  re¬ 
scheduled  to  avoid  the  section  until  the 
removal  of  the  historic  objects  or  the 
gathering  of  historical  data  has  been  ac¬ 
complished  by  the  salvage  authority. 

§  763.7  Direct  Federal  Projects. 

The  principles  set  forth  in  this  part  are 
applicable  also  to  Federal  domain  proj¬ 
ects  under  Federal  Highway  Administra¬ 
tion  supervision.  Agreements  may  be 
entered  into  with  the  salvage  authority 
to  pay  from  Federal  highway  funds  the 
reasonable  costs  of  salvage  operations. 
Directives  or  change  orders  may  be  is¬ 
sued  to  the  contractors  in  this  connection 
provided  the  specifications  have  not  re¬ 
quired  the  contractor  to  cover  such  work 
in  his  unit  bid  prices.  They  may  also  be 
issued  in  cases  within  the  meaning  of 
“subsurface  or  latent  conditions"  or  "un¬ 
known  physical  conditions”  where  such 


terms  are  used  in  the  standard  con¬ 
tract  forms. 

Issued:  January  22, 1974. 

Norbert  T.  Tie  manx. 
Federal  Highway  Administrator. 
[PR  Doc.  74-2696  Filed  1-31-74:8:46  ami 


Title  28 — Judicial  Administration 
CHAPTER  I— DEPARTMENT  OF  JUSTICE 

[Directive  74-1 1 

PART  O — ORGANIZATION  OF  THE 
DEPARTMENT  OF  JUSTICE 

Subpart  R — Drug  Enforcement 
Administration 

Appendix  to  Subpart  R — Redelegation 
of  Functions 

Under  the  authority  delegated  to  the 
Administrator  of  the  Drug  Enforcement 
Administration  by  §§  0.100  and  0.104  of 
Subpart  R,  the  Appendix  to  Subpart  R 
(Directive  73-1;  38  FR  18381,  amended 
by  Directive  73-2,  38  FR  34662)  is  hereby 
amended  by  revising  paragraph  (g)  of 
section  6  to  read  as  follows: 

Sec.  6.  Promulgation  of  regulations. 

•  •  *  •  * 

(g)  The  following  sections  of  Part 
1308:  S§  1308.21  and  1308.22  relating  to 
excluded  nonnarcotic  substances; 
SS  1308.23  and  1308.24  relating  to  exempt 
chemical  preparations;  and  SS  1308.31 
and  1308.32  relating  to  excepted  stimu¬ 
lant  or  depressant  compounds,  except 
that  any  final  order  following  a  con¬ 
tested  proposed  rulemaking  shall  be 
made  by  the  Administrator. 

Dated:  January  28, 1974. 

John  R.  Bartels,  Jr., 

Administrator, 

Drug  Enforcement  Administration. 

[FR  Doc.74-2665  Filed  1-31-74:8:45  am] 


[Directive  74-1] 

PART  0— ORGANIZATION  OF  THE 
DEPARTMENT  OF  JUSTICE 

Subpart  R — Drug  Enforcement 
Administration 

Appendix  to  Subpart  R — Redelegation 
of  Functions 

Under  the  authority  delegated  to  the 
Administrator  of  the  Drug  Enforcement 
Administration  by  SS  0.100  and  0.104  of 
Subpart  R,  I  hereby  make  the  following 
change  in  Directive  73-1, 38  FR  18381. 

Paragraph  (c)  of  section  3  is  amended 
by  deleting  the  words  “Regional  Admin¬ 
istrator”  and  substituting  the  words 
“Regional  Director”. 

Section  3  is  amended  by  adding  a  new 
paragraph  (d)  as  follows:  “(d)  All  spe¬ 
cial  agents  in  charge  of  offices  are  author¬ 
ized  to  sign  and  issue  subpoenas  under 
21  U.S.C.  875  and  876  in  regard  to  mat¬ 
ters  within  their  respective  jurisdic¬ 
tions.” 

Dated:  January  28, 1974. 

John  R.  Bartels,  Jr., 

Administrator, 

Drug  Enforcement  Administration. 

[FR  Doc.74-2664  Filed  l-31-74;8:45  am] 


Title  29 — Labor 

CHAPTER  I— NATIONAL  LABOR 
RELATIONS  BOARD 

PART  102— RULES  AND  REGULATIONS, 
SERIES  8 

Dismissal  of  Petition 

By  virtue  of  the  authority  vested  in 
it  by  the  National  Labor  Relations  Act, 
approved  July  5,  1935,1  the  National 
Labor  Relations  Board  hereby  issues  the 
following  further  amendment  to  its  rules 
and  regulations.  Series  8,  as  amended, 
which  it  finds  necessary  to  carry  out  the 
provisions  of  said  Act. 

Section  102.71  is  amended  to  read  as 
follows; 

§  102.71  Dismissal  of  petition;  refusal 
to  proceed  with  petition ;  requests  for 
review  by  Board  of  action  of  the  re¬ 
gional  director. 

(a)  If,  after  a  petition  has  been  filed 
and  at  any  time  prior  to  the  close  of 
hearing,  it  shall  appear  to  the  regional 
director  that  no  further  proceedings  are 
warranted,  the  regional  director  may  dis¬ 
miss  the  petition  by  administrative  ac¬ 
tion  and  shall  so  advise  the  petitioner  in 
writing,  setting  forth  a  simple  statement 
of  the  procedural  or  other  grounds  for 
the  dismissal,  with  copies  to  the  other 
parties  to  the  proceeding.  Any  party  may 
obtain  a  review  of  such  action  by  filing 
a  request  therefor  with  the  Board  in 
Washington,  D.C.,  in  accordance  with  the 
provisions  of  paragraph  (c)  of  this  sec¬ 
tion.  A  request  for  review  from  an  action 
of  a  regional  director  pursuant  to  this 
subsection  may  be  granted  only  upon  one 
or  more  of  the  following  grounds: 

(1)  That  a  substantial  question  of  law 
or  policy  is  raised  because  of  (1)  the  ab¬ 
sence  of,  or  (ii)  a  departure  from,  offi¬ 
cially  reported  Board  precedent. 

(2)  There  are  compelling  reasons  for 
reconsideration  of  an  important  Board 
rule  or  policy. 

(3)  The  regional  director’s  determina¬ 
tion  of  a  substantial  factual  issue  is 
clearly  erroneous  and  such  error  preju¬ 
dicially  affects  the  rights  of  a  party. 

(4)  The  regional  director’s  action  is, 
on  its  face,  arbitrary  or  capricious. 

(b)  Where  the  regional  director  dis¬ 
misses  a  petition  or  directs  that  the  pro¬ 
ceeding  on  the  petition  be  held  in  abey¬ 
ance,  and  such  action  is  taken  because  of 
the  pendency  of  concurrent  unresolved 
charges  of  unfair  labor  practices,  and 
the  regional  director,  upon  request,  has 
so  notified  the  parties  in  writing,  any 
party  may  obtain  a  review  of  the  regional 
director’s  action  by  filing  a  request  there¬ 
for  with  the  Board  in  Washington,  D.C., 
in  accordance  with  the  provisions  of 
paragraph  (c)  of  this  section.  A  review 
of  an  action  of  a  regional  director  pur¬ 
suant  to  this  subsection  may  be  granted 
only  upon  one  or  more  of  the  following 
grounds: 


1 49  Stat.  449;  29  U.S.C.  151-166,  as  amended 
by  act  of  June  23,  1947  (  61  Stat.  136:  29 
U.S.C.  Sup.  151-167),  act  of  October  22,  1951 
(65  Stat.  601;  29  U.S.C.  158,  159,  168),  and 
act  of  September  14,  1959  (73  Stat.  519;  29 
U.S.C.  141-168). 
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(1)  That  a  substantial  question  of  law 
or  policy  is  raised  because  of  (1)  the  ab¬ 
sence  of,  or  (ii)  a  departure  from,  offi¬ 
cially  reported  Board  precedent. 

(2)  There  are  compelling  reasons  for 
reconsideration  of  an  important  Board 
rule  or  policy. 

(3)  The  regional  director’s  action  is, 
on  its  face,  arbitrary  or  capricious. 

(c)  A  request  for  review  must  be  filed 
with  the  Board  in  Washington,  D.C.,  and 
a  copy  filed  with  the  regional  director 
and  copies  served  upon  all  the  other  par¬ 
ties  within  10  days  of  service  of  the  no¬ 
tice  of  dismissal  or  notification  that  the 
petition  is  to  be  held  in  abeyance.  The 
request  shall  be  submitted  in  eight  copies 
and  shall  contain  a  complete  statement 
setting  forth  facts  and  reasons  upon 
which  the  request  is  based.  Such  request 
shall  be  printed  or  otherwise  legibly 
duplicated:  Provided,  however.  That 
carbon  copies  of  typewritten  matter 
shall  not  be  filed  and  if  submitted  will 
not  be  accepted.  Requests  for  an  exten¬ 
sion  of  time  within  which  to  file  the 
request  for  review  shall  be  filed  with  the 
Board  in  Washington,  D.C.,  and  a  state¬ 
ment  of  service  shall  accompany  such 
request. 

This  amendment  shall  become  effective 
on  February  1, 1974. 

Dated,  Washington,  D.C.,  January  29, 
1974. 

By  direction  of  the  Board. 

John  C.  Truesdale, 
Executive  Secretary. 

[PR  Doc.74-2683  Filed  l-31-74;8:45  ami 


Title  39 — Postal  Service 
CHAPTER  I — U.S.  POSTAL  SERVICE 
SUBCHAPTER  F — PERSONNEL 
CONDUCT  OF  POSTAL  EMPLOYEES 
Correction 

The  document  adding  new  Part  447  of 
Chapter  I  of  title  39  of  the  Code  of  Fed¬ 
eral  Regulations,  published  in  the  Fed¬ 
eral  Register  on  January  16,  1974,  at 
39  FR  1989,  is  corrected  by  changing  the 
reference  in  §  447.81(c)  from  “Section 
442.735-41  (b)”  to  “§  447.31(b)”. 

Roger  P.  Craig, 
Deputy  General  Counsel. 
[FR  Doc.74-2698  Filed  1-31-74:8:45  am] 


Title  40 — Protection  of  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION  AGENCY 
SUBCHAPTER  C — AIR  PROGRAMS 

PART  52— APPROVAL  AND  PROMULGA¬ 
TION  OF  IMPLEMENTATION  PLANS 

Approval  of  Plan  Revision  for  State  of 
Maine 

On  May  31,  1972  (37  FR  10842),  pur¬ 
suant  to  section  110  of  the  Clean  Air  Act, 
the  Administrator  approved  a  plan  im¬ 
plementing  National  Ambient  Air  Quality 
Standards  for  the  State  of  Maine.  This 
publication  contains  the  Administrator’s 
approval  of  a  revision  to  that  plan. 

FEDERAL 


On  October  15,  1973,  in  a  letter  to  the 
Governors  of  fourteen  States,  the  Ad¬ 
ministrator  advised  that  the  responsible 
State  agencies  proceed  quickly  to  devise 
and  initiate  plans  to  prevent,  to  the 
greatest  degree  possible,  any  detrimental 
air  pollution  effects  that  might  result 
from  a  probable  low  sulfur  fuel  shortage 
during  the  coming  winter  months.  The 
Administrator  emphasized  the  need  for 
States  to  undertake  feasible  energy  con¬ 
servation  measures  either  prior  to  or  con¬ 
current  with  any  variance  requests  in 
order  to  minimize  the  need  for  variances. 
Among  the  other  measures  recommended 
was  the  formulation,  according  to  the 
anticipated  degree  of  shortage,  of  a  com¬ 
prehensive  variance  plan  for  sulfur  con¬ 
tent  in  fuel'  regulations.  Priorities  for 
granting  variances  would  be  established 
which  would  encourage  the  distribution 
(or  allocation)  of  available  low  sulfur 
fuel  to  areas  where  it  would  be  most 
needed  for  the  protection  of  public 
health.  The  Administrator  described  the 
procedures  governing  Governor’s  sub¬ 
missions  of  such  variances  to  the  En¬ 
vironmental  Protection  Agency  for  ap¬ 
proval  as  implementation  plan  revisions. 
Criteria  for  approval  would  be  as  fol¬ 
lows: 

1.  Compliance  with  EPA  procedural 
requirements. 

2.  A  demonstration  (a)  that  fuel  with 
a  sulfur  content  low  enough  to  enable 
compliance  with  the  applicable  regula¬ 
tion  is  in  fact  unavailable  to  the  source, 
(b)  that  the  variance  requires  the  use 
of  the  lowest  sulfur  content  fuel  that  is 
available,  and  (c)  that  the  time  period 
involved  reflects  the  reasonably  predicted 
period  of  shortage. 

3.  A  demonstration  that  low  sulfur  fuel 
that  might  have  been  available  to  the 
source  involved  (a)  no  longer  is  avail¬ 
able,  or  (b)  has  been  allocated  or  dis¬ 
tributed  to  other  sources  deserving 
higher  priority  either  because  of  air 
quality  considerations,  or  because  of  a 
Federally  imposed  allocation  plan. 

On  November  28,  1973,  the  Maine  De¬ 
partment  of  Environmental  Protection 
submitted  for  the  Administrator’s  ap¬ 
proval  a  revision  to  §  100.6  of  the 
approved  Air  Implementation  Plan  for 
the  State  of  Maine.  Section  100.6  re¬ 
quires  that  all  fuel  utilization  facilities 
in  the  Metropolitan  Portland  Air  Qual¬ 
ity  Control  Region  (AQCR)  use  fuel 
with  no  greater  sulfur  content  than  1.5 
percent.  The  revision  would  permit 
sources  in  that  area  to  use  fuel  with  a 
maximum  sulfur  content  of  2.5  percent 
for  a  period  extending  from  November  1, 
1973  to  April  30,  1974. 

After  a  careful  evaluation  of  the 
State’s  submittal,  the  Administrator  has 
determined  that  the  revision  is  in  ac¬ 
cordance  with  the  criteria  stated  above, 
and  is  therefore  in  accordance  with  the 
procedural  and  substantive  requirements 
of  40  CFR  Part  51.  Information  submit¬ 
ted  by  the  State,  corroborated  by  the 
Agency’s  own  information,  indicates  that 
fuel  allocatidh  and  redistribution  meas¬ 
ures  cannot  obviate  the  need  for  the  re¬ 
vision  requested,  either  in  the  degree  or 
in  the  time  allowed. 
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Accordingly,  a  revision  to  the  Maine 
Implementation  Plan  is  approved  sub¬ 
ject  to  the  following  conditions: 

1.  That  suppliers  be  required  to  dem¬ 
onstrate  a  need  to  utilize  the  variance 
based  either  on  inadequate  storage  ca¬ 
pacity  or  lack  of  adequate  conforming 
fuel  and  certify  in  writing  prior  to  utili¬ 
zation  to  the  State  of  Maine  and  EPA 
that  the  lowest  sulfur  content  fuel  oil 
available  is  being  supplied  and  will  con¬ 
tinue  to  be  supplied  and  that  all  efforts 
will  be  made  to  supply  conforming  fuel. 

2.  That  prior  to  April  30,  1974  sup¬ 
pliers  certify  to  the  Maine  Department 
of  Environmental  Protection  and  EPA 
Region  I  that  they  have  adequate  fa¬ 
cilities  to  store  sufficient  amounts  of  1.5 
percent  sulfur  fuel  to  meet  Metropoli¬ 
tan  Portland  customer  requirements 
either  at  their  Portland  storage  facility 
or  at  an  alternate  terminal  not  neces¬ 
sarily  within  the  State  or  that  prior  to 
April  30, 1974  suppliers  submit  final  plans 
for  installation  of  such  facilities  with  a 
time  schedule  including  final  date  for 
installation  no  later  than  November  1, 
1974. 

In  addition,  the  State  must  submit  to 
EPA  all  Information  required  by  the 
above  conditions  and  certify  that  all  such 
conditions  have  been  met. 

Since  variances  are  temporary  solu¬ 
tions  to  short  term  problems,  should  a 
source  in  the  Metropolitan  Portland 
AQCR  find  it  necessary  to  apply  for  a 
variance  beyond  the  expiration  date  of 
this  variance,  plans  and  a  schedule  for 
installation  of  control  equipment  to  meet 
Maine  emission  limitations  must  accom¬ 
pany  any  new  application  for  a  variance 
from  sulfur  content  requirements. 

The  State’s  submittal  is  available  for 
public  inspection  during  normal  business 
hours  at  the  following  addresses:  De¬ 
partment  of  Environmental  Protection, 
Bureau  of  Air  Quality  Control,  Vicker- 
ing-Hill  Building,  Chapel  Street,  Au¬ 
gusta,  Maine  04330,  and  EPA  Region  I 
Office  of  Public  Affairs,  Room  2203,  John 
F.  Kennedy  Federal  Building,  Boston, 
Massachusetts  02203.  In  addition,  EPA’s 
evaluation  of  the  State’s  submittal  is 
available  during  normal  business  hours 
at  the  EPA  address  listed  above. 

The  Agency  finds  that  good  cause 
exists  for  not  publishing  the  actions  as 
a  notice  of  proposed  rulemaking  and  for 
making  it  effective  immediately  upon 
publication  for  the  following  reasons: 

1.  The  emergency  nature  of  the  cur¬ 
rent  fuel  shortage  requires  that  the  af¬ 
fected  source  know  immediately  the  fuel 
restrictions  which  are  applicable  to  it  so 
that  it  may  make  arrangements  to  obtain 
the  appropriate  fuel. 

2.  The  implementation  plan  revision 
was  adopted  in  accordance  with  proce¬ 
dural  requirements  of  State  and  Federal 
laws,  which  provided  for  an  adequate 
public  hearing  and  comment,  and  fur¬ 
ther  participation  would  be  impractica¬ 
ble. 

Dated:  January  25,  1974. 

John  Quarles, 

Acting  Administrator, 
Environmental  Protection  Agency. 

[FR  Doc.74-2662  Filed  1-31-74:8:45  am] 
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PART  52— APPROVAL  AND  PROMULGA¬ 
TION  OF  STATE  IMPLEMENTATION 
PLANS 

Approval  of  Revisions 

On  May  31.  1972  (37  FR  10842),  and 
on  October  28,  1972  (37  FR  23085),  the 
Administrator  approved  South  Carolina’s 
plan  to  attain  and  maintain  the  national 
ambient  air  quality  standards.  Because 
the  State  failed  to  submit  all  the  neces¬ 
sary  compliance  schedules  by  the  re¬ 
quired  date,  EPA  proposed  on  June  20, 
1973  (38  FR  16171)  and  promulgated  on 
August  23,  1973  (38  FR  22736),  Federal 
categorical  compliance  schedules  for  the 
sources  located  within  the  State. 

To  resolve  its  compliance  schedule  de¬ 
ficiencies,  South  Carolina,  after  a  public 
hearing  held  on  July  16,  1973,  deleted 
entirely  from  its  implementation  plan  the 
existing  version  of  Regulation  No.  4A  of 
the  Air  Pollution  Control  Regulations  and 
Standards  and  replaced  it  with  a  new 
Regulation  No.  4A  which  contained  a 
schedule  regulation  requiring  achieve¬ 
ment  of  periodic  increments  of  progress. 
The  eight  source  categories  covered  by 
the  new  regulation  are  cotton  gins,  fuel 
burning  operations,  hot  mix  asphalt 
plants,  mining  and  quarrying  operations, 
incinerators,  primary  and  secondary 
metals  plants,  pulp  and  paper  manu¬ 
facturing  plants,  and  sulfuric  acid  manu¬ 
facturing  plants.  This  new  regulation 
was  submitted  to  EPA  as  a  proposed  plan 
revision  on  August  16, 1973. 

Also  on  August  16,  1973,  South  Caro¬ 
lina  submitted  to  EPA  the  following  pro¬ 
posed  plan  revisions:  (1)  Changes  of 
wording  that  update  and  clarify  Regula¬ 
tions  No.  1A  and  2A  and  Standard  No.  4A 
by  means  of  minor  substitutions,  dele¬ 
tions,  and  additions;  (2)  the  addition  of 
a  new  Regulation  No.  5A  dealing  with 
hazardous  conditions  and  requiring  the 
owners  or  operators  of  any  source  to  take 
necessary  steps  to  protect  human  health 
and  welfare  and  to  make  proper  notifica¬ 
tion  when  hazardous  materials  have  been 
released;  and  (3)  the  addition  of  a  re¬ 
quirement  in  Regulation  No.  1A,  Section 
n,  that  an  operating  permit  be  obtained 
in  addition  to  construction  permits 
w'hich  were  previously  required. 

The  proposed  revisions  were  announced 
in  the  Federal  Register  of  October  26, 
1973  (38  FR  29609).  Copies  of  the  pro¬ 
posed  revisions  were  made  available  for 
public  inspection  at  the  EPA  Region  TV 
office  in  Atlanta,  Georgia  as  well  as  at 
the  office  of  the  South  Carolina  Depart¬ 
ment  of  Health  and  Environmental  Con¬ 
trol  in  Columbia,  South  Carolina.  Writ¬ 
ten  comments  were  solicited  from  the 
public,  and  four  replies  were  received,  all 
favoring  the  approval  of  the  proposed 
revisions. 

After  careful  evaluation  of  all  of  the 
proposed  plan  revisions  submitted  by 
the  State  on  August  16,  1973,  and  of  the 


public  comments  received  on  them,  the 
Administrator  has  determined  that 
the  proposed  revisions  are  consistent 
with  the  attainment  of  national  ambient 
air  quality  standards  in  South  Carolina. 
Accordingly,  all  the  revisions  submitted 
by  the  State  on  August  16,  1973,  are 
hereby  approved  as  part  of  the  South 
Carolina  State  Implementation  Plan. 
Concurrently,  the  Federal  categorical 
compliance  schedules  as  promulgated  on 
August  23, 1973,  are  hereby  revoked. 

These  actions  are  effective  on  Febru¬ 
ary  1,  1974.  The  Agency  finds  that  good 
cause  exists  for  not  deferring  the  date  of 
approval  since: 

(1)  The  periodic  increments  contained 
in  new  Regulation  4A  impose  no  greater 
burden  on  sources  subject  to  this  regula¬ 
tion  than  is  presently  the  case  under 
§  52.2123 — the  Federal  compliance  sched¬ 
ule  regulation  which  is  being  revoked 
by  this  promulgation. 

(2)  Immediate  effectiveness  of  the 
hazardous  conditions  provisions  of  Regu¬ 
lation  5A  which  augment  South  Caro¬ 
lina’s  already  approved  emergency  epi¬ 
sode  regulations  is  deemed  to  be  in  the 
public  interest. 

(3)  The  operating  permit  provision 
which  is  being  added  to  Regulation  1A 
has  been  in  effect  in  the  State  of  South 
Carolina  since  August  1973.  As  such,  no 
source  subject  to  this  provision  will  be 
prejudiced  by  EPA’s  approval  being  made 
immediately  effective. 

(4)  The  other  changes  to  Regulation 
1A  and  those  changes  made  to  Regula¬ 
tion  2A  and  Standard  Regulation  4A  are 
either  interpretative  in  nature  or  are  so 
minor  as  to  preclude  the  need  for  de¬ 
ferral. 

(42U.S.C.  1857C-5) 

Dated:  January  25, 1974. 

John  Quarles, 
Acting  Administrator. 

Part  52  of  Chapter  I,  Title  40,  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows: 

Subpart  PP — South  Carolina 

1.  Section  52.2120  is  amended  by  re¬ 
vising  paragraph  (c)  to  read  as  follows: 

§52.2120  Identification  of  plan. 
***** 

(c)  Supplemental  information  was 
submitted  on: 

(1)  May  4,  1972,  by  the  South  Caro¬ 
lina  Pollution  Control  Authority, 

(2)  July  21  and  August  23, 1972, 

(3)  February  16, 1973,  and 

(4)  August  16,  1973,  by  the  South 
Carolina  Department  of  Health  and  En¬ 
vironmental  Control. 

2.  In  §  52.2123,  paragraphs  (a)  and  (cj 
are  revoked  and  paragraph  (a)  is  re¬ 
served  as  follows: 

§  52.2123  Compliance  schedules. 

(a)  [Reserved] 

[FR  Doc.74-2659  Filed  1-31-74:8:45  am] 


Title  49 — Transportation 

SUBTITLE  A— OFFICE  OF  THE  SECRETARY 
OF  TRANSPORTATION 

[OST  Docket  No.  1,  Amdt.  1-84] 

PART  1— ORGANIZATION  AND  DELEGA¬ 
TION  OF  POWERS  AND  DUTIES 

Commandant  of  the  Coast  Guard; 
Delegation  of  Functions 

By  Executive  Order  11735,  hereinafter 
referred  to  as  “the  Order”,  published  in 
the  Federal  Register  of  August  7,  1973 
(38  FR  21243),  the  President  assigned 
to  various  Federal  agencies  functions 
vested  in  him  by  section  311  of  the  Fed¬ 
eral  Water  Pollution  Control  Act,  as 
amended  by  the  Federal  Water  Pollu¬ 
tion  Control  Act  Amendments  of  1972 
(June  30.  1948,  C.  758,  311,  as  added 
October  18,  1972,  Pub.  L.  92-500,  2,  86 
Stat.  862;  (33  U.S.C.  1321)),  hereinafter 
referred  to  as  “the  Act”.  The  purpose  of 
this  amendment  is  to  delegate  to  the 
Commandant  of  the  Coast  Guard  those 
functions  of  the  President  assigned  to 
the  Secretary  of  Transportation  by  the 
Order  and  those  functions  vested  in  the 
Secretary  by  the  Act. 

To  the  Commandant  of  the  Coast 
Guard  are  delegated  those  functions  as¬ 
signed  to  the  Secretary  by  the  following 
provisions  of  the  Order: 

1.  By  section  2(1) ,  the  authority  of  the 
President  under  subsection  (e)  of  section 
311  of  the  Act,  relating  to  determinations 
of  imminent  and  substantial  threat  be¬ 
cause  of  actual  or  threatened  discharges 
of  oil  or  hazardous  substances  from 
transportation-related  onshore  and  off¬ 
shore  facilities,  and  relating  to  securing 
relief  necessary  to  abate  such  actual  or 
threatened  discharges  through  court  ac¬ 
tion. 

2.  By  section  2(2),  the  authority  of 
the  President  under  subsection  ( j)  ( 1 ) 
(C)  of  section  311  of  the  Act,  relating 
to  the  establishment  of  procedures, 
methods,  and  equipment  and  other  re¬ 
quirements  for  equipment  to  prevent  dis¬ 
charges  of  oil  and  hazardous  substances 
from  vessels  and  transportation-related 
onshore  and  offshore  facilities  and  to 
contain  such  discharges. 

3.  By  section  2(3) ,  the  authority  of  the 
President  under  subsection  (j)  (1)  (D)  of 
section  311  of  the  Act,  relating  to  the 
inspection  of  vessels  carrying  cargoes  of 
oil  and  hazardous  substances  and  the 
inspection  of  such  cargoes. 

4.  By  section  2(4),  the  authority  to 
administer  the  revolving  fund  estab¬ 
lished  pursuant  to  subsection  (k)  of  sec¬ 
tion  311  of  the  Act. 

5.  By  section  2(5),  the  authority 
under  subsection  (m)  of  section  311  of 
the  Act,  relating  to  the  boarding  and  in¬ 
spection  of  vessels,  and  the  arrest  of  per¬ 
sons  violating  section  311,  and  the  execu¬ 
tion  of  warrants  or  other  process  pur¬ 
suant  to  that  section. 

6.  By  section  5(a) ,  the  authority  under 
subsection  (c)(1)  of  section  311  of  the 
Act,  relating  to  the  removal  of  oil  and 
hazardous  substances  discharged  into  or 
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upon  the  navigable  waters  of  the  United 
States,  adjoining  shorelines,  or  into  or 
upon  the  waters  of  the  contiguous  zone, 
to  be  exercised  in  accordance  with  the 
National  Contingency  Plan  for  the  re¬ 
moval  of  oil  and  hazardous  substance 
discharges  (38  FR  21887) ,  as  now  or  here¬ 
after  amended,  prepared  by  the  Council 
on  Environmental  Quality  pursuant  to 
subsection  (c)  (2)  of  section  311  of  the 
Act. 

7.  By  section  5<b),  in  and  for  the 
waters  and  areas  for  which  the  Coast 
Guard  has  responsibility  for  providing  or 
furnishing  on-scene  coordinators  under 
the  National  Contingency  Plan — 

(1)  The  authority  under  subsection 

(c) (2)(C)  of  section  311  of  the  Act, 
relating  to  the  determination  of  major 
ports  for  establishment  of  emergency 
task  forces; 

(2)  The  authority  under  subsection 

(d)  of  section  311  of  the  Act,  relating 
to  the  coordination  and  direction  of  the 
removal  or  elimination  of  threats  of 
pollution  hazards  from  discharges,  or  im¬ 
minent  discharges,  of  oil  or  hazardous 
substances,  and  the  removal  and  destruc¬ 
tion  of  vessels; 

(3)  The  authority  of  the  President 
under  subsection  (j)  (1)  (A)  of  section  311 
of  the  Act,  relating  to  the  establishment 
of  methods  and  procedures  for  the  re¬ 
moval  of  discharged  oil  and  hazardous 
substances;  and 

(4)  The  authority  of  the  President 
under  subsection  (j)  (1)  (B)  of  section 
311  of  the  Act,  relating  to  the  establish¬ 
ment  of  criteria  for  the  development  and 
implementation  of  local  and  regional  oil 
and  hazardous  substance  removal  con¬ 
tingency  plans. 

8.  By  section  5(c) ,  the  authority  of  the 
President  under  subsection  (j)  (2)  of  sec¬ 
tion  311  of  the  Act  with  respect  to  as¬ 
sessing  and  compromising  civil  penalties 
in  connection  with  enforcement  of  the 
regulations  issued  by  the  Coast  Guard 
pursuant  to  the  Order.  K 

9.  By  section  6,  the  responsibility  to 
exercise  the  functions  assigned  to  the 
Secretary  by  the  Order  subject  to  con¬ 
sultation  with  the  Secretaries  of  depart¬ 
ments  and  the  heads  of  agencies  with 
operating  or  regulatory  responsibilities 
which  may  be  significantly  affected. 

To  the  Commandant  of  the  Coast 
Guard  are  delegated  those  functions 
vested  in  the  Secretary  by  the  following 
provisions  of  the  Act; 

1.  By  subsection  (i)  of  section  104  of 
the  Act,  relating  to  cooperating  with  the 
Admin1  strator  of  the  Environmental 
Protection  Agency  on  oil  and  hazardous 
substance  pollution  control  studies. 

2.  By  subsection  (j)  of  section  104  of 
the  Act,  relating  to  solid  waste  disposal 
equipment  for  vessels. 

3.  By  subsection  (b)  (6)  of  section  311 
of  the  Act,  the  authority  to  assess  and 
compromise  civil  penalties  against  own¬ 
ers  and  operators  of  vessels,  onshore 
facilities,  or  offshore  facilities  from 
which  oil  or  hazardous  substances  have 
been  discharged  in  violation  of  subsec¬ 
tion  (b)  (3)  of  section  311(b)  of  the  Act, 
and  the  authority  to  request  the  Secre¬ 


tary  of  the  Treasury  to  withhold  the 
clearance  required  by  section  4197  of  the 
Revised  Statutes  of  the  United  States, 
as  amended  (46  U.S.C.  91),  of  any  vessel 
the  owner  or  operator  of  which  is  subject 
to  such  a  penalty,  and  the  authority  to 
determine  in  such  case  whether  a  bond 
or  other  surety  filed  is  satisfactory  so 
that  the  clearance  so  withheld  may  be 
granted. 

4.  By  subsection  (p)  (6)  of  section  311 
of  the  Act,  the  authority  to  deny  entry 
to  any  port  or  place  in  the  United  States 
to,  and  detain  at  the  port  or  place  in 
the  United  States  from  which  it  is  about 
to  depart  for  any  other  port  or  place  in 
the  United  States,  any  vessel  subject  to 
subsection  (p)  of  section  311  of  the  Act, 
which  upon  request  does  not  produce 
evidence  furnished  by  the  President  (the 
Federal  Maritime  Commission  pursuant 
to  section  3  of  the  Order)  that  the  finan¬ 
cial  responsibility  provisions  of  subsec¬ 
tion  (p)  (1)  of  section  311  of  the  Act  have 
been  complied  with. 

5.  By  section  312  of  the  Act,  relating 
to  marine  sanitation  devices. 

6.  By  subsection  (b)  (6)  of  section  402 
of  the  Act,  relating  to  consulting  with 
the  Secretary  of  the  Army  concerning 
substantial  impairment  of  anchorage  or 
navigation  of  any  navigable  waters  af¬ 
fected  by  State  discharge  permit  pro¬ 
grams  established  under  subsection  (b) 
of  section  402  of  the  Act. 

In  carrying  out  the  functions  dele¬ 
gated  to  him  by  this  amendment,  the 
Commandant  of  the  Coast  Guard,  by 
internal  Departmental  Order,  is  required 
to: 

1.  Consult  with  the  Administrator  of 
the  Federal  Highway  Administration 
prior  to  making  determinations  of  im¬ 
minent  and  substantial  threat  because 
of  actual  or  threatened  discharges  of  oil 
or  hazardous  substances  from  motor  ve¬ 
hicles  pursuant  to  subsection  (e)  of  sec¬ 
tion  311  of  the  Act  and  prior  to  estab¬ 
lishing  procedures,  methods,  and 
equipment  and  other  requirements  for 
equipment  to  prevent  discharges  of  oil 
and  hazardous  substances  from  motor 
vehicles  pursuant  to  subsection  (j) 

( 1 )  (C)  of  section  311  of  the  Act. 

2.  Consult  with  the  Administrator  of 
the  Federal  Railroad  Administration 
prior  to  making  determinations  of  immi¬ 
nent  and  substantial  threat  because  of 
actual  or  threatened  discharges  of  oil  or 
hazardous  substances  from  rolling  stock 
pursuant  to  subsection  (e)  of  section  311 
of  the  Act  and  prior  to  establishing  pro¬ 
cedures,  methods,  and  equipment  and 
other  requirements  for  equipment  to  pre¬ 
vent  discharges  of  oil  and  hazardous  sub¬ 
stances  from  rolling  stock  pursuant  to 
subsection  (j)  (1)  <C)  of  section  311  of 
the  Act. 

3.  Consult  with  the  Assistant  Secre¬ 
tary  for  Environment,  Safety,  and  Con¬ 
sumer  Affairs  prior  to  making  determi¬ 
nations  of  imminent  and  substantial 
threat  because  of  actual  or  threatened 
discharges  of  oil  or  hazardous  substances 
from  pipeline  systems  pursuant  to  sub¬ 
section  (e)  of  section  311  of  the  Act 
and  prior  to  establishing  procedures. 


methods,  and  equipment  and  other  re¬ 
quirements  for  equipment  to  prevent  dis¬ 
charges  of  oil  and  hazardous  substances 
from  pipeline  systems  pursuant  to  sub¬ 
section  (j)  (1)  (C)  of  section  311  of  the 
Act. 

4.  Consult  with  the  Administrator  of 
the  Federal  Aviation  Administration 
prior  to  making  determinations  of  im¬ 
minent  and  substantial  threat  because 
of  actual  or  threatened  discharges  of  oil 
or  hazardous  substances  from  aircraft 
pursuant  to  subsection  (e)  of  section  311 
of  the  Act  and  prior  to  establishing  pro¬ 
cedures,  methods,  and  equipment  and 
other  requirements  for  equipment  to  pre¬ 
vent  discharges  of  oil  and  hazardous  sub¬ 
stances  from  aircraft  pursuant  to  sub¬ 
section  (j)  (1)  (C)  of  section  311  of  the 
Act. 

Since  this  amendment  relates  to  De¬ 
partmental  management,  procedures, 
and  practices,  notice  and  public  proce¬ 
dure  thereon  are  unnecessary  and  it  may 
be  made  effective  in  fewer  than  30  days 
after  publication  in  the  Federal 
Register. 

In  consideration  of  the  foregoing, 
paragraphs  (1)  and  (m)  of  §  1.46  of  Part 
1  of  Title  49  of  the  Code  of  Federal 
Regulations  are  revised  to  read  as 
follows: 

§  1.46  Delegations  to  the  Commandant 
of  the  Coast  Cuard. 

*  *  *  *  * 

(l)  Carry  out  the  functions  vested  in 
the  Secretary  by  sections  104 (i) ,  104<j), 
311(b)(6),  311(p)  (6) ,  312  and  402(b)(6) 
of  the  Federal  Water  Pollution  Control 
Act,  as  amended  by  the  Federal  Water 
Pollution  Control  Act  Amendments  of 
1972  (86  Stat.  862). 

(m)  Carry  out  the  functions  assigned 
to  the  Secretary  by  sections  2,  5  and  6 
of  Executive  Order  11735  (38  FR  21243), 
assigning  functions  under  the  Federal 
Water  Pollution  Control  Act,  as  amended 
(86  Stat.  862). 

*  *  »  *  * 

(Sec.  9(e),  Department  of  Transportation 
Act  (49  U.S.C.  1567(e) ) ) 

Effective  date.  This  amendment  is 
effective  January  17,  1974. 

Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  25,  1974. 

Claude  S.  Brinegar, 
Secretary  of  Transportation. 

|FR  Doc.74-2680  FUed  l-31-74;8:45  am] 


[OST  Docket  No.  32] 

PART  85— CARGO  SECURITY  ADVISORY 
STANDARDS 

Appendix — Internal  Accountability 
Procedures 

By  notice  published  in  the  Federal 
Register  of  August  30,  1973  (38  FR 
23419),  the  Department  of  Transporta¬ 
tion  proposed  the  issuance  of  its  third 
Cargo  Security  Advisory  Standard,  on 
Internal  Accountability  Procedures,  and 
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invited  public  comment  on  the  advisory 
standard.  Numerous  comments  were  re¬ 
ceived  and  the  advisory  standard  has 
been  changed  in  light  of  some  of  the 
comments. 

United  Air  Lines  (UAL)  suggests  sev¬ 
eral  changes  to  the  proposed  advisory 
standard  and  the  issuance  of  a  separate 
advisory  standard  for  air  cargo  opera¬ 
tions.  With  respect  to  the  latter  point, 
also  suggested  by  the  Airport  Security 
Council  (ASC) ,  the  Department  does  not 
feel  that  the  movement  of  cargo  by  air 
is  sufficiently  different  from  movement 
by  another  mode — at  least  as  it  involves 
matters  covered  by  this  advisory  stand¬ 
ard — to  warrant  separate  treatment  in 
its  own  advisory  standard.  As  stated  in 
the  notice  of  proposed  advisory  standard 
setting — 

It  is  recognized  that  there  are  differences 
In  methods,  nomenclature,  documents,  and 
procedures  among  the  various  modes  of 
transportation.  Fundamentally,  however,  the 
movement  of  freight  between  shipper  and 
consignee  involves  the  same  basic  elements. 
The  carrier  can  be  a  water,  rail,  air,  or  motor 
carrier  or  any  combination  thereof.  The 
transportation  unit  can  be  a  vessel,  railcar, 
aircraft,  or  truck  or  any  combination  thereof. 
Regardless,  freight  signed  for  on  pickup  Is 
ultimately  accounted  for  with  either  a  dear 
delivery  reoelpt  or  a  paid  claim.  Good  cargo 
accountab  lllty  and  control  reduce  theft  and 
pilferage,  shortages,  and  careless  handling 
and  provide  quicker  discovery  of  any  re¬ 
sponse  to  robbery  and  hijacking. 

A  summary  of  UAL’s  other  suggestions 
and  the  Department’s  responses  thereto 
follows: 

Section  *5-3.5  Definitions.  UAL  sug¬ 
gests  that  “high-value  cargo’’  be  defined. 
The  Department  agrees  and  has  incor¬ 
porated  in  the  advisory  standard  the  def¬ 
inition  of  “high-value  cargo”  which  ap¬ 
pears  in  the  second  Cargo  Security  Ad¬ 
visory  Standard,  “High-Value  Commodi¬ 
ty  Storage”.  A  definition  of  sensitive 
cargo  is  also  included. 

Section  85-323  Outbound  freight  pro¬ 
cedures:  Pickup.  UAL  does  not  agree  that 
more  valuable  cargo  should  be  specifical¬ 
ly  Identified  on  the  container.  The  ad¬ 
visory  standard  does  not  recommend  that 
containers  be  so  identified;  rather  It 
recommends  that  documents  for  high- 
value  cargo  be  designated,  as  by  a  stamp 
such  as  “Supervisor  sign”. 

Section  85-3.27  Return  freight.  UAL 
advises  that  return  air  cargo  Is  not 
stripped  of  documents  but  goes  directly 
into  the  reprocessing  cycle  and  implies 
that  it  would  be  impractical  to  separate 
a  document  from  return  cargo.  The  De¬ 
partment  feels  nonetheless  that  to  facili¬ 
tate  later  referral  in  cases  of  lost  or  mis¬ 
placed  freight  one  copy  of  appropriate 
documents  should  be  retained  in  the  car¬ 
rier’s  office  before  return  cargo  Is  recy¬ 
cled;  hence,  this  comment  has  not  been 
adopted. 

The  Air  Transport  Association  of 
America  (ATA)  suggests  with  respect  to 
§  85-3.13  General  that  when  secondhand 
containers  are  used  in  cargo  handling  all 
previous  markings  be  obliterated.  The 
Department  agrees  and  has  adopted  the 
comment. 


ATA,  UAL,  ASC,  and  the  Kennedy  Air¬ 
port  Airlines  Management  Council  all 
suggest  that  a  criterion  of  practicability 
be  incorporated  in  the  advisory  standard, 
for  example  “Where  practicable,  each 
time  cargo  is  handled  it  should  be 
counted,  the  count  recorded,  and  the 
handler  identified.”.  This  suggestion  has 
not  been  adopted  because  it  leaves  the 
determination  of  the  practicability  of 
counting  cargo  contingent  upon  the 
speed  of  the  air  cargo  operation.  Regard¬ 
less  of  speed  of  handling  all  cargo  should 
be  accounted  for  each  time  it  is  handled; 
otherwise  the  audit  trail  necessary  for 
cargo  accountability  will  be  seriously 
jeopardized. 

Section  85-3.13  General.  ASC  suggests 
that  the  recommendation  in  paragraph 
(g)  of  this  section  to  use  strapping  and 
banding  be  qualified  in  the  interest  of 
preventing  damage  to  cargo.  The  Depart¬ 
ment  has  not  adopted  this  suggestion 
because  paragraph  (g)  already  suggests 
the  use  of  shrink  wrapping  or  pilfer- 
proof  sealing  tape  as  alternatives  to  con¬ 
solidate  small  or  fragile  cargo. 

Section  85-3.71  General.  ASC  suggests 
that  in  paragraph  (f)  of  this  section 
“delivery  receipt”  be  substituted  for  "in¬ 
spection  report”.  This  suggestion  has 
been  adopted. 

On  behalf  of  the  stevedoring/marine 
terminal  Industry,  the  National  Associa¬ 
tion  of  Stevedores  (NAS)  has  submitted 
three  substantive  comments,  with  all  of 
which  the  Department  agrees  and  all  of 
which  have  been  incorporated  in  the  ad¬ 
visory  standard. 

Section  85-3.55  Marine  cargo.  With  re¬ 
gard  to  paragraph  (a)  of  this  section 
NAS  suggests  that  a  freight  release  given 
by  a  marine  carrier  to  a  terminal  opera¬ 
tor  is  not  sufficiently  reliable  evidence  of 
the  cargo  count.  The  Department  agrees 
and  has  changed  the  paragraph  by  sub¬ 
stituting  “tally  count  and  OS&D  reports” 
for  “freight  release”. 

In  paragraph  (b)  NAS  suggests  that 
“dock  receipt"  is  more  appropriate  than 
“delivery  receipt”. 

Section  85-3J>7  Interchange:  Truck 
and  rail  or  vessel  and  rail.  NAS  suggests 
that  the  second  sentence  be  revised  and 
it  has  been  to  read:  "Accountability  is 
generally  assumed  by  the  party  responsi¬ 
ble  for  the  loading,  counting,  and  sealing 
per  tariffs  duly  filed  with  the  Federal 
Maritime  Commission  or  the  Interstate 
Commerce  Commission.” 

The  Atomic  Energy  Commission  makes 
several  specific,  constructive  comments 
in  addition  to  a  general  comment  com¬ 
mending  the  Department  for  its  efforts 
In  the  area  of  cargo  theft  and  pilferage 
prevention. 

Section  85-3.3  General.  AEC  questions 
use  of  the  term  “maximum  security 
area”  because  it  is  not  defined  in  the  ad¬ 
visory  standard  and  it  implies  that  there 
are  other  areas  with  different  degrees  of 
security.  It  further  suggests  that  the  pro¬ 
visions  of  paragraph  (a)  of  this  section 
recommending  conditions  on  access  to 
maximum  security  areas  are  redundant. 
The  Department  believes  that  the  term 
“maximum  security  area”  is  sufficiently 


qualified  in  context  as  to  leave  in  the 
reader’s  mind  little  doubt  of  its  meaning. 
AEC’s  other  comment,  on  the  redun¬ 
dancy  of  language,  is  well  taken  and 
has  been  incorporated  in  the  advisory 
standard. 

Section  85-3.5  Definitions.  AEC  sug¬ 
gests  a  redefinition  of  “freight  bill”  with 
which  the  Department  agrees  and  which 
has  been  incorporated  in  the  advisory 
standard.  The  Department  does  not 
agree,  however,  with  the  comment  that 
“manifest”  be  further  defined  when  used 
in  conjunction  with  other  terms  (for  ex¬ 
ample,  “line  haul  manifest”,  “city  mani¬ 
fest”,  and  “dock  manifest”)  because  it 
is  believed  that  these  other  terms  in  con¬ 
text  are  meaningful  and  unambiguous. 

AEC  also  finds  confusing  that  “con¬ 
tainers”  is  used  to  define  “transportation 
unit”  while  “shipping  container”  is  itself 
a  defined  term.  It  suggests  that  “pack¬ 
age”  be  substituted  for  “shipping  con¬ 
tainer”.  The  Department  has  inserted 
“intermodal”  before  “container”  in  the 
definition  of  “transportation  unit”  to 
mitigate  confusion.  AEC  also  recom¬ 
mends  the  addition  of  an  eighth  item  to 
the  definition  of  “waybill” — “(8)  charges 
prepaid  or  collect.”  This  comment  has 
been  adopted. 

Section  85-3.13  General.  AEC  sug¬ 
gests  Inclusion  in  the  advisory  standard 
of  the  following  caveat: 

Do  not  preprint  famous  trade  names  on 
Shipping  cartons  or  stencil  specific  Informa¬ 
tion  about  the  contents,  as  in  the  case  of  fire¬ 
arms,  shoes,  clothing  or  other  consumer  prod¬ 
ucts  easily  convertible  to  cash. 

The  Department  concurs  and  has 
added  a  modification  of  this  sentence  to 
this  section.  . 

Section  85-323  Outbound  freight 
procedures:  Pickup  (ordinary  method ). 
Since  it  is  not  contrasted  with  another 
method  and  is  meaningless  AEC  suggests 
that  “(ordinary  method)”  be  deleted 
from  the  catchline  of  this  section.  This 
has  been  done. 

Section  85-3.13  General.  The _ Na¬ 

tional  Industrial  Traffic  League  (NTTL) , 
Department  of  Defense,  and  AEC  do  not 
see  the  necessity  of  Identifying  contain¬ 
ers  at  several  different  locations  nor  the 
practicality  of  enclosing  a  packing  list 
in  the  shipping  container.  It  was  further 
suggested  that  all  shipping  documents  be 
retained  for  three  years. 

A  substantial  portion  of  freight  is  mis- 
routed  and  subsequently  lost  due  to  il¬ 
legible  and  inadequate  delivery  and  han¬ 
dling  instructions  on  the  shipping  con¬ 
tainer.  The  Department  will  amend  this 
provision  to  require  such  markings  only 
on  one  end,  side,  and  top.  The  standard 
only  refers  to  the  inclusion  of  a  packing 
list  in  each  container  when  practical. 
Certainly,  there  is  no  requirement  that  a 
container  be  opened  so  that  a  packing 
list  can  be  placed  therein.  Finally,  the 
Department  does  not  see  the  usefulness 
of  retaining  all  cargo  documents  for 
three  years.  Since  other  commentators 
have  also  pointed  out  that  the  delivery 
receipts  and  bills  of  lading  are  two  key 
cargo  documents  and  should  be  retained 
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for  three  years,  the  standard  will  be 
modified  to  reflect  this  suggestion. 

Section  85-3.71  General.  NITL  and 
AEC  make  several  comments  pertaining 
to  this  section.  NITL  suggests  that  para¬ 
graph  (a)  be  reworded  to  the  extent  that 
if  the  condition  of  the  shipping  container 
indicates  the  possibility  of  loss  or 
damage,  it  should  be  monitored  in  the 
presence  of  the  carrier’s  employee.  The 
Department  does  not  concur  with  the 
comment  and  feels  that  the  existing 
wording  in  the  paragraph  is  sufficient. 

Both  NITL  and  AEC  suggest  that  para¬ 
graph  (b)  be  changed  to  make  the  weigh¬ 
ing  of  containers  contingent  upon  prac¬ 
ticality.  The  Department  disagrees  with 
this  suggestion  because  it  is  felt  this  Is 
one  method  of  cargo  accountability  that 
is  both  practical  and  expedient.  It  is  a 
way  to  spot  cargo  pilferage  when  inspec¬ 
tion  of  the  shipping  containers  bears  no 
evidence  of  tampering. 

NITL  and  AEC  suggest  that  paragraph 
(c)  be  reworded  to  reflect  that  excep¬ 
tions  and  condition  of  cargo  be  noted  on 
the  carrier’s  receipt.  The  Department 
does  not  concur  with  the  comment  and 
feels  that  the  existing  wording  of  the 
paragraph  is  sufficient. 

AEC  suggested  that  paragraph  (e)  be 
reworded  for  clarity  and  has  offered  a 
modification  for  inclusion.  The  Depart¬ 
ment  agrees  and  will  Include  the  AEC 
suggestion  in  the  final  draft  of  the  ad¬ 
visory  standard. 

Section  85-3.3  General.  The  Associa¬ 
tion  of  American  Railroads  and  UAL  sug¬ 
gest  that  not  all  areas  where  air  cargo 
documents  are  processed  be  treated  as 
maximum  security  areas  and  that  per¬ 
haps  such  treatment  should  be  limited 
to  the  dock  terminal  and  office  areas. 
Also,  they  comment  that  existing  proce¬ 
dures  provide  adequate  control  in  these 
areas. 

The  Department  is  not  adopting  this 
suggestion  because  the  purpose  of  this 
section  is  to  emphasize  the  necessity  of 
protecting  the  integrity  of  cargo  docu¬ 
ments  and  the  areas  in  which  they  are 
stored  or  processed.  Any  attempt  by  the 
Department  to  define  these  areas  might 
be  construed  by  industry  to  mean  that 
the  Department  was  attempting  to  place 
limitations  on  the  areas  in  which  cargo 
documents  could  be  stored  or  processed. 

In  consideration  of  the  foregoing,  the 
Appendix  to  Part  85  of  Title  49  of  the 
Code  of  Federal  Regulations  is  amended 
by  adding  a  new  Part  85-3,  to  read  as 
follows: 

Appendix — Cargo  Security 
Advisory  Standards 

PART  85-3 — INTERNAL  ACCOUNTABILITY 
PROCEDURES 

Subpart  A — General 

Sec. 

85-3.1  Purpose. 

85-3.3  General. 

85-3.5  Definitions. 

Subpart  B — Shipper’s  Cargo  Accountability 
and  Procedures 

85-3.11  Purpose. 

85-3.13  General. 


Subpart  C — Carrier  Cargo  Accountability 
and  Procedures 

Sec. 

85-3.21  Equipment  controls. 

85-3.23  Outbound  freight  procedures:  Pick¬ 
up. 

85-3.25  Outbound  freight  procedures:  Strip¬ 
ping  and  loading. 

85-3.27  Return  freight. 

85-3.29  Inbound  freight  procedures:  Strip¬ 
ping  and  loading. 

85-3.31  Inbound  freight  procedures:  Deliv¬ 
ery. 

Subpart  D — Exceptions 

85-3.41  LTL  freight. 

85-3.43  Dockman  responsibilities. 

85-3.45  Driver  responsibility. 

85-3.47  Supervisor  responsibility. 

Subpart  E — Interchange 

85-3.51  General. 

85-3.53  Air  cargo. 

85-3.55  Marine  cargo. 

85-3.67  Interchange:  truck  and  rail  or  ves¬ 
sel  and  rail. 

Subpart  F — Containers,  Palletizing, 
and  Utilizing 

85-3.61  Intermodal  containers. 

85-3.63  Air  cargo  containers. 

Subpart  G — Consignee  Cargo  Accountability 
and  Procedures 

85-3.71  General. 

Subpart  H — “In  Bond”  Cargo 
85-3.81  General. 

Authority:  Sec.  9(e)(1),  80  Stat.  944  (49 
U3.C.  1657(e)(1));  49  CFR  85.3. 

Subpart  A — General 

Section  85-3.1  Purpose,  (a)  The  purpose 
of  this  part  is  to  set  forth  minimum  proce¬ 
dures  and  guidelines  that  should  be  observed 
in  order  to  account  for  each  step  in  the  cargo 
movement  process  and  to  fix  responsibility 
when  exceptions  occur. 

(b)  The  provisions  herein  are  general  and 
each  may  not  apply  to  every  transportation 
mode. 

Sec.  85-3.3  General,  (a)  All  areas  in  which 
documents  necessary  for  the  proper  move¬ 
ment  or  accountability  of  cargo  are  processed 
or  handled  should  be  treated  as  maximum 
security  areas.  Specifically,  personnel  should 
be  restricted  from — 

(1)  Congregating  in  or  using  for  breaks, 
and 

(2)  Entering  unless  authorized — 

these  areas,  and  bills  of  lading  and  other 
documents  should  not  be  left  unattended  in 
these  areas. 

(b)  Personnel  preparing  or  processing  the 
flow  of  documents  and  those  having  access 
to  documents  in  any  way  should  be  Included 
In  the  chain  of  accountability  of  those  doc¬ 
uments.  Generally,  such  documents  should 
be  retained  for  at  least  one  year;  bills  of 
lading  should  be  retained  for  three  years. 

Sec.  85-3.5  Definitions.  As  used  in  this 
part — 

"Airbill”  means  the  shipping  document 
used  for  both  the  air  and  motor  portions  of 
a  freight  movement. 

“Bill  of  lading”  means  the  document  by 
which  a  carrier  acknowledges  receipt  of 
freight  and  contracts  for  its  carriage. 

"Carrier”  means  a  common  or  contract  car¬ 
rier,  but  does  not  mean  a  private  carrier. 

“Dock  receipt”  means  the  receipt  given  for 
a  shipment  received  or  delivered  at  a  pier  or 
dock  covering  cargo  for  export. 

"Freight  bill”  means  the  carrier  invoice  for 
charges  rendered  to  the  consignee,  the  con¬ 
signor,  or  a  third  party,  according  to  the 


terms  of  the  bill  of  lading,  and  showing — 

(1)  Consignor  and  origin; 

(2)  Consignee  and  destination; 

(3)  Route; 

(4)  Transportation  unit  number; 

(5)  Description  of  shipment; 

(6)  Weight,  rate,  and  charges;  and 

(7)  Charges  prepaid,  collect,  or  billed  to  a 
third  party. 

“High-value  cargo”  means  cargo  handled 
at  a  facility,  which  cargo,  because  of  Its 
monetary  value,  utility,  desirability,  or  his¬ 
tory  of  frequent  theft,  requires  greater  pro¬ 
tection  than  other  commodities  normally 
handled  at  the  facility. 

“Manifest”  means  the  document  describ¬ 
ing  a  vessel’s  cargo  or  the  contents  of  a 
truck. 

“Sensitive  cargo”  means  cargo  handled  at  a 
facility,  which  cargo,  because  of  its  strategic 
value,  constitutes  a  significant  national  se¬ 
curity  risk  requiring  greater  protection  than 
other  commodities  normally  handled  at  the 
facility. 

"Shipper  Load  and  Count”  means  that  the 
contents  of  the  transportation  unit  were 
loaded  and  counted  by  the  shipper  and  not 
verified  by  the  carrier. 

“Shipping  container”  means  any  recepta¬ 
cle  used  for  shipping  a  product. 

“Transportation  unit”  means  a  trailer,  in¬ 
termodal  container,  truck,  vessel,  or  railcar. 

“Waybill”  means  the  document  prepared 
by  a  carrier  at  the  point  of  origin  of  a  ship¬ 
ment  and  forwarded  with  the  shipment,  or 
directly  by  mail,  to  the  agent  at  the  transfer 
point  or  waybill  destination,  and  showing — 

(1)  Point  of  origin; 

(2)  Destination; 

(3)  Route; 

(4)  Consignor; 

(5)  Consignee; 

(6)  Description  of  shipment; 

(7)  Amount  charged  for  carriage;  and 

(8)  Charges  prepaid  or  collect. 

Subpart  B — Shipper  Cargo  Accountability 
and  Procedures 

Sec.  85-3.11  Purpose.  The  purpose  of  this 
subpart  is  to  set  forth  minimum  procedures 
and  guidelines  to  assist  shippers  in  preparing 
cargo  for  shipment. 

Sec.  86-3.13  General.  Shippers  should — 

(a)  Number  all  shipping  containers  in  a 
shipment  and  record  such  numbers  on  the 
shipping  documents.  In  addition,  each  con¬ 
tainer  in  a  shipment  of  more  than  one  con¬ 
tainer  should  be  marked  thusly:  One  of  four, 
two  of  four,  etc. 

(b)  Place  clear  and  complete  delivery  and 
handling  Instructions  on  one  end,  one  side, 
and  the  top  of  each  shipping  container. 

(c)  In  marking  shipping  containers,  use 
indelible  inks  and  paints  and  water-resist¬ 
ant  labels  to  preclude  obliteration  or  loss 
of  marks,  shipping  instructions,  and  han¬ 
dling  symbols. 

(d)  Forward  all  shipping  documents 
promptly  to  minimize  delay  at  domestic  and 
International  transfer  points. 

(e)  Count  the  number  of  pieces  in  each 
shipment  and  retain  a  record  of  the  count 
and  condition  of  the  pieces  and  of  the  legible 
signature  and  employee  number  of  the  em¬ 
ployee  making  the  count. 

(f)  When  practical,  enclose  a  packing  list 
in  each  container  in  a  shipment  to  permit 
timely  and  complete  investigation  of  any 
pilferage  or  damage. 

(g)  Consolidate  small  or  non-uniform  con¬ 
tainers  into  single-load  units.  Unitize,  pal¬ 
letize,  and  use  intermodal  containers 
whenever  possible.  Pilfer-proof  sealing  tape, 
corrugated  fasteners,  shring  wrapping, 
strapping,  and  banding  reduce  theft  and 
pilferage. 

(h)  Require  carrier  personnel  to  verify 
their  identity  and  restrict  them  to  authorized 
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areas.  For  each  shipment,  record  the  names 
of  the  driver  and  carrier,  vehicle  number, 
name  of  consignee,  and  number  of  pieces 
and  total  weight  of  the  shipment. 

(i)  Before  releasing  a  shipment  to  a  car¬ 
rier  obtain  in  Ink  or  indelible  pencil  the  sig¬ 
nature  of  the  driver  verifying  receipt  of  the 
freight  listed  on  the  manifest. 

(J)  File  in  tamper-  and  theft-proof  reposi¬ 
tory  all  copies  of  bills  of  lading,  dock  re¬ 
ceipts,  airbills,  waybills,  manifests  and  other 
documents.  Generally,  documents  should  be 
kept  for  one  year;  bills  of  lading  should  be 
kept  for  three  years. 

(k)  Refrain  from  preprinting  well-known 
trade  names,  or  stenciling  Information  about 
contents,  on  shipping  cartons. 

(l)  If  secondhand  containers  are  used,  ob¬ 
literate  all  previous  markings. 

Subpart  C — Carrier  Cargo  Accountability 
and  Procedures 

Sec.  85-3.21  Equipment  controls.  At  facili¬ 
ties  at  which  cargo  is  handled,  there  should 
be  established  and  maintained  controls  on 
the  use  on  docks  and  platforms  of  all  han¬ 
dling  and  moving  equipment  such  as  hand¬ 
carts,  forklifts,  etc. 

Sec.  85-3.23  Outbound  freight  procedures: 
Pickup,  (a)(1)  When  a  pickup  call  is  re¬ 
ceived,  a  pickup  order  or  slip  for  the  pickup 
driver  should  be  prepared. 

(2)  The  pickup  order  should  Include  the 
date  and  time  of  call,  the  names  of  the 
shipper  and  the  oonslgnee,  the  number  of 
pieces  and  total  weight  of  the  shipment,  and 
the  name  of  the  driver. 

(b)  When  the  pickup  driver  arrives  at  the 
shipper's  facility,  he  should  note  the  condi¬ 
tion  of  the  shipment,  count  the  pieces 
therein,  and  compare  the  count  with  that 
shown  on  the  bill  of  lading.  He  should  then 
record  the  date,  the  number  of  pieces,  and 
his  truck  number  on  the  pickup  order  and 
the  bill  of  lading  and  sign  his  name  legibly 
in  ink  or  indelible  pencil. 

(c)  Upon  return  to  the  carrier's  terminal, 
the  pickup  driver  should  report  to  the  cash¬ 
ier  and  surrender  all  documents  and  receipts. 
At  this  time  all  documents  and  receipts 
should  be  checked  for  completeness  and 
accuracy, 

(d) (1)  The  cashier  should  forward  the 
bills  of  lading  and  pickup  orders  to  the  mani¬ 
fest  clerk  who  prepares  the  dock  manifest 
showing  the  names  of  the  driver,  the  ship¬ 
per,  and  the  consignee,  the  unit  number, 
date,  and  number  of  pieces  and  total  weight 
of  the  shipment.  A  copy  of  the  bill  of  lading 
should  be  forwarded  to  the  billing  office 
where  the  invoice  Is  prepared,  the  bill  of  lad¬ 
ing  is  retained,  and  the  line  haul  manifest 
is  prepared. 

(2)  Control  copies  of  all  bills  of  lading  and 
other  documents  used  at  the  terminal  should 
be  retained. 

(3)  Documents  for  high-value  cargo 
should  be  specially  designated,  as  by  a  stamp 
such  as  “Supervisor  sign".  Such  cargo  itself 
should  be  handled  in  accordance  with  Part 
85-2  of  this  Appendix,  “High-Value  Commod¬ 
ity  Storage”. 

Sec.  85-3.25  Outbound  freight  procedures: 
Stripping  and  loading,  (a)  At  the  carrier’s 
terminal,  a  separate  area  should  be  desig¬ 
nated  for  each  of  the  following  types  of 
cargo;  outbound.  Inbound,  hold-on-dock, 
order  notify,  and  OS&D  (over,  short  and 
damaged). 

(b)  Upon  receiving  a  dock  manifest,  a  su¬ 
pervisor  should  code  the  manifest  as  to  door 
and  unit  number  and  assign  a  dockman  to 
the  particular  manifest.  Bay  doors  and  equip¬ 
ment  should  be  clearly  and  properly  marked. 

(c)  The  dockman  should  work  from  the 
dock  manifest.  He  should  strip  the  unit  and. 


if  freight  Is  docked,  note  Its  location  on  the 
bill  of  lading  and  forward  the  bill  to  the 
office.  Bills  of  lading  should  not  be  left  with 
docked  freight.  If  high-value  commodities 
are  docked,  they  should  be  placed  in  a  secu¬ 
rity  crib  pending  delivery  or  transfer  in  ac¬ 
cordance  with  Part  85-2  of  this  Appendix, 
“High-Value  Commodity  Storage”. 

(d)  If  freight  is  loaded  the  dockman 
should  note  on  the  manifest,  In  ink  or  indeli¬ 
ble  pencil,  the  number  of  the  outbound 
trailer,  dock  number,  number  of  pieces  and 
total  weight  of  the  shipment,  date,  origin 
number,  and  his  legible  signature,  and  re¬ 
turn  the  manifest  to  the  supervisor. 

(e)  Exceptions  should  be  brought  to  the 
attention  of  the  OS&D  clerk  and  the  super¬ 
visor  immediately.  Drivers  should  be  ques¬ 
tioned  about  exceptions  as  soon  as  practical. 
Any  trends  should  be  noted,  recorded,  and 
acted  upon. 

(f)  The  supervisor  should  compare  the 
manifest  with  the  typed  bills  of  lading,  re¬ 
cord  the  line  haul  unit  number  on  the  bills, 
and  sort  the  bills  by  destination  terminal  and 
line  haul  unit.  Matching  bills  with  freight 
maintains  the  audit  -rail  and  obviates  having 
bills  for  which  there  is  no  freight  and  freight 
for  which  there  are  no  bills. 

(g)  The  line  haul  unit  should  then  be 
closed  by  a  switcher  or  supervisor.  Whoever 
is  authorized  to  apply  seals  should  then  seal 
the  unit  and  record  on  the  seal  log,  in  ink 
or  indelible  pencil,  the  seal  serial  number  and 
his  legible  signature. 

(h)  The  outbound  manifest  and  typed 
bills  by  unit  should  be  put  together  and  seal 
serial  numbers  recorded  In  the  office  by  a 
supervisor. 

(1)  The  outbound  manifest  and  bills  of 
lading  should  be  given  to  the  line  haul  driver 
and  the  unit  and  seal  serial  numbers  should 
be  checked  at  the  gate  upon  departure.  Both 
verbally  and  in  writing,  the  driver  should  be 
given  instructions  regarding  handling  of  any 
high-value,  sensitive,  or  hazardous  cargo. 

Sec.  85-3.27  Return  freight,  (a)  Procedures 
should  be  established  requiring  that  all  re¬ 
turned  high-value  cargo  and  other  selected 
commodities  be  stripped  and  the  appropriate 
bills  of  lading  returned  to  the  office.  Common 
sense  should  dictate  the  handling  of  bulk 
cargo. 

(b)  Return  freight  and  Its  paperwork 
should  be  reinserted  into  the  cargo  handling 
process  as  soon  as  possible.  The  driver’s  legi¬ 
ble  signature,  the  location  of  the  return 
freight  on  the  dock,  and  the  reason  for  Its 
return  should  become  permanent  records  of 
the  carrier.  A  substantial  part  of  claims  paid 
is  attributable  to  improper  handling  of  re¬ 
turn  freight. 

Sec.  85-3.29  Inbound  freight  procedures: 
stripping  and  loading,  (a)  When  the  line 
haul  unit  arrives  at  the  destination  terminal, 
the  unit  number  and  seal  serial  number 
should  be  ohecked  at  the  gate  and  recorded. 
The  driver  should  take  the  inbound  mani¬ 
fest  and  bills  of  lading  to  the  office  where 
the  bills  should  be  routed  to  the  delivery 
unit  by  door  number.  One  control  copy  of 
the  manifest  and  of  each  bill  should  be  kept 
in  the  office. 

(b)  Only  authorized  personnel  should  re¬ 
move  a  seal  from  an  Inbound  trailer.  If  a 
hostler  has  to  break  and  remove  a  seal  on  a 
swing-door  trailer  before  spotting  it  at  the 
dock,  the  breaking  of  the  seal  should  be 
witnessed  from  the  dock  by  an  authorized 
person  who  should  check  the  serial  number 
on  the  seal  against  the  seal  serial  number 
entered  on  pertinent  documents,  in  accord¬ 
ance  with  Part  85-1  of  this  Appendix,  “Seal 
Accountability  and  Procedures”. 

(c)  The  Inbound  Supervisor  should  record 
on  the  line  haul  dispatch  sheet  the  date, 
arrival  time,  and  unit  number.  He  should 


also  check  the  number  of  bills  against  the 
manifest  and  record  the  date  and  unit  num¬ 
ber  on  each  bill. 

(d)  When  the  dockman  receives  the  bills 
he  should  begin  to  strip  and  load.  If  freight 
is  docked,  he  should  record  on  the  appro¬ 
priate  bill,  in  ink  or  Indelible  pencil,  the 
location  of  the  freight  on  the  dock,  his 
legible  signature,  and  dock  number.  If  high- 
value  commodities  are  docked,  they  should 
be  placed  in  a  security  crib  in  accordance 
with  the  provisions  of  Part  85-2  of  this  Ap¬ 
pendix,  “High-Value  Commodity  Storage”. 
If  the  freight  is  loaded,  the  dockman  should 
record  on  each  bill,  in  ink  or  indelible  pencil, 
the  unit  number  and  his  legible  signature 
before  returning  the  bills  to  the  supervisor. 

Sec.  85-3.31  Inbound  freight  procedures: 
Delivery,  (a)  The  supervisor  should  match 
the  bills  of  lading  signed  and  returned  by 
the  dockman  with  the  control  copies  and 
verify  the  signature  of  the  dockman.  He 
should  then  prepare  the  city  manifest  and 
put  it  into  the  unit  “pigeon  hole”,  pouch,  or 
file. 

(b)  The  assigned  driver  should  receive  the 
city  manifest  and  bills  from  dispatch.  He 
should  note  and  place  in  the  driver  pouch 
the  delivery  receipt,  consignee  memo,  driver 
work  card,  tally  sheet,  and  detention  slip. 

(c)  Upon  leaving  the  terminal,  the  driver 
should  be  checked  at  the  gate  for  seal  or 
lock,  as  appropriate.  Unit  number,  time,  and 
date  should  be  recorded. 

(d)  Upon  return  to  terminal,  the  city 
driver  should  turn  in  to  the  cashier  the 
receipts,  bills,  and  city  manifests. 

Subpart  D — Exceptions 

Sec.  85-3.41  LTL  freight.  LTL  (Less  Than 
Truck  Load)  freight  should  be  counted  and 
checked  for  visible  damage  at  each  step  of 
the  cargo  handling  process.  This  should  be¬ 
gin  at  pickup  where  the  carrier’s  liability 
attaches  with  the  driver's  signature.  This 
should  continue  as  the  freight  moves  through 
the  carrier’s  operation  and  should  terminate 
only  when  the  consignee  accepts  delivery 
with  a  clear  receipt. 

Sec.  86-3.43  Dockman  responsibilities.  The 
dockman  who  strips  the  pickup  unit,  the 
one  who  loads  the  line  haul  unit,  the  one 
who  unloads  the  line  haul  unit,  and  the 
one  who  loads  the  delivery  unit  each  should 
sign  for  the  count  and  apparent  physical 
condition  of  each  shipment  that  be  handles. 

Sec.  85-3.45  Driver  responsibility.  Drivers 
should  call  in  any  exceptions  immediately 
and  a  call-in  log  should  be  maintained. 

Sec.  85-3.47  Supervisor  responsibility.  Ex¬ 
ceptions  should  be  immediately  reported  to 
a  supervisor  who  should  attempt  to  resolve 
them  immediately.  Exceptions  which  should 
be  reported  to  supervisors  include  not  only 
those  of  count  and  damage  but  also  those  of 
Instances  of  bills  of  lading  for  which  there  is 
no  freight  and  freight  for  which  there  are  no 
bills. 

Subpart  E — Interchange 

Sec.  85-3.51  General.  A  substantial  part  of 
cargo  is  Interchanged  between  carriers,  often 
in  the  same  mode.  Cargo  moving  by  water  or 
air  often  must  be  handled  at  terminals  and/ 
or  over  piers,  where  cargo  moves  from  rail¬ 
road  or  truck  to  forwarder  or  stevedoring 
company  and  then  to  aircraft  or  vessel.  At  the 
terminus  of  the  movement,  the  process  is  re¬ 
versed.  These  transfer  points  are  the  most 
vulnerable  places  for  loss  of  cargo.  The  same 
type  of  accountability  procedures  apply 
equally  well  to  export,  import,  and  domestic 
cargo. 

Sk:.  85-3.53  Air  cargo,  (a)  Air  carriers 
should  count  the  number  of  shipping  con¬ 
tainers  and  their  condition  when  receiving 
or  delivering  cargo.  Cargo  going  from  ter- 
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minal  to  ramp  via  cart  should  be  counted 
as  it  enters  the  belly  of  the  aircraft.  At  desti¬ 
nation,  It  should  again  be  counted  as  it 
comes  out  of  the  aircraft  prior  to  arrival  at 
the  terminal. 

(b)  The  carrier  should  manifest  all  ship¬ 
ments  for  delivery  on  a  trucking  manifest. 
The  manifest  should  show — 

(1)  Names  of  drivers  and  the  motor  car¬ 
rier  and  truck  number. 

(2)  Name  of  air  carrier  employee  checking 
cargo  into  truck. 

(3)  Date  and  station  preparing  manifest. 

(4)  Names  of  shipper  and  consignee,  air 
bill  number,  number  of  pieces  and  total 
weight  of  shipment. 

(5)  Any  exceptions  and  name  of  agent  pre¬ 
paring  manifest. 

(6)  Legible  signature  of  the  truck  driver, 
in  ink  or  indelible  pencil,  verifying  receipt 
of  cargo  as  shown  on  manifest. 

Sec.  85—3.55  Marine  cargo,  (a)  Stevedor¬ 
ing  companies  or  terminal  operators  should 
keep  a  tally  of  cargo  as  it  is  off-loaded  from 
the  vessel  to  the  terminal  and  provide  tally 
and  OS&D  reports  to  the  water  carrier  or  his 
agent. 

(b)  Marine  checkers  should  be  assigned  to 
count  pieces,  verify  count  and  legibly  sign  ap¬ 
propriate  documents  in  ink  or  indelible 
pencil.  The  original  dock  receipt  should  be 
retained  as  a  permanent  record. 

(c)  Cargo  should  not  remain  in  terminals 
overly  long.  Delay  in  sorting,  depalletizlng, 
vanning,  or  devanning  contributes  to  theft 
and  pilferage. 

(d)  Longshoremen  should  be  supervised 
and  cargo  checked  when  loaded  from  ter¬ 
minals.  Marine  checkers  should  be  present  to 
count  and  verify  and  obtain  legible  signa¬ 
tures,  during  loading  and  tie-down  on  truck 
or  railcars. 

Sec.  85-3.57  Interchange:  truck  and  rail  or 
vessel  and  rail.  Interchange  between  truck 
and  rail  or  vessel  and  rail  generally  involves 
movement  into  a  terminal  and  then  to  a 
railcar.  Accountability  is  generally  assumed 
by  the  party  responsible  for  the  loading, 
counting,  and  sealing  per  tariffs  duly  filed 
with  the  Federal  Maritime  Commission  or 
the  Interstate  Commerce  Commission.  The 
the  seal  remains  Intact  assumes  no  liability 
rail  carrier  checks  the  seal  and  as  long  as 
for  shortages  discovered  at  destination.  In 
a  situation  of  Shipper  Load  and  Count,  if 
seals  remain  Intact,  the  shipper  assumes 
liability  for  shortage. 

Subpart  F — Containers,  Palletizing, 
and  Unitizing 

Sec.  85-3.61  Intermodal  containers,  (a) 
Intermodal  containers,  adaptable  to  carriage 
by  truck,  railcar,  barge,  and  ocean-going  ves¬ 
sel,  reduce  vulnerability  to  pilferage  and  theft 
and  eliminate  multiple  handling  of  indi¬ 
vidual  items  of  cargo.  A  shipper  can  use  such 
containers  to  convey  goods  directly  from  his 
premises  to  his  customers. 

(b)  Reduced  handling  requirements  sim¬ 
plify  accountability  for  shipper,  carrier,  and 
consignee.  Shippers  assume  responsibility  for 
accuracy  of  the  count;  so  long  as  containers 
remain  sealed  and  Intact,  carriers  are  not 
liable  for  shortages. 

(c)  Verification  and  recording  of  seal  serial 
numbers  in  accordance  with  company  proce¬ 
dures  (see  Part  85-1  of  this  Appendix,  “Seal 
Accountability  and  Procedures”)  assures  ac¬ 
countability  in  the  chain  of  custody. 

Sec.  85-3.63  Air  cargo  containers.  Air  cargo 
containers  designed  specifically  for  the  con¬ 
figuration  of  aircraft  offer  the  same  advan¬ 
tages  as  Intermodal  containers.  They  pro¬ 
vide  for  more  efficient  use  of  the  capacity 
of  the  aircraft,  reduce  the  number  of  pieces 
that  must  be  counted  and  handled,  and 
minimize  exposure  to  weather,  theft,  pil¬ 


ferage,  and  damage,  thereby  simplifying 
accountability. 

Subpart  G — Consignee  Cargo  Accountabil¬ 
ity  and  Procedures 

Sec.  85-3.71  General.  Delay  in  taking  deliv¬ 
ery  of  cargo  increases  the  possibility  of  theft 
and  pilferage  and  makes  recovery  of  lost 
shipments  and  pieces  more  difficult.  Since  pil¬ 
ferage  from  shipping  containers  can  some¬ 
times  escape  detection  at  time  of  delivery, 
consignees  should — 

(a)  Inspect  shipping  containers  for  signs 
of  break-in,  opening,  crushing,  and  reseal¬ 
ing.  Shipping  containers  should  be  inven¬ 
toried  in  the  presence  of  a  carrier  employee. 

(b)  Weigh  shipping  containers  and  com¬ 
pare  the  weights  with  those  recorded  on 
pertinent  documents. 

(c)  Note  on  the  carrier’s  receipt  the  num¬ 
ber  of  pieces  in  each  shipping  container  as 
well  as  their  Condition. 

(d)  Obtain,  in  ink  or  indelible  pencil,  the 
legible  signature  of  the  driver  on  consignee’s 
copy  of  the  receipt. 

(e)  Inspect  cargo  as  soon  after  receipt  as 
practical  to  determine  any  loss  or  damage, 
regardless  of  the  apparent  condition  of  the 
cargo  at  time  of  delivery,  and  report  any 
exceptions. 

(f)  Obtain  a  copy  of  the  carrier’s  delivery 
receipt  and  file  it  with  copies  of  the  other 

documents  concerning  the  cargo. 

(g)  Retain  as  a  permanent  record  the 
legible  signature,  in  ink  or  indelible  pencil, 
piece  count,  and  condition  verification  of  the 
employee  accepting  the  cargo. 

(h)  Retain  all  essential  documents  for  at 
least  one  year;  bills  of  lading  should  be  re¬ 
tained  for  three  years. 

Subpart  H — “In  Bond”  Cargo 

Sec.  85-3.81  General.  Special  care  should  be 
taken  with  “in  bond”  cargo  handled  under 
Customs  supervision.  United  States  Customs 
inspectors  count,  to  the  greatest  extent  pos¬ 
sible,  merchandise  landed  and  quantities  de¬ 
livered.  They  also  verify  selected  bills  of  lad¬ 
ing  at  time  of  unloading.  Ordinarily  they  do 
not  use  tally  sheets,  OS&D  (over,  short,  and 
damaged)  reports,  or  other  records  of  the 
importing  carrier  to  determine  quantity. 

Effective  date.  This  amendment  is 
effective  February  1, 1974. 

Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  29,  1974. 

Richard  F.  Lally, 

Director  of  Transportation  Security. 

[FR  Doc.74-2721  Filed  1-31-74; 8:45  am] 


CHAPTER  V— NATIONAL  HIGHWAY  TRAF¬ 
FIC  SAFETY  ADMINISTRATION,  DE¬ 
PARTMENT  OF  TRANSPORTATION 

[Docket  71-18;  Notice  5] 

PART  571— FEDERAL  MOTOR  VEHICLE 
SAFETY  STANDARDS 

Standard  119  Effective  Date 

This  notice  amends  Standard  119,  New 
pneumatic  tires  for  vehicles  other  than 
passenger  cars,  49  CFR  571.119  by 
changing  the  effective  date  from  Sep¬ 
tember  1,  1974,  to  March  1,  1975. 

A  major  concern  of  manufacturers 
commenting  on  Standard  119  as  it  was 
published  in  final  form  on  November  13, 

1973,  (38  FR  31299) ,  with  a  September  1, 

1974,  effective  date,  was  the  limited  lead- 
time  in  which  to  modify  tire  molds  and 
certify  the  conformity  of  tires.  Correct 
use  of  the  DOT  symbol,  lettering  height, 
and  clarification  of  treadwear  indicator 
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language  required  attention  before  the 
changeover  process  could  begin. 

Manufacturers  requested  up  to  11 
months’  additional  leadtime  in  view  of 
these  difficulties.  Amendments  have  been 
proposed  that  would  resolve  these  specific 

problems  (39 _ , _ ).  Because 

of  the  range  of  non-passenger  car  tires 
is  so  great,  however,  the  National  High¬ 
way  Traffic  Safety  Administration  has 
determined  that  even  with  these  changes 
an  additional  6  months’  leadtime  is  justi¬ 
fied  to  accomplish  full  certification. 

Other  matters  raised  by  petitions  for 
reconsideration  are  presently  under  con¬ 
sideration  and  will  be  answered  in  ac¬ 
cordance  with  the  procedures  of  49  CFR 
553.35,  Petitions  for  reconsideration. 

In  consideration  of  the  foregoing, 
Standard  119  (49  CFR  571.119)  is  amend¬ 
ed  by  changing  the  effective  date  of 
September  1,  1974,  to  March  1,  1975. 

Because  this  amendment  creates  no 
additional  burden,  and  because  change¬ 
over  scheduling  must  begin  immediately, 
it  is  found  for  good  cause  shown  that 
notice  and  public  procedure  thereon  are 
impracticable  and  unnecessary. 

(Secs.  103,  119,  201,  Pub.  L.  89-563,  80  Stat. 
718,  (15  U5.C.  1392,  1407  1421);  delegation  of 
authority  at  49  CFR  151.) 

Issued  on  January  29, 1974. 

James  B.  Gregory, 
Administrator. 

[FR  Doc.74-2748  Filed  l-30-74;ll:14  am] 


[Docket  No.  25;  Notice  8] 

PART  575 — CONSUMER  INFORMATION 
REGULATIONS 

Uniform  Tire  Quality  Grading;  Correction 

In  FR  Doc.  74-295,  appearing  at  page 
1037  in  the  issue  of  Friday,  January  4, 
1974,  the  notice  number  should  read  as 
set  forth  above. 

(Secs.  103,  112.  119,  201,  203,  Pub.  L.  89-563, 
80  Stat.  718  (15  U.S.C.  1392,  1401,  1407,  1421, 
1423) ;  delegation  of  authority  at  49  CFR  1 .51 ) 

Issued  on  January  28,  1974. 

James  B.  Gregory, 
Administrator. 

[FR  Doc.74-2726  Filed  l-31-74;8:45  am] 

CHAPTER  X— INTERSTATE  COMMERCE 
COMMISSION 

[S.0. 1144;  Amdt.  1] 

PART  1033— CAR  SERVICE 
St.  Louis-San  Francisco  Railway  Co. 

St.  Louis-San  Francisco  Railway  Co. 
authorized  to  operate  over  tracks  of  the 
Atchison,  Topeka  and  Santa  Fe  Railway 
Co.  At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Railroad  Service 
Board,  held  in  Washington,  D.C.,  on  the 
28th  day  of  January  1974. 

Upon  further  consideration  of  Service 
Order  No.  1144  (38  FR  20622),  and  good 
cause  appearing  therefor: 

It  is  ordered.  That: 

§  1033.1144  Service  Order  No.  1144. 

(a)  (St.  Louis-San  Francisco  Railway 
Company  authorized  to  operate  over 
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tracks  of  the  Atchison , Topeka  and  Santa 
Fe  Railway  Company)  Service  Order  No. 
1144  be,  and  it  is  hereby,  amended  by 
substituting  the  following  paragraph  (e) 
for  paragraph  (e)  thereof : 

*  *  *  *  * 

(e)  Expiration  date.  The  provisions  of 
this  order  shall  expire  at  11:59  p.m.,  May 
31,  1974,  unless  otherwise  modified, 

changed,  or  suspended  by  order  of  this 
Commission. 

Effective  date.  This  amendment  shall 
become  effective  at  11:59  p.m.,  January 
31,  1974. 

(Secs.  1,  12,  15,  and  17(2),  24  Stat.  379,  383, 
384,  as  amended;  (49  U.S.C.  1,  12,  15,  and 
17(2)).  Interprets  or  applies  Secs.  1(10-17), 
15(4),  and  17(2),  40  Stat.  101,  as  amended,  54 
Stat.  911;  (49  U.S.C.  1(10-17),  15(4),  and 
17(2)).) 

It  is  further  ordered.  That  a  copy  of 
this  amendment  shall  be  served  upon  the 
Association  of  American  Railroads,  Car 
Service  Division,  as  agent  of  all  railroads 
subscribing  to  the  car  service  and  car 
hire  agreement  under  the  terms  of  that 
agreement,  and  upon  the  American  Short 
Line  Railroad  Association;  and  that 
notice  of  this  amendment  be  given  to  the 
general  public  by  depositing  a  copy  in  the 
Office  of  the  Secretary  of  the  Commis¬ 
sion  at  Washington,  D.C.,  and  by  filing 
it  with  the  Director,  Office  of  the  Federal 
Register. 

By  the  Commission,  Railroad  Service 
Board. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2735  Filed  l-31-74;8:45  am] 


[SO.  No.  1151  Arndt.  1] 

PART  1033 — CAR  SERVICE 
Peoria  Terminal  Co. 

Peoria  Terminal  Co.  authorized  to  op¬ 
erate  over  tracks  of  the  Peoria  and  Pekin 
Union  Railway  Company  at  a  session 
of  the  Interstate  Commerce  Commission, 
Railroad  Service  Board,  held  in  Wash¬ 
ington,  D.C.,  on  the  25th  day  of  Janu¬ 
ary  1974. 

Upon  further  consideration  of  Service 
Order  No.  1151  (38  FR  27218),  and  good 
cause  appearing  therefor: 

It  is  ordered,  That: 

§  1033.1151  Service  Order  No.  1151. 

(a)  ( Peoria  Terminal  Company  au¬ 
thorized  to  operate  over  tracks  of  the 
Peoria  and  Pekin  Union  Railway 
Company.)  Service  Order  No.  1151  be, 
and  it  is  hereby,  amended  by  substituting 
the  following  paragraph  (e)  for  para¬ 
graph  (e)  thereof: 

•  *  *  *  * 

E 

(e)  Expiration  date.  The  provisions  of 
this  order  shall  expire  at  11:59  pm., 
July  31,  1974,  unless  otherwise  modified, 
changed,  or  suspended  by  order  of  this 
Commission. 

(f)  Effective  date.  This  amendment 
shall  become  effective  at  11:59  p.m.,  Jan¬ 
uary  31,  1974. 

(Secs.  1,  12,  16,  and  17(2),  24  Stat.  379,  383, 
384,  as  amended;  (49  UB.C.  1,  12,  15,  and 


17(2)).  Interprets  or  applies  Secs.  1(10-17), 
15(4),  and  17(2),  40  Stat.  101,  as  amended, 
54  Stat.  911;  49  U.S.C.  1(10-17),  15(4),  and 
17(2).) 

It  is  further  ordered.  That  a  copy  of 
this  amendment  shall  be  served  upon 
the  Association  of  American  Railroads, 
Car  Service  Division,  as  agent  of  all  rail¬ 
roads  subscribing  to  the  car  service  and 
car  hire  agreement  under  the  terms  of 
that  agreement,  and  upon  the  American 
Short  Line  Railroad  Association;  and 
that  notice  of  this  amendment  be  given 
to  the  general  public  by  depositing  a  copy 
in  the  Office  of  the  Secretary  of  the 
Commission  at  Washington,  D.C.,  and  by 
filing  it  with  the  Director,  Office  of  the 
Federal  Register. 

By  the  Commission,  Railroad  Service 
Board. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2736  Filed  l-31-74;8:45  am] 


[SO.  1171] 

PART  1033— CAR  SERVICE 

Regulations  for  Return  of  Hopper  Cars 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Railroad  Service 
Board,  held  in  Washington,  D.C.,  on  the 
25th  day  of  January  1974. 

It  appearing,  that  an  acute  shortage  of 
hopper  cars  exists  in  certain  sections  of 
the  country;  that  shippers  are  being  de¬ 
prived  of  hopper  cars  required  for  load¬ 
ing.  coal,  resulting  in  an  emergency, 
forcing  curtailment  of  their  operations, 
and  thus  creating  great  economic  loss 
and  reduced  employment  of  their  per¬ 
sonnel;  that  coal  stockpiles  of  several 
utility  companies  are  being  depleted; 
that  hopper  cars,  after  being  unloaded, 
are  being  appropriated  and  being  re¬ 
tained  in  services  for  which  they  have 
not  been  designated  by  the  car  owners; 
that  present  regulations  and  practices 
with  respect  to  the  use,  supply,  control, 
movement,  distribution,  exchange,  inter¬ 
change,  and  return  of  hopper  cars  are 
ineffective.  It  is  the  opinion  of  the  Com¬ 
mission  that  an  emergency  exists  requir¬ 
ing  immediate  action  to  promote  car 
service  in  the  interest  of  the  public  and 
the  commerce  of  the  people.  Accordingly, 
the  Commission  finds  that  notice  and 
public  procedure  are  impracticable  and 
contrary  to  the  public  interest,  and  that 
good  cause  exists  for  making  this  order 
effective  upon  less  than  thirty  days’ 
notice. 

It  is  ordered,  That: 

§  1033.1171  Service  Order  No.  1171 

(a)  (Regulations  for  return  of  hopper 
cars.)  Each  common  carrier  by  railroad 
subject  to  the  Interstate  Commerce  Act 
shall  observe,  enforce,  and  obey  the  fol¬ 
lowing  rules,  regulations,  and  practices 
with  respect  to  its  car  service: 

(1)  Exclude  from  all  loading  and  re¬ 
turn  to  owner  empty,  either  via  the  re¬ 
verse  of  the  service  route  or  direct,  as 
agreed  to  by  the  owner,  all  hopper  cars 
owned  by  the  following  railroads: 

Illinois  Central  Gulf  Railroad  Company 

Reporting  marks;  CM&O,  IC,  ICG 


(2)  Carriers  named  in  paragraph  (1) 
above  are  prohibited  from  loading  all 
hopper  cars  foreign  to  their  lines  and 
must  return  such  cars  to  the  owner,  ei¬ 
ther  via  the  reverse  of  the  service  route 
or  direct,  as  agreed  to  by  the  owner. 

(b)  For  the  purpose  of  improving  car 
utilization  and  the  efficiency  of  railroad 
operations,  or  alleviating  inequities  or 
hardships,  modifications  may  be  author¬ 
ized  by  the  Chief  Transportation  Officer 
of  the  car  owner,  or  by  R.  D.  Pfahler, 
Director,  Bureau  of  Operations,  Inter¬ 
state  Commerce  Commission.  Modifica¬ 
tions  authorized  by  the  car  owner  must 
be  confirmed  in  writing  to  W.  H.  Van 
Slyke,  Chairman,  Car  Service  Division, 
Association  of  American  Railroads, 
Washington,  D.C.,  for  submission  to,  and 
approval  by,  R.  D.  Pfahler. 

(c)  No  common  carrier  by  railroad 
subject  to  the  Interstate  Commerce  Act 
shall  accept  from  shipper  any  loaded 
hopper  car,  described  in  this  order,  con¬ 
trary  to  the  provisions  of  the  order. 

(d)  The  term  hopper  cars,  as  used  in 
this  order,  means  all  freight  cars  as¬ 
signed  one  of  the  mechanical  designa¬ 
tions  described  in  the  section  “Class  ‘H’ — 
Hopper  Car  type,”  under  the  heading 
“General  Service  Freight  Equipment” 
published  on  pages  1119  to  1121,  inclusive, 
of  the  Official  Railway  Equipment  Regis¬ 
ter,  ICC  R&R  No.  390,  issued  by  W.  J. 
Trezise,  or  successive  issues  thereof,  in¬ 
cluding  cars  bearing  mechanical  desig¬ 
nations  modified  in  the  manner  de¬ 
scribed  in  Notes  1,  2  or  3  of  that  section, 
and  listed  elsewhere  in  that  tariff  un¬ 
der  the  name  of  a  railroad  named  in 
paragraph  (1)  of  this  section. 

(e)  Application.  The  provisions  of  this 
order  shall  apply  to  intrastate,  Interstate, 
and  foreign  commerce. 

(f )  Effective  date.  This  order  shall  be¬ 
come  effective  at  12:01  a.m.,  February  1, 
1974. 

(g)  Expiration  date.  The  provisions  of 
this  order  shall  expire  at  11:59  p.m., 
June  30,  1974,  unless  otherwise  modified, 
changed  or  suspended  by  order  of  this 
Commission. 

(Secs.  1,  12,  16  and  17(2),  24  Stat.  379,  383, 
384,  as  amended;  (49  UJ3.C.  1,  12,  16  and  17 
(2)).  Interprets  or  applies  Secs.  1  (10-17), 
15(4),  and  17(2),  40  Stat.  101,  as  amended, 
64  Stat.  911;  49  U3.C.  1(10-17),  16(4),  and 
17(2).) 

It  is  further  ordered.  That  a  copy  of 
this  order  and  direction  shall  be  served 
upon  the  Association  of  American  Rail¬ 
roads,  Car  Service  Division,  as  agent  of 
all  railroad  subscribing  to  the  car  service 
and  per  diem  agreement  under  the  terms 
of  that  agreement,  and  upon  the  Amer¬ 
ican  Short  Line  Railroad  Association; 
and  that  notice  of  this  order  be  given  to 
the  general  public  by  depositing  a  copy 
in  the  Office  of  the  Secretary  of  the  Com¬ 
mission  at  Washington,  D.C.,  and  by  fil¬ 
ing  it  with  the  Director,  Office  of  the 
Federal  Register. 

By  the  Commission,  Railroad  Service 
Board. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2734  Filed  l-31-74;8:45  am] 
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Title  24 — Housing  and  Urban  Development 

SUBTITLE  A— OFFICE  OF  THE  SECRE¬ 
TARY,  DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

[Docket  No.  R-74— 216] 

PART  O— STANDARDS  OF  CONDUCT 
Basic  Principle 

This  amendment  to  Part  O  of  Subtitle 
A  of  Title  24  is  made  to  effect  changes 
related  to  basic  standards  of  conduct 
principles. 

Since  this  amendment  relates  to  De¬ 
partment  management  and  personnel, 
notice  and  public  procedure  and  a  de¬ 
ferred  effective  date  are  unnecessary. 

Section  0.735-201  (b)  is  amended  by 
adding  subparagraphs  (3)  and  (4)  which 
read  as  follows: 

§  0.735—201  Basic  principle. 

•  *  •  •  * 

(b)  •  •  * 

(3)  Employees  are  encouraged  to  ex¬ 
pose  corruption  and  inefficiency  in  the 
Department  wherever  discovered.  In¬ 
formation  concerning  such  matters 
should  normally  be  communicated 
through  supervisory  channels.  However, 
where  this  would  not  be  feasible,  in¬ 
formation  should  be  given  to  the  Office  of 
the  Inspector  General  either  orally  or  in 
writing. 

(4)  The  foregoing  and  other  provi¬ 
sions  of  these  regulations  are  not  in¬ 
tended  and  shall  not  be  construed  to 
abridge  in  any  way  the  rights  and  privi¬ 
leges  of  employees  guaranteed  to  them 
under  the  First  Amendment  to  the  Con¬ 
stitution  as  interpreted  by  the  courts 
with  respect  to  public  employees  simi¬ 
larly  situated. 

((18  U.S.C.  201) ;  E.O.  11222  of  May  8,  1965,  30 
FR  6469;  5  CFR  735.104) 

This  amendment  was  approved  by  the 
Civil  Service  Commission  on  November 
27,  1973,  and  is  effective  on  February  1, 
1974. 

James  T.  Lynn, 
Secretary  of  Housing 
and  Urban  Development. 

[FR  Doc.74-2685  Filed  1-31-74; 8: 45  am] 

CHAPTER  II— OFFICE  OF  ASSISTANT  SEC¬ 
RETARY  FOR  HOUSING  PRODUCTION 
AND  MORTGAGE  CREDIT— FEDERAL 
HOUSING  COMMISSIONER  (FEDERAL 
HOUSING  ADMINISTRATION),  DEPART¬ 
MENT  OF  HOUSING  AND  URBAN  DE¬ 
VELOPMENT 

[Docket  No.  R- 74-250] 

DEBENTURE  INTEREST  RATES 

The  following  amendments  have  been 
made  to  this  chapter  to  change  the  de¬ 


benture  interest  rate.  The  Secretary  has 
determined  that  advance  publication  and 
notice  and  public  procedure  are  unneces¬ 
sary  since  the  debenture  interest  rate  is 
set  by  the  Secretary  of  the  Treasury  in 
accordance  with  a  procedure  established 
by  statute  and  that  said  cause  exists  for 
making  this  amendment  effective  Janu¬ 
ary  1,  1974. 

Accordingly,  Chapter  n  is  amended  as 
follows: 

PART  203— MUTUAL  MORTGAGE  INSUR¬ 
ANCE  AND  INSURED  HOME  IMPROVE¬ 
MENT  LOANS 

1.  Section  203.405  is  amended  to  read 
as  follows: 

§  203.405  Debenture  interest  rate. 

Debentures  shall  bear  interest  from  the 
date  of  issue,  payable  semiannually  on 
the  first  day  of  January  and  the  first  day 
of  July  of  each  year  at  the  rate  in  effect 
as  of  the  date  the  commitment  was  is¬ 
sued  or  as  of  the  date  that  the  mortgage 
was  endorsed  for  insurance,  whichever 
rate  is  higher.  The  following  interest 
rates  are  effective  for  the  dates  listed: 


Effective  rate  (percent) 

On  or  after— 

Prior  to— 

6H . 

.  Jan. 

1,1972 

July 

1. 1972 

5H-— . . . 

.  July 

1,1972 

Jan. 

1. 1973 

5)4 . — ~ 

.  Jan. 

1,1973 

July 

1,1973 

6 . 

.  July 

1, 1973 

Jan. 

1, 1974 

8)4 . 

.  Jan. 

1,1974 

(Sec.  211,  52  Stat.  23  (13  U-S.O.  1716b).  In¬ 
terprets  or  applies  to  sec.  203,  62  Stat.  10, 
as  amended  (12  U.S.C.  1709) ) 


PART  207— MULTIFAMILY  HOUSING 
MORTGAGE  INSURANCE 

In  $  207.259  paragraph  (e)  (6)  Is 
amended  to  read  as  follows: 


4089 

§  207.259  Insurance  benefits. 

***** 

(e)  Issuance  of  debentures.  *  *  * 

(6)  Bear  interest  from  the  date  of  is¬ 
sue,  payable  semianually  on  the  first  day 
of  January  and  the  first  day  of  July  of 
each  year  at  the  rate  in  effect  as  of  the 
date  the  commitment  was  issued,  or  as  of 
the  date  of  initial  insurance  endorsement 
of  the  mortgage,  whichever  rate  is  the 
higher.  The  following  interest  rates  are 
effective  for  the  dates  listed: 


Effective  rate  (percent) 

On  or  after — 

Prior  to— 

5»4 . . . 

.  Jan. 

1, 1972 

July 

1, 1972 

5)4 . - . 

.  July 

1, 1972 

Jan. 

1, 1973 

5)4 . 

.  Jan. 

1, 1973 

July 

1, 1973 

6 . . 

.  July 

1, 1973 

Jan. 

1, 1974 

6)4 . 

.  Jan. 

1, 1974 

(Sec.  211,  52  Stat.  23  (12  U-S.C.  1715b).  In¬ 
terprets  or  applies  sec.  207,  62  Stat.  16,  as 
amended  (12  US.C.  1713)) 


PART  220— URBAN  RENEWAL  MORTGAGE 
INSURANCE  AND  INSURED  IMPROVE¬ 
MENT  LOANS 


(Sec.  211,  52  Stat.  23;  (12  US.C.  1715b).  In¬ 
terprets  or  applies  sec.  220,  68  Stat.  596,  as 
amended;  (12  UJS.C.  1715k) ) 

Effective  date.  These  amendments  are 
effective  as  of  January  1,  1974. 

W.  B.  Christensen, 

Assistant  Secretary  for  Administration. 

Sheldon  B.  Lubar, 
Assistant  Secretary-Commis¬ 
sioner  for  Housing  Production 
and  Mortgage  Credit. 

[FR  Doc.74-2618  Filed  l-31-74;8:45  am] 


Effective  rate  (percent)  On  or  after—  Prior  to— 


5 % . Jan.  1,1972  July  1,1972 

5) 4 _ July  1, 1972  Jan.  1, 1973 

5  M . Jan.  1, 1973  July  1, 1973 

6  _ July  1,1973  Jan.  1,1974 

6) 4 . Jan.  1,1974 


(Sec.  211,  52  Stat.  23;  (12  UJS.C,  1715b). 
Interprets  or  applies  sec.  203,  52  Stat.  10, 
as  amended;  (12  US.C.  1700)) 

2.  Section  203.479  is  amended  to  read 
as  follows: 

§  203.479  Debenture  interest  rate. 

Debentures  shall  bear  Interest  from 
the  date  of  Issue,  payable  seminanually 
on  the  first  day  of  January  and  the  first 
day  of  July  of  each  year  at  the  rate  in 
effect  as  of  the  date  the  commitment  was 
Issued,  or  as  of  the  date  the  loan  was 
endorsed  for  insurance,  whichever  rate  is 
the  higher.  The  following  interest  rates 
are  effective  for  the  dates  listed: 


Section  220.830  Is  amended  to  read  as 
follows: 

§  220.830  Debenture  interest  rate. 

Debentures  shall  bear  interest  from 
the  date  of  issue,  payable  semiannually 
on  the  first  day  of  January  and  the  first 
day  of  July  of  each  year  at  the  rate  in 
effect  as  of  the  date  the  commitment  was 
issued  or  as  of  the  date  the  loan  was  en¬ 
dorsed  for  Insurance,  whichever  rate  Is 
higher.  The  following  interest  rates  are 
effective  for  the  dates  listed: 


Effective  rate  (percent) 

On  or  after— 

Prior  to— 

5»4 . 

.  Jan. 

1, 1972 

July 

1,1972 

5X . - . 

.  July 

1, 1972 

Jan. 

1, 1973 

5)4 . 

.  Jan. 

1, 1973 

July 

1,1973 

6 . . 

.  July 

1,1973 

Jan. 

1, 1974 

6)4 . 

.  Jan. 

1, 1974 

FEDERAL  REGISTER,  VOL  39,  NO.  23— FRIDAY,  FEBRUARY  1,  1974 


X 


4090  RULES  AND  REGULATIONS 

CHAPTER  X— FEDERAL  INSURANCE  ADMINISTRATION,  DEPARTMENT  OF  HOUSING  AND  URBAN  DEVELOPMENT 

SUBCHAPTER  B— NATIONAL  FLOOD  INSURANCE  PROGRAM 

(Docket  No.  PI-286] 

PART  1914 — AREAS  ELIGIBLE  FOR  THE  SALE  OF  INSURANCE 
Status  of  Participating  Communities 

Section  1914.4  of  Part  1914  of  Subchapter  B  of  Chapter  X  of  Title  24  of  the  Code  of  Federal  Regulations  is  amended  by 
adding  in  alphabetical  sequence  a  new  entry  to  the  table.  In  this  entry,  a  complete  chronology  of  effective  dates  appears 
for  each  listed  community.  Each  date  appearing  in  the  last  column  of  the  table  is  followed  by  a  designation  which  indicates 
whether  the  date  signifies  the  effective  date  of  the  authorization  of  the  sale  of  flood  insurance  in  the  area  under  the 
emergency  or  the  regular  flood  insurance  program.  The  entry  reads  as  follows: 

§  1914.4  Status  of  participating  communities. 

***•••• 


State  County  Location  Map  No.  .  State  map  repository 


Effective  date 
of  authorization 
Local  map  repository  of  sale  of  flood 

insurance 
for  areas 


• 

• 

• 

• 

• 

• 

Jan.  21, 1974 

Emergency. 

Do. 

Do. 

Do . 

.  Do. 

Massachusetts... 
Do  ..  . 

Plymouth . 

areas. 

Brockton,  city  of . 

Do. 

Do. 

Michigan . 

Do . 

Minnesota . 

Do . 

Genesee . 

Saginaw . 

.  Anoka . 

Crow  Wing . 

of. 

Burton,  city  of . 

..  Zilwaukee,  town-  . 

ship  of. 

..  Fridley,  city  of . 

..  Riverton,  village  . 

of. 

__  Unincorporated 
areas. 

.  Do. 

.  Do. 

.  Do. 

.  Do. 

Mississippi . 

Do 

Humphreys . 

. Jan.  14, 1974, 

emergency. 
.  Do. 

Do 

.  Do. 

Do . 

Lowndes . 

areas. 

. do . 

. Jan.  21,  1974, 

emergency. 
.  Do. 

Do 

..  Flordell  Hills . 

.  Do. 

city  of. 

.  Do. 

Do . 

Do 

Bergen . 

city  of. 

Ramsey,  borough . . 

of. 

. T-  Do- 

.  Do. 

North  Carolina.. 

borough  of. 

.  Do. 

areas. 

.  Do. 

city  of. 

.  Do. 

Pennsylvania. .. 

Da 

Huntingdon  .... 

..  Henderson,  town- . 

ship  of. 

.  Do. 

.  Do. 

borough  of. 

.  Do. 

Do . 

Bezar . . 

King 

areas. 

__  Windcrest,  city  of _ 

.  Do. 

.  Do. 

Virginia . 

.  Giles . 

city  of. 

..  Pembroke,  town  . . . 

of. 

_ _ 

.  Do. 

.  Do. 

village  of. 

(National  Flood  Insurance  Act  of  1968  (title  tttt  of  the  Housing  and  Urban  Development  Act  of  1968),  effective  Jan.  28,  1969  (33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-162,  Dec.  24,  1969)  (42  U8.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 


Issued:  January  17, 1974. 


[FR  Doc.74-2462  Filed  1-31-74; 8: 46  am] 


George  K.  Bernstein, 

Federal  Insurance  Administrator. 
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[Docket  No.  FI-287] 

PART  1914 — AREAS  ELIGIBLE  FOR  THE  SALE  OF  INSURANCE 
Status  of  Participating  Communities 

Section  1914.4  of  Part  1914  of  Subchapter  B  of  Chapter  X  of  Title  24  of  the  Code  of  Federal  Regulations  is  amended  by 
adding  in  alphabetical  sequence  a  new  entry  to  the  table.  In  this  entry,  a  complete  chronology  of  effective  dates  appears 
for  each  listed  community.  Each  date  appearing  in  the  last  column  of  the  table  is  followed  by  a  designation  which  indicates 
whether  the  date  signifies  the  effective  date  of  the  authorization  of  the  sale  of  flood  insurance  in  the  area  under  the 
emergency  or  the  regular  flood  insurance  program.  The  entry  reads  as  follows: 

§  1914.4  Status  of  participating  communities. 


California _ San  Diego . .  Imperial  Beach,  _ _ _ _ _ ,. _ _ Jan.  28, 1974, 

city  of.  emergency. 

Maryland _ Charles _ Indian  Head,  -  Do. 


State 

County 

• 

• 

California . 

San  Diego . . 

Maryland _ 

Charles _ 

Do . 

Massachusetts... 

Mississippi _ 

Do . 

Do . . 

Berkshire . 

Adams _ 

Tallahatchie . 

. do . 

Missouri . 

JefTerson . . 

North  Carolina.. 

Buncombe . 

Do . 

Allen _ _ _ 

Pennsylvania... 

Lycoming . 

Do . 

Do . 

Do . 

Northampton . 

Tin 

Do . 

Do . 

Northumberland.. 

State  map  repository 


Local  map  repository 


Effective  date 
of  authorization 
of  sale  of  flood 
insurance 
for  area 


ship  of. 

Do _ Northumberland..  Lower  Augusta,  _ _ _ ;  Do. 

township  of. 

Do . Montgomery _ Lower  Frederick,  _ Do. 

township  of. 

Do . .  Northampton _ Moore,  township  _ Do. 

of. 

Do _  Lawrence _ _  Shenango,  town-  _ _ _ _ _ _ _ _ _ >—  Do. 

ship  of. 

Do . . Northampton . Walnut  port,  _ Do. 

borough  of. 

Do . Northumberland..  West  Chillis-  _ _ _ _ _ _ _ _ _ .... _  Do. 

Suaque,  town- 
lip  of. 


(National  Flood  Insurance  Act  of  1968  (title  XIII  of  the  Housing  and  Urban  Development  Act  of  1968),  effective  Jan.  28,  1969  (33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-162,  Dec.  24,  1969)  (42  US.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 


Issued:  January  24, 1974. 


George  K.  Bernstein, 

Federal  Insurance  Administrator. 


[FR  Doc.74-2463  Filed  1-31-74:8:46  am] 


FEDERAL  REGISTER,  VOL.  39,  NO.  23 — FRIDAY,  FEBRUARY  1,  1974 


4092 


RULES  AND  REGULATIONS 


[Docket  No.  FI-288] 

PART  1915— IDENTIFICATION  OF  SPECIAL  HAZARD  AREAS 
List  of  Communities  With  Special  Hazard  Areas 

The  Federal  Insurance  Administrator  finds  that  comment  and  public  procedure  and  the  use  of  delayed  effective  dates 
In  identifying  the  areas  of  communities  which  have  special  flood  or  mudslide  hazards,  in  accordance  with  24  CFR  Part 
1915,  would  be  contrary  to  the  public  interest.  The  purpose  of  such  identifications  is  to  guide  new  development  away  from 
areas  threatened  by  flooding,  a  purpose  which  is  accomplished  pursuant  to  statute  by  denying  subsidized  flood  insurance  to 
structures  thereafter  built  within  such  areas.  The  practice  of  issuing  proposed  identifications  for  comment  or  of  delaying 
effective  dates  would  tend  to  frustrate  this  purpose  by  permitting  imprudent  or  unscrupulous  builders  to  start  construction 
within  such  hazardous  areas  before  the  official  identification  became  final,  thus  increasing  the  communities’  aggregate 
exposure  to  loss  of  life  and  property  and  the  agency’s  financial  exposure  to  flood  losses,  both  of  which  are  contrary  to  the 
statutory  purposes  of  the  program.  Accordingly,  the  Department  is  not  providing  for  public  comment  in  issuing  this  amendment 
and  it  will  become  effective  February  1,  1974.  Section  1915.3  is  amended  by  adding  in  alphabetical  sequence  a  new  entry  to 
the  table,  which  entry  reads  as  follows: 

§  1915.3  List  of  communities  with  special  hazard  areas. 

**»••** 


State  County  Location  Map  No.  State  map  repository 


Effective  date 
of  identification 
Local  map  repository  of  areas  which 

have  special 
flood  hazards 


Arizona.. .  Maricopa 


Arkansas . Pulaski 


California . Imperial _ 

Do... . do . 

Do .  Humboldt.. 

Do . .  Santa  Clara. 

Do .  Yolo . 

Colorado .  El  Paso . 

Do .  Mesa . 

Do .  Rio  Grande. 

Connecticut _ Middlesex... 


Flordia . Polk 


Illinois. . . Cook. 


Wiekenburg, 
town  of. 


Jacksonville,  city 
of. 


II  04  013  0670  01 
through 
H  04  013  0670  02 


II  05  119  2036  01 
through 
II  06  119  2036  01 


Calexico,  city  of...  II  06  025  0520  01 
through 
H  06  028  0520  03 


El  Centro,  city  of.  II  06  025  1090  01 
through 
H  06  025  1090  04 
Fortuna,  town  of..  H  06  023  1340  01 


Arizona  State  Land  Department,  1624 
West  Adams,  Rm.  400,  Phoenix, 
Ariz.  36104. 

Arizona  Department  of  Insurance, 
P.O.  Box  7098,  718  West  Glenrosa, 
Phoenix,  Ariz.  85011. 

Division  of  Soil  and  Water,  Resources, 
State  Department  of  Commerce, 
1920  West  Capitol  Ave.,  Little  Rock, 
Ark.  72201. 

Arkansas  Insurance  Department,  400 
University  Tower  Bldg.,  Little 
Rock  Ark.  72201. 

Department  of  Water  Resources,  P.O. 
Box  388,  Sacramento,  Calif.  96802. 

California  Insurance  Department,  107 
South  Broadway,  Los  Angeles, 
Calif.  90012. 

. do . . 


do 


Los  Gatos,  town 
of. 

Woodland,  city  of. 


Colorado  Springs, 
city  of. 


Grand  Junction, 
city  of. 

Monte  Vista,  city 
of. 

Clinton,  town  of. 


Aubumdale, 
city  of. 


Maywood,  vill^e 
of. 


H  06  085  2000  01 
through 
H  06  086  2000  04 
H  06  113  4258  01 
through 
H  06  113  4258  04 
II  08  041  0430  01 
through 

II  08  041  0130  23 


H  08  077  1040  01 
through 
11  08  077  1040  06 
H  08  106  1680  01 
through 
H  08  106  1680  04 
H  09  0U7  0130  01 
through 

II  09  007  0130  06 


H  12  105  0120  01.. 


H  17  031  5410  01 
through 

H  17  031  5410  02 


do 


do 


Colorado  Water  Conservation  Board, 
Rm.  102,  1846  Sherman  St.,  Denver, 
Colo.  80203. 

Colorado  Division  of  Insurance,  106 
State  Office  Bldg.,  Denver,  Colo. 
80203. 

_ do . 


do 


Department  of  Environmental  Pro¬ 
tection,  Division  of  Water,  and  Re¬ 
lated  Resources,  Rm.  207,  State 
Office  Bldg.,  Hartford,  Conn.  06115. 

Connecticut  Insurance  Department, 
State  Capitol  Bldg.,  166  Capitol 
Ave.,  Hartford,  Conn.  06115. 

Department  of  Community  Affairs, 
2571  Executive  Center  Circle,  East, 
Howard  Bldg.,  Tallahassee,  Fla. 
32301. 

State  of  Florida  Insurance  Depart¬ 
ment,  Treasurer’s  Office,  the  Capi¬ 
tol,  Tallahassee,  Fla.  32304. 

Governor’s  Task  Force  on  Flood  Con¬ 
trol,  Natural  Resources  Service  Cen¬ 
ter,  Thornhill  Bldg.,  P.O.  Box  475, 
Lisle,  Ill.  60532. 

Illinois  Insurance  Department,  509 
State  Office  Bldg.,  Indianapolis,  111. 


Town  Hall,  Town  of  Wiekenburg.  120  Feb.  1,  1974. 
East  Apache  St.,  Wiekenburg,  Ariz. 

85358. 


City  of  Jacksonville,  109  South  2d  St.,  Do. 
Jacksonville,  Ark.  72076. 


Mayor,  City  Hall,  408  Heber  Ave.,  Do. 
Calexico,  Calif. 


Mayor,  City  Hall,  1276  Main  St.,  El  Do. 
Centro,  Calif.  92243. 

Mayor,  Town  Hall,  621  11th  St.,  Do. 

Fortuna,  Calif.  95540. 

Mayor,  Town  Hall,  110  East  Main  St.,  Do. 
Los  Gatos,  Calif.  96030. 

City  Hall,  300 1st  St., Woodland, Calif.  Do. 
95696. 

Office  of  City  Clerk,  City  Hall,  107  Do. 
North  Nevada  Ave.,  Colorado 
Springs,  Colo.  80901. 


City  Manager,  City  Hall,  Grand  Do 
Junction,  Colo.  81801. 

Mayor,  Monte  Vista  City  Hall,  Monte  Do. 
Vista,  Colo.  81144. 

Clinton  Town  Hall,  Clinton,  Conn.  Do. 
06413. 


City  Manager,  City  Hall,  Auburndale,  Do. 
Fla.  33823. 


Mayor,  125  South,  5th  Ave.,  Maywood,  Do. 
Ill.  60153. 


Do . 

46204. 

. . . President,  Village  Hall,  3404  Lake  St., 

Do. 

Do . 

through 

H  17  031  4680  02 

North  Riverside,  H  17  031  6360  01.. 

Lansing,  Ill.  60438. 

_ _ President,  Village  Hall,  2400  South 

Do. 

Do . 

village  of. 

River  Grove,  H  17  031  7340  01- 

. do. . 

Des  Plaines,  Riverside,  Ill.  60546. 
. . President,  2621  Thatch  Ave.,  River 

Do. 

Do . 

village  of. 

Riverside,  H  17  031  7350  01.. 

Grove,  Ill.  60171. 

_ _ President,  Village  Hall,  142  Stewart, 

Do. 

Do . 

village  of. 

Rolling  Meadows,  H  17  031  7488  01 

Riverside,  IU.  60627. 

. .  . Building  and  Zoning  Department, 

Do. 

Do . 

_  Cook  and  Dupage. 

city  of.  through 

H  17  031  7488  02 
Hinsdale,  H  17  043  3980  01 

. do . 

Municipal  Building,  3600  Kirchoff 
Rd.,  Rolling  Meadows,  Ill.  60008. 

_ _ President,  19  East  Chicago,  Hinsdale, 

Do. 

Do . 

village  of.  through 

H  17  043  3980  02 
Lake  Forest,  H  17  097  4620  01 

111.  60521. 

. Mayor,  220  East  Deerpath,  Lake 

Do. 

city  of.  through 

H  17  097  4620  00 

Forest,  Ill.  60045. 
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Map  No. 

State  map  repository 

Local  map  repository 

Effective  date 
of  identification 
of  areas  which 
have  special 
flood  hazards 

• 

Indiana . 

• 

...  Crawford. .ii.. 

_ Marengo,  city  of— . 

• 

H  18  025  2840  01.. 

•  • 

Division  of  Water,  Department  of 

• 

President,  Town  Board,  Marengo, 

Do. 

r>n 

H  18  057  5180  01  . 

Natural  Resources,  608  8tate  Office 
Bldg.,  Indianapolis,  Ind.  46204. 
Indiana  Insurance  Department,  509 
State  Office  Bldg.,  Indianapolis, 
Ind.  46204. 

Ind.  47140. 

Chairman,  Town  Board  of  Westfield, 

Do. 

through 

H  18  057  5180  02 

H  18  065  4680  01... 

Westfield,  Ind.  46060. 

Town  Hall,  Town  of  Springport, 

Do. 

Do 

"town  of.  ’ 

H  18  065  4760  01... 

Springport,  Ind.  47386. 

Town  Hall,  Town  of  Sulphur  Springs, 

Do. 

Dn 

town  of.  ’ 

H  18  073  4100  01... 

Sulphur  Springs,  Ind.  47388. 

Mayor,  City  Hall,  122  South  Van 

Do. 

Do . 

city  of. 

H  18  077  2830  01  . 

Rensselaer,  Rensselaer,  Ind.  47978. 
Office  of  the  Clerk-Treasurer,  City 

Do. 

% 

Do . . 

through 

H  18  077  2830  04 

H  18  081  1370  01... 

Hall,  Madison,  Ind.  47250. 

Chairman.  Town  Board  of  Edinburg, 

Do. 

Do . . 

town  of. 

H  18  127  0820  01  . 

109  South  Holland  St.,  Edinburg, 
Ind.  46124. 

Do. 

Do 

town  of.  ’ 

through 

H  18  127  0820  03 

H  18  173  4830  01... 

way,  Chestorton,  Ind.  46304. 

Mayor,  Town  Hall,  Tennyson,  Ind. 

Do. 

Do . 

...  Wells . 

town  of. 

H  18  179  0400  01  . 

47637. 

County  Area  Plan  Commission,  Wells 

Do. 

Iowa . 

...  Clay . 

_ Spencer,  city  of... 

through 

H  18  179  0400  02 

H  19  041  7940  01 

Iowa  Natural  Resources  Council, 

County  Courthouse,  City  of  Bluff- 
ton,  Bluffton,  Ind.  46714. 

Mayor,  City  Hall,  405  1st  Ave.,  West, 

Do. 

Do . 

through 

H  19  041  7940  04 

H  19  169  0790  01 

James  W.  Grimes  Bldg.,  Des 
Moines,  Iowa  50319. 

Iowa  Insurance  Dept.,  Lucas  State 
Office  Bldg.,  Des  Moines,  Iowa 
50319. 

Spencer,  Iowa  51301. 

City  Planner,  City  of  Bettendorf, 

Do. 

Do . 

city  of. 

through 

H  19  169  0790  04 

H  19  173  0700  01 

City  Hall,  Bettendorf,  Iowa  52722. 

Do. 

Kansas . 

...  Atchinson . 

_ Effingham, 

through 

H  19  173  0700  02 

H  20  005  1520  01 

Division  of  Water  Resources,  State 

50833. 

Mayor,  City  Hall,  Lebo,  Kans.  66856.. 

Do. 

Do . 

city  of. 

H  20  031  3050  01.. 

Board  of  Agriculture,  Topeka, 
Kans.  66612. 

Kansas  Insurance  Department,  1st 
Floor,  Statehouse,  Topeka,  Kans. 
66612. 

Do. 

Do . 

...  Cleary . 

....  Junction  City, 

H  20  061  2790  01.. 

. do . 

City  Manager,  City  Hall,  P.O.  Box 

Do. 

Do . 

city  of. 

through 

H  20  061  2790  03 

H  20  079  4000  01 

287,  Junction  City,  Kans.  66441. 

Do. 

Do . 

through 

H  20  079  4000  04 

H  20  099  4370  01 

426,  Newton,  Kans.  67114. 

Do. 

Do . 

through 

H  20  099  4370  03 

H  20  103  1470  01  . 

sons,  Kans.  67330. 

Do . 

...  Lyon . . 

_ Amerlcus,  city  of— 

H  20  111  0160  01 

- do . 

Mayor,  City  Hall,  Americus,  Kans. 

Do. 

Do . 

. do _ 

_  Emporia,  city  of. . 

through 

H  20  111  0160  02 
II  20  111  1660  01 

_ do . . . . 

66835. 

Chairman,  Lyon  County  Commis- 

Do. 

Do . 

through 

H  20  111  1660  04 
H  20  119  3600  01  . 

sion.  Courthouse,  Emporia,  Kans. 
66801. 

Do. 

Do . 

...  Pawnee _  . 

_ Larned,  city  of _ 

H  20  145  2980  01.. 

_ do _ _ _ _ _ 

City  Manager,  City  Bldg.,  Larned, 

Do. 

Do . 

...  Saline _ 

_ Gypsum,  city  of.. 

H  20  169  2230  01.. 

_ do . . . . 

l^ans  67550 

City  Office,  City  Hall,  Gypsum, 

Do. 

Kentucky.... 

_ Boone . 

. Florence,  town  of. 

H  21  015  1150  01 

Division  of  Water,  Kentucky  Depart- 

Kans.  67448. 

Mayor,  Town  of  Florence,  Florence, 

Do. 

Do . 

_ Butler _ 

. Morgantown, 

through 

H  21  015  1150  03 

H  21  031  2290  01.’ 

ment  of  Natural  Resources,  Capitol 
Plaza  Office  Tower,  Frankfort, 
Ky.  40601. 

Kentucky  Insurance  Department, 
Old  Capitol  Annex,  Frankfort,  Ky. 
40601. 

_ do - - 

Ky.  41042. 

Mayor,  Town  of  Morgantown,  Morgan- 

Do. 

Do . 

town  of. 

H  21  037  2213  01 

town,  Ky.  42261. 

Do. 

Do . 

—  Carter . 

lage  of. 

- Grayson,  city  of. . 

.  H  21  043  1330  01 

. do . 

ning,  and  Zoning  Board,  Village  of 
Melbourne,  Newport,  Ky.  41073. 

.  Mayor,  Municipal  Bldg.,  Grayson, 

Do. 

Do . 

. . do . . 

_ Olive  Hill,  city  of. 

through 

H  21  043  1330  02 
H  21  043  2480  01.. 

. . do . 

Ky.  41143. 

.  Mayor,  City  Hall,  Olive  Hill,  Ky. 

Do. 

Do . 

H  21  047  1620  01 

. do . 

41164. 

Do. 

Do . 

....  Clay... . 

city  of. 

through 

H  21  047  1620  03 
H  21  051  2160  01.. 

ville,  Ky.  42240. 

Do . 

of. 

.  H  21  077  1308  01.. 

40962. 

Do. 

4 

Do . . 

_  Greenup . . 

H  21  089  1129  01 

. do . 

Ky.  41046. 

Mayor,  City  Bldg.,  Flatwoods,  Ky. 

Do. 

Do . 

_ Kenton . 

o  L 

. Bromley,  city  of. . 

through 

H  21  089  1129  02 
.  H  21  117  0360  01 

. do . 

41139. 

Chairman,  Kenton  County  Planning 

Do. 
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State 

County 

• 

• 

Do . 

Do . 

Do . 

_ Ohio . 

Do . 

_ Owsley . 

Do . 

_ Spencer .  ‘ 

Do . 

_ Webster . 

Louisiana.... 

....  Beauregard 

Parish. 

Do . 

Maine _ 

....  Jefferson  Davis 
Parish. 

_ Androscoggin . 

Do . . 

Maryland... 

_ Allegany . . 

Michigan _ 

i 

_ Monroe . 

DO . 

....  Oakland . 

Do  . 

Do..™. 

- Penola . 

Do  — 

Do  - : 

’  Missouri _ 

L 

Do.  — 

St.  Charles . 

Location 


Map  No. 


State  map  repository 


Local  map  repository 


Effective  date 
of  identification 
of  areas  which 
hava  special 
flood  hazards 


of. 

Booneville,  city 
of. 

Taylorsville, 
town  of. 

Providence,  city 
of. 

De  Bidder,  city  of. 


H  21  167  0611  01 
through 

H  21  167  0611  02 

H  21  149  0600  01 

H  21  1S3  2770  01. 

II  21  189  0340  01. 

H  21  215  3240  01 

H  21  233  2700  01 
through 

H  21  233  2700  03 

H  22  011  0690  01 
through 

H  22  011  0590  04 


Jennings,  city  of..  H  22  063  1140  01. 


through 

H  23  001  6214  03 


through 

H  23  011  3560  02 
H  24  001  1060  01. 


. do . . . _ . ..  Mayor,  Town  of  Calvert  City,  City 

Hall,  Calvert  City,  Ky.  42029. 

. do . : . .  Mayor,  City  Hall,  Calhoun,  Ky.  42327. 

. do . .  Chairman,  Town  of  Rockport,  Court¬ 
house,  Rockport,  Ky.  42369. 

. do . .  Mayor,  City  Hall,  City  of  Booneville, 

Booneville,  Ky.  41314. 

. do .  Spencer  County  Judge,  Courthouse, 

Taylorsville,  Ky.  40071. 

. do .  City  Administrator,  City  Bldg., 

Providence,  Ky.  42460. 

State  Department  of  Public  Works,  Mayor,  City  Hall,  DeRidder,  La. 
P.O.  Box  44166,  Capitol  Station,  70634. 

Baton  Rouge,  La.  70804. 

Louisiana  Insurance  Department, 

Box  44214,  Capitol  Station,  Baton 
Rouge,  La.  70804. 

. do . Mayor,  City  Hall,  Jennings,  La. 

70646. 

Maine  Soil  and  Water  Conservation  Chairman,  Selectmen,  Mechanic  Falls, 
Commission,  State  House,  Augusta,  Maine  04266. 

Maine  01330. 

Maine  Insurance  Department,  Capitol 
Shopping  Center,  Augusta,  Maine 
01330. 

. do . . . Mayor,  City  Hall,  Hallowell,  Maine 

04347. 


village  of. 


through 

H  26  125  4020  08 


through 

H  28  101  1760  02 


Department  of  Water  Resources,  State 
Office  Bldg.,  Annapolis,  Md.  21401. 
Maryland  Insurance  Department,  301 
West  Preston  St.,  Baltimore,  Md. 
21201. 

Water  Resources  Commission,  Bureau 
of  Water  Management,  Stevens  T. 
Mason  Bldg.,  Lansing,  Mich.  48913. 
Michigan  Insurance  Bureau,  111  North 
Hosmer  St.,  Lansing,  Mich.  48913. 
_ do _ _ _ 


Mississippi  Research  and  Develop¬ 
ment  Center,  P.O.  Drawer  2470, 
Jackson,  Miss.  39205. 

Mississippi  Insurance  Department, 
910  Woolfolk  Bldg.,  Jackson,  Miss. 
39205. 

. do . 


Mayor,  City  Hall,  Westerport,  Md. 
21562. 


Charles  LaFleur,  13152  Gilders  Leeve, 
South  Rockwood,  Mich.  48179. 


Community  Development  Depart¬ 
ment,  City  Hall,  City  of  Pontiac, 
450  Wide  Track  Drive,  Pontiac, 
Mich.  48058. 

Mayor,  Town  of  Terry,  Terry,  Miss. 
39170. 


town  of. 


H  28  145  1740  01 
through 

H  28  145  1740  02 
H  29  095  7620  01 
through 

H  29  095  7620  09 


. Mayor,  City  Hall,  Newton,  Miss. 

39345. 

_ do  .  Chairman,  Board  of  Supervisors, 

Courthouse,  Batesville,  Miss.  38606. 

. do . Mayor,  Town  of  Ecru,  Ecru,  Miss. 

38M1. 

. do . Mayor,  City  Hall,  New  Albany,  Miss. 

38652. 

Water  Resources  Board,  P.O.  Box  271,  Mayor,  103  South  Sterling,  P.O.  Box 
Jefferson  City,  Mo.  65101.  8527,  Sugar  Creek,  Mo.  64054. 


Do..™;::; 


.do . Mayor,  City  Hall,  8t.  Ann,  Mo.  63074. 


i  Nebraska. 


Do... 


Division  of  Insurance,  P.O.  Box  690, 

Jefferson  City,  Mo.  65101. 

29  183  5880  01  . do . Mayor,  City  Hall,  O’Fallon,  Mo.  63366. 

through 

H  29  183  5880  03 

8t.  Louis . St.  Ann,  city  of...  H  29  189  7000  01 

through 
H  29  189  7000  02 

Cheyenne . .  Sidney,  city  of _ H  31  033  4430  01..  Nebraska  Natural  Resources  Com-  City  Manager,  City  Bid#,  Sidney, 

mission,  P.O.  Box  94725,  State  Nebr.  69162. 

House  Station,  Lincoln,  Nebr.  68509. 

Nebraska  Insurance  Department,  1335 
L  St.,  Lincoln,  Nebr.  68509. 

- _ do . -  Mayor,  Courthouse,  North  Platte, 

Nebr.  69101. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Do. 

Do. 


Do. 

Do. 


Lincoln...;...;-.::  North  Platte, 
city  of. 


H  31  111  3520  01 
through 

H  31  111  3520  02 


Do. 

Do. 

Do. 

Do. 

DO. 

Do. 

Do. 

Do. 

Do. 
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New  Jersey . Middlesex. 


South  Amboy, 
city  of; 


H  34  023  3100  01 
through 

H  34  023  3110  03 


Mayor,  140  North  Broadway,  South 
Amboy,  N.J.  08879. 


New  York _ Albany... . Menands,  village  IT  3G  001  3680  01. 

of. 


Do . Cayuga . Aurelius,  town  of..  II  36  011  0314  01 

through 

H  36  011  0314  09 

Ohio . .  Cuyahoga . . Berea,  city  of _ H  39  035  0710  01 

through 

H  39  035  0710  02 


Bureau  of  Water  Control,  Department 
of  Environmental  Protection,  P.O; 

Box  1390,  Trenton,  N.J.  08625; 

New  Jersey  Department  of  Insurance, 

State  House  Annex,  Trenton,  N.J: 

08625. 

New  York  State  Department  of  En-  Mayor,  250  Broadway.  Menands,  N.Y. 
vironmental  Conservation,  Division 
of  Resources  Management  Services, 

Albany,  N.Y.  12201. 

New  York  State  Insurance,  Depart¬ 
ment,  123  William  St.,  New  York, 

N.Y.  10038,  and  324  State  St.,  Al¬ 
bany,  N.Y.  12210. 

. do. . Aurelius  Town  Board,  R.D.  #3,  Au- 


Do . do . . Independence, 

city  of. 


Do. 


Erie . Huron,  city  of. . 


H  39  035  3670  01 
through 

H  39  035  3670  04 
..  H  39  043  3660  01 
through 

H  39  043  3660  03 
H  39  153  2030  01 
through 

H  39  153  2030  Ot 

Do . Wayne . . Crest  on,  village  of.  H  39  169  I960  01 

through 

H  39  169  1960  04 

Oklahoma . Kay . Blackwell,  city  of.  H  40  071  0420  01 

through 

H  40  071  0420  04 


Do . Summit . Cuyahoga  Falls, 

city  of. 


Do. 


©regon. 


Mayes.. . Pryor,  city  of . n  40  097  3855  01 

through 

H  40  097  3855  03 

Baker .  Baker,  city  of . H  41  001  0130  01 

through 

H  41  001  0130  04 


Do.. _ ....  Washington.. . Reaverton,  city  H  41  067  0180  01 

of.  through 

H  41  067  0180  05 

Do..-.-. . Yamhill . Amity,  city  of . H  41  071  0040  01 

through 

H  41  071  0040  02 

Pennsylvania...  Allegheny . Turtle  Creek,  H  42  003  8660  01 

borough  of.  through 

H  42  003  8660  02 


burn,  N.Y.  13021. 

Ohio  Department  of  Natural  Re-  Mayor,  City  Hall.  11  Tract  Rd., 
sources,  Fountain  Square,  Colum-  Berea,  Ohio  44127 
bus,  Ohio  43224. 

Ohio  Insurance  Department,  115  East 
Rich  St.,  Columbus,  Ohio  43215. 

. do . Mayor,  Municipal  Bldg.,  6675  Brecks- 

ville  Rd.,  Independence,  Ohio 
44131. 

. do . City  Manager,  City  of  Huron,  Huron, 

Ohio  44839. 

. do . Mayor,  City  Hall,  2310  2d.  St.,  Cuya¬ 
hoga  Falls,  Ohio  44221. 

. do . Mayor,  Library  Bldg.,  Creston,  Ohio 

44217. 

Oklahoma  Water  Resources  Board,  Mayor,  City  Hall,  Blackwell,  Okla; 
2241  Northwest  40th  St.,  Oklahoma  73631. 

City,  Oklahoma  73112. 

Oklahoma  Insurance  Department, 

Rm.  408  Will  Rogers MemorialBldg., 

Oklahoma  City,  Okla.  73105. 

. do . . Mayor,  City  Hall,  Pryor,  Okla.  74361. . 


Executive  Department,  State 
Oregon,  Salem,  Oreg.  97310. 


of  Mayor,  City  Hall,  Baker,  Oreg.  97814.. 


Oregon  Insurance  Division,  Depart¬ 
ment  of  Commerce,  158  12th  St., 

N.E.  Salem,  Oreg.  97310. 

. do . . . Mayor,  City  Hall,  Reaverton,  Oreg.. 


.do . . . Mayor,  403  Getchell,  Amity,  Oreg. 

97101. 


Department  of  Community  Affairs, 
Commonwealth  of  Pennsylvania, 
Harrisburg,  Pa.  17120. 

Pennsylvania  Insurance  Department, 
108  Finance  Bldg.,  Harrisburg,  Pa. 


Do 


Do 

Do. 


H  42  007  1640  01  .. 

17120. 

of. 

through 

H  42  007  1640  03 

H  42  007  2310  01  _  - 

borough  of. 

Freedom, 
borough  of. 

Shipplngport, 
borough  of. 

Wyalusing, 
borough  of. 

H  42  007  3060  01  - 

H  42  007  7671  01  .. 

through 

H  42  007  7671  02 

H  42  015  9510  01.;.. 

H  42  037  1156  01  .. 

ship  of. 

through 

H  42  037  1156  04 

H  42  071  2140  01  .. 

township  of. 

through 

H  42  071  2140  09 

H  42  117  4830  01.:.. 

— - York  - 

borough  of. 
Dover,  township 
of. 

York,  city  of..—.-: 

H  42  133  2034  01  _ 

..:;=r.n: _ do . 

through 

H  42  133  2034  13 

H  42  113  9610  01 

...do . 

Mayor,  123  Grant  St.,  Turtle  Creek, 
Pa.  15145. 


15027. 

layor,  Borough  Bldg.,  Spru 
East  Rochester,  Pa.  15074. 

layor.  Municipal  Bldg.,  Fr 
Pa.  15042. 

layor,  Fire  Hall,  Shippingpo 
15077. 

Fyalusing  Borough  Council, 
sing.  Pa.  18853. 

rank  School,  R.D.  #2,  Catawii 
17820. 

East  Cocalico  Township  Bid 
206,  Reamstown,  Pa.  17567. 


Mansfield,  Pa.  16933. 

Jover  Township  Municipal  Bldg., 
R.D.  #2,  Dover,  Pa.  17316. 


Tennessee...:...  Bradley..- . :...  Charleston,  city 

of. 


through 

H  42  113  9610  09 
H  47  011  0387  01 
through 

H  47  011  0387  02 


Pa.  17401. 

Tennessee  State  Planning  Office,  660  Mayor,  City  Hall,  Charleston,  Tenn. 
Capitol  Hill  Bldg.,  Nashville,  37310. 

Tenn.  37219. 

Tennessee  Department  of  Insurance 
and  Banking,  114  State  Office  Bldg., 

Nashville,  Tenn.  37219. 


Do. 


Do. 


Do. 

Do: 

Do: 

Do: 

Do; 

Do: 

Do; 

Do; 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
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State 

County 

Location 

Map  No. 

State  map  repository 

Local  map  repository 

Effective  dale 
of  identification 
of  areas  which 
have  special 
flood  hazards 

Do 

• 

H  47  061  0820  01 

•  • 

Mayor,  City  Hall,  Estill  Springs, 
Tenn.  37330. 

Do. 

Do 

city  ol. 

through 

H  47  051  0820  03 

H  47  067  2255  01 

Do. 

Do 

city  of. 

through 

H  74  067  2255  03 

II  47  079  1910  01 

Sneedville,  Tenn.  37869. 

Do. 

Do 

through 

II  47  079  1910  04 

H  47  081  0370  01 

Hall,  Paris,  Tenn.  38242.' 

Mayor,  City  Hall,  Centerville,  Tenn. 
37033. 

City  Hal),  Loudon,  Tenn.  37774 . 

Do. 

Do . 

..  Loudon . 

city  of. 

..  Loudon,  city  of  ... 

through 

H  47  081  0370  04 

11  47  105  1460  01 

. do . 

Do. 

Do  . 

through 

H  47  1U5  1460  02 

H  47  105  0110  01 

Mayor,  City  Hall,  Athens,  Tenn  37303. 

Mayor,  City  Hall,  Richard  City, 

Do. 

Do . 

. .  Marion _ 

.  Richard  City, 

through 

II  47  107  0110  04 

H  47  115  '2010  01 

. do . 

Do. 

Do . 

..  Morgan . . 

city  of. 

..  Oakdale,  city  of... 

through 

I!  47  115  '2010  03 
H  47  129  1830  01 
through 

H  47  129  1830  02 

H  47  179  1260  01 

. do . 

Tenn.  37371. 

Mayor,  Oakdale,  Tenn.  37829. 

Do. 

Do . 

..  Washington _ 

..  Jonesboro, 

. do . 

Town  Hall.  Main  St.,  Jonesboro,  Tenn. 

Do. 

Texas.-. . 

..  Bexar . . 

city  of. 

..  Converse,  city  of  - . 

11  48  029  1512  01 

Texas  Water  Development  Board, 

37659. 

Mayor,  City  Hall,  204  South  Sequin 

Do. 

Do . 

..  Dallas . . 

_  Kelberg,  city  of. .. 

through 

II  48  029  1512  02 

II  48  113  3722  01 

I'.O.  Box  13087,  Capitol  Station, 
Austin,  Tex.  78711. 

Texas  Insurance  Department,  1110 
San  Jacinto  St.,  Austin,  Tex.  78701. 

. do . . . . . . 

St.,  Converse,  Tex.  78109. 

Mayor,  P.O.  Box  457,  Kleberg,  Tex. 

Do. 

Do 

through 

H  48  113  3722  04 

H  48  1ST  1325  01 

75145. 

Do. 

Do... . 

..  Hamilton . 

.  Hamilton,  city  of.. 

through 

H  48  187  1325  02 

11  48  193  30 KJ  01 

. do . 

Mayor,  City  Hall,  400  North  Rice, 

Do. 

Do . 

Hidalgo . 

..  Hidalgo,  town  of.. 

through 

n  48  193  3000  02 

H  48  215  3165  01 

. do . 

Hamilton,  Tex.  76531. 

Mayor,  311  East  Esperanza,  Hidalgo, 

Do. 

Do . 

through 

H  48  215  3165  05 

H  48  215  4480  01 

Tex.  78557. 

Mayor,  City  nail.  Mercedes,  Tex. 
78570. 

City  Manager,  125  South  Davis,  Sul- 

Do . 

..  Hopkins . . 

...  Sulphur  Springs, 

through 

H  48  215  4480  08 
11  48  223  6670  01 

. do . 

Do. 

Do 

city  of. 

through 

H  48  223  6670  05 
.  II  48  109  5450  01 

phur  Springs,  Tex.  75482. 

Do. 

Do . 

..  Scurry . . 

...  Snyder,  city  of _ 

through 

H  48  409  5450  03 
.  H  48  415  6440  01 

_ do . 

County  Judge,  Scurry  County  Com- 

Do. 

Do . 

..  Tarrant . 

...  Keller,  city  of _ 

through 

H  48  415  6440  03 
.  II  48  439  3594  01 

. do . 

missioners.  Court,  County  Court¬ 
house,  Snyder,  Tex.  79549. 

.  Mayor,  P.O.  Drawer  N,  Keller,  Tex. 

Do. 

Utah . 

..  Utah . 

...  Springville  City, 

through 

H  48  439  3594  07 
H  49  049  1860  01 

Department  of  Natural  Resources, 

76248. 

Mayor,  City  Hall,  Springville,  Utah 

Do. 

Vermont . 

..  Bennington _ 

city  of. 

. ..  Sunderland, 

through 

H  49  049  1860  02 

H  50  003  0645  01 

Division  of  Water  Resources,  State 
Capitol  Bldg,  Rm  436,  Salt  Lake 
City,  Ltah  84114. 

Utah  Insurance  Department,  116  State 
Capitol,  Salt  Lake  City,  Utah  841 14. 
Management  and  Engineering  Divi- 

84663. 

Chairman,  Sunderland  Board  of  Selec- 

Do. 

Virginia . 

...  Giles . 

town  of. 

...  Narrows,  town  of. 

through 

H  60  003  0645  06 

.  H  61  071  1690  01 

sion.  Water  Resources  Department, 
Stale  Office  Bldg.,  Montpelier,  Vt. 
05602. 

Vermont  Insurance  Department, 
State  Office  Bldg.,  Montpelier,  Vt. 

06602. 

Bureau  of  Water  Control  Manage- 

men,  R.F.D.  #22,  Arlington,  Vt. 
06250. 

Municipal  Bldg.,  131  Center  St.,  Nar- 

Do. 

Washington.. 

. ..  Chelan . . 

.  .  Wenatchee,  city 

H  63  007  2460  01 

ment,  State  Water  Control  Board, 
2d  Floor  Davenport  Bldg.,  11  South 
10  St.,  Richmond,  Va.  23219. 

Virginia  Insurance  Department,  700 
Blanton  Bldg.,  P.O.  Box  1167,  Rich¬ 
mond,  Va.  23209. 

Department  of  Ecology,  Olympia, 

rows,  V  a.  24124. 

Mayor,  City  Hall,  Wenatchee,  Wash. 

Do. 

of. 

through 

H  63  007  2460  02 

Wash.  98601. 

98801. 
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State  County  Location  Map  No.  State  map  repository 


■  Effective  date 

of  identification 
Local  map  repository  of  areas  which 

have  special 
flood  hazards 


West  Virginia...  Barbour . Philippi,  city  of...  H  54  001  2100  01 

through 

H  54  001  2110  04 


Sheplierdstown,  H  54  037  2420  01 
town  of. 

Valley  Grove,  H  54  069  2655  01 
town  of.  through 

H  54  069  2655  03 
Buffalo,  town  of...  U  54  079  0350  01 
through 

II  54  079  0350  02 
Niagara,  village  of.  H  55  075  3410  01 
through 

H  55  075  3410  02 


Do.. . .  Sheyboygan .  Kohler,  village  of..  H  55  117  2470  01 

•  through 

H  55  117  2470  02 


Office  of  Federal-State  Relations,  Rm.  City  Manager,  North  Main  St., 
W.  115,  Capitol  Bldg.,  Charleston,  Philippi,  W.  Va.  26416. 

W.  Va.  25305. 

West  Virginia  Insurance  Department. 

State  Capitol,  Charleston,  W.  Va. 

25305. 

. do . Mayor,  City  Hall,  Shepherdstown, 

W.  Va.  25443. 

. do . Mayor.  City  Bldg.,  Valley  Grove, 

W.  Va.  26060. 

. do . ...i . . Mayor,  City  Hall,  Buffalo,  W.  Va. 

25033. 

Department  of  Natural  Resources,  Village  President,  Village  of  Niagara, 
P.O.  Box  450,  Madison,  Wis.  53701.  Niagara,  Wis.  54151. 

Wisconsin  Insurance  Department,  212 
North  Bassett  St.,  Madison,  Wis. 

53703. 

. do . Village  President,  Kohler,  Wis.  53014.. 


Do.-..^___--  Jefferson.. 
Do-.....:...  Ohio _ 

Do..«. . Putnam.. 

Wisconsin . Marinette. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


(National  Flood  Insurance  Act  of  1968  (title  XIII  of  the  Housing  and  Urban  Development  Act  of  1968),  effective  Jan.  28,  1969  (33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-152,  Dec.  24,  1969)  (42  U.S.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 

Issued:  January  24, 1974. 

George  K.  Bernstein, 
Federal  Insurance  Administrator. 


(FR  Doc.74-2455  Filed  l-31-74;8:45  am] 


[Docket  No.  FI-289] 

PART  1915— IDENTIFICATION  OF  SPECIAL  HAZARD  AREAS 
List  of  Communities  With  Special  Hazard  Areas 

The  Federal  Insurance  Administrator  finds  that  comment  and  public  procedure  and  the  use  of  delayed  effective  dates 
In  identifying  the  areas  of  communities  which  have  special  flood  or  mudslide  hazards,  in  accordance  with  24  CFR  Part 
1915,  would  be  contrary  to  the  public  interest.  The  purpose  of  such  identifications  is  to  guide  new  development  away  from 
areas  threatened  by  flooding,  a  purpose  which  is  accomplished  pursuant  to  statute  by  denying  subsidized  flood  insurance  to 
structures  thereafter  built  within  such  areas.  The  practice  of  issuing  proposed  identifications  for  comment  or  of  delaying 
effective  dates  would  tend  to  frustrate  this  purpose  by  permitting  imprudent  or  unscrupulous  builders  to  start  construction 
within  such  hazardous  areas  before  the  official  identification  became  final,  thus  increasing  the  communities’  aggregate 
exposure  to  loss  of  life  and  property  and  the  agency’s  financial  exposure  to  flood  losses,  both  of  which  are  contrary  to  the 
statutory  purposes  of  the  program.  Accordingly,  the  Department  is  not  providing  for  public  comment  in  issuing  this  amendment 
and  it  will  become  effective  February  1,  1974.  Section  1915.3  is  amended  by  adding  in  alphabetical  sequence  a  new  entry  to 
the  table,  which  entry  reads  as  follows : 

§  1915.3  List  of  communities  with  special  hazard  areas. 


State  County  Location 


Map  No.  State  map  repository 


Effective  date 
of  identification 
Local  map  repository  of  areas  which 

have  special 
flood  hazards 


Arizona . White . Judsonia,  city  of..  H  06  145  2090  01..  Arizona  State  Land  Department,  1624  Mayor,  City  Hall,  Judsonia,  Ariz.  Jan.  25,  1974. 

West  Adams,  Rm.  400,  Phoenix,  72081. 

Ariz.  36104.  * 

Arizona  Department  of  Insurance, 

P.O.  Box  7098,  718  West  Glenrosa, 

Phoenix,  Ariz.  85011. 

California . Imperial . Imperial,  city  of...  H  06  025  1680  01..  Department  of  Water  Resources,  P.O. 

Box  388,  Sacramento,  Calif.  96802. 

California  Insurance  Department,  107 
South  Broadway,  Los  Angeles, 

Calif.  90012. 

...do . . :  Mayor,  City  Hall,  62  North  Lassen 

St.,  Susan ville,  Calif.  96130. 


Mayor,  City  Hall,  201  South  Imperial 
Ave.,  Imperial,  Calif.  92261. 


Do..... . Lassen. 


. Susanville,  city  of.  H  06  035  3800  01 

through 
H  06  038  3800  03 

Colorado . . Arapahoe . Columbine  Valley,  H  08  006  0432  01 

town  of.  through 

H  08  005  0432  02 


Do . zz. .do . Littleton,  city  of..  H  08  005  1520  01 

through 

H  08  005  1520  05 

Connecticut . :..  .do... . Bloomfield,  town  H  09  003  0060  01 

of.  through 

H  09  003  0060  10 


tect  ion.  Division  of  Water,  and  Re¬ 
lated  Resources,  Rm.  207,  State 
Office  Bldg.,  Hartford,  Conn.  06115. 

Connecticut  Insurance  Department, 
State  Capitol  Bldg:,  166  Capitol 
Ave.,  Hartford,  Conn.  06116. 


of  Bloomfield,  Bloomfield,  Conn. 
06002. 


Do. 


Do. 


Colorado  Water  Conservation  Board,  Municipal  Clerk,  Town  of  Columbine  Do. 
Rm.  102, 1845  Sherman  St.,  Denver,  Valley,  Columbine  Country  Club, 

Colo.  80203.  Fairway  Lane  and  Club  Lane, 

Columbine,  Colo.  80110. 

Colorado  Division  of  Insurance,  106 
State  Office  Bldg.,  Denver,  Colo. 

80203 

. do . City  Clerk’s  Office,  City  Hall,  2450  W;  "  Do. 

Main  St.,  Littleton,  Colo.  80120. 

Department  of  Environmental  Pro-  Office  of  the  Town  Engineer,  Town  Do. 
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Effective  date 
of  Identification 

State  County  Location  Map  No.  State  map  repository  Local  map  repository  of  areas  which 

have  special 
flood  hazards 


Do . 

...  Pasco . 

Do . 

..  Lake . 

Do . 

Do . 

Do . 

...  Fountain . 

Do . 

...  Greene . 

Do . 

...  Hamilton . 

Do . 

. do . 

Do . 

Do . 

Do . 

Do . 

Do . 

Do . 

...  Knox . 

Do . 

...  Lake . 

Do . 

Do . 

Do . 

Do . 

_ Morgan . . 

Do 

Do . 

Do . 

Do . 

_ Posey . 

Do . 

Do . 

....  Shelby . . 

Do . 

_ Switzerland . 

Do...... 

....  Vermillion.. . 

Do...  - 

Vigo . 

Do....;. 

.;...  Wayne . 

H  12  036  1020  01  Department  of  Community  Affairs,  Mayor,  City  Hall,  Flagler  Beach,  Fla. 

through  2671  Executive  Center  Circle,  East,  32036. 

H  12  036  1020  03  Howard  Bldg.,  Tallahassee,  Fla. 

32301. 

State  of  Florida  Insurance  Depart¬ 
ment,  Treasurer’s  Office,  the  Capi¬ 
tol,  Tallahassee,  Fla.  32304. 

...do .  City  Manager,  City  Hall,  Zephyrhills, 

Fla.  33699. 


Casselberry,  city 
of. 


Homedale,  town 
of. 


Bannockburn, 
village  of. 


.do . . . Mayor,  City  Hall,  Casselberry,  Fla. 

32707. 


village  of. 
-ogansport, 
city  of. 


Newberry, 
town  of. 


town  of. 
•lew  Amst 
town  of. 


H  12  101  3330  01 
through 

H  12  101  3330  02 
H  12  117  0480  01 
through 

H  12  117  0480  03 

H  16  073  0740  01..  Depart  ment  of  Water  Administration,  Mayor,  City  Hall,  Homedale,  Idaho 
State  House,  Annex  2,  Boise,  Idaho  83628. 

83707. 

Idaho  Department  of  Insurance,  Km. 

206,  Statehouse,  Boise,  Idaho  83707. 

H  17  097  0504  01..  Governor’s  Task  Force  on  Flood  Con-  President,  2166  Telegraph  Rd.,  Ban- 
trol,  Natural  Resources  Service  Cen-  nockburn,  Ill.  60016. 
ter,  Thornhill  Bldg.,  P.O.  Box  476, 

Lisle,  111.  60632. 

Illinois  Insurance  Department,  609 
State  Office  Bldg.,  Indianapolis,  Ind. 

46204. 

H  17  097  4610  01 . do . . . . . .  President,  40  Center  St.,  Lake  Bluff, 

Ill.  60040. 

H  18  017  2730  01  Division  of  Water,  Department  of  Mayor,  City  Bldg.,  Logansport,  Ind. 

through  Natural  Resources,  608  State  Office  46974. 

H  18  017  2730  03  Bldg.,  Indianapolis,  Ind.  46204. 

•  Indiana  Insurance  Department,  609 

State  Office  Bldg.,  Indianapolis, 

Ind.  46204. 


Main,  Butler,  Ind.  46721. 

H  18  046  2110  £ . do . . . . . Mayor,  Town  of  Millsboro,  Millsboro, 

Ind. 

H18  055  3120  01 . do .  Mayor,  Town  of  Newberry,  New¬ 

berry,  Ind. 

H  18  067  0170  01 . do . . . : . Mayor,  Town  of  Arcadia,  Arcadia, 

Ind.  46030. 

H  18  067  0860  01 . ..do . . . . . Mayor,  Town  of  Cicero,  Cicero,  Ind. 

‘H’«034 

H  18  069  4670  01 . do . . . Mayor,  Town  of  Spring  Lake  Park, 

Spring  Lake  Park,  Ind. 

H  18  061  3410  10 . do . . . . Chairman,  Harrison  County  Commis¬ 

sioners,  County  Courthouse,  Cory- 
•  don,  Ind.  47112. 


H  18  065  3020  01 


Plainfield,  Ind.  46168. 


Kansas.. 


Kentucky....;..  Allen _ 


Do. 

Do. 

Do. 

Do. 

Do. 


Do. 

Do. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


town  of. 

town,  Ind.  47356. 

Mayor,  Town  of  Hanover,  Hanover, 
Ind.  47243. 

Mayor,  Town  of  Decker,  Decker,  Ind. 

Do. 

.  Decker,  town  of...  H  18  083  1190  01... 

_ do . 

Do. 

.  Dyer,  town  of . H  18  089  1290  01  . 

_ do . 

47524. 

Chairman.  Town  Board  of  Trustees, 

Do. 

through 

H  18  089  1290  02 

.  Denver,  town  of...  H  18  103  1210  01... 

226  Schulte,  Dyer,  Ind.  46311. 

Mayor,  Town  of  Denver,  Denver, 

Do. 

Ind.  46926. 

Mayor,  Town  of  Stinesville,  Stines- 
ville,  Ind.  47464. 

Mayor,  Town  of  Darlington,  Darling¬ 
ton.  Ind.  47940. 

Mavor,  Town  of  Mooresville,  Moores- 

Do. 

of. 

Do. 

town  of. 

.  Mooresville,  H  18  109  3240  01.. 

Do. 

town  of. 

.  Paragon,  town  of..  H  18  109  3870  01.. 

ville,  Ind. 

Mayor,  Town  of  Paragon,  Paragon, 

Do. 

.  French  Lick,  H  18  117  1690  01  . 

Ind.  46166. 

Town  Manager,  Town  of  French  Lick, 
French  Lick,  Ind.  47432. 

City  Council,  City  of  Mount  Vernon, 
Mount  Vernon,  Ind.  47620. 

New  Harmony  Planning  Commission, 

Do. 

town  of. 

.  Mount  Vernon,  H  18  129  3340  01.. 

Do. 

city  of. 

.  New  Harmony,  II  18  129  3470  01.. 

Do. 

town  of. 

.  Monterey,  town  H  18  131  3170  01.. 

c/o  Gary  Gerrard,  North  St.,  New 
Harmony,  Ind.  47631. 

Mayor,  Town  of  Monterey,  Monterey, 

Do. 

of. 

..  St.  Paul,  town  of..  H  18  145  4320  01.. 

Ind.  46960. 

.  Mavor,  Town  of  St.  Paul,  St.  Paul, 
Ind.  47272. 

.  Town  Manager,  Town  of  Vevay, 

Do. 

..  Vevay.townof _ H  18  155  5020  01.. 

Do. 

Vevay,  Ind.  47043. 

.  Town  Manager,  Town  of  Universal, 
Universal,  Ind.  47884. 

,  Mavor,  Town  of  Riley,  Riley,  Ind. 

Do. 

of. 

..  Riley,  town  of _ H  18  167  4141  01.. 

Do. 

..  Pennville,  town  of.  H  18  177  3920  01.. 

47871. 

,  Mayor,  Town  of  Pennville,  Pennville, 

Do. 

..  Marion,  city  of _ H  20  115  3640  01.. 

.  Division  of  Water  Resources,  State 

Ind.  47369. 

Marion  City  Building,  203  North  3d 

Do. 

Board  of  Agriculture,  Topeka,  Kans. 
66612. 

St.,  Marion,  Kans.  66861. 

Kansas  Insurance  Department,  1st 
Floor,  Statehouse,  Topeka,  Kans. 

66612. 

8cottsville,  town  H  21  003  2910  01  Division  of  Water,  Kentucky  Depart-  Mayor,  City-County  Building,  Scotts- 
of.  through  ment  of  Natural  Resources,  Capitol  ville,  Ky.  42164. 

H  21  003  2910  02  Plaza  Office  Tower,  Frankfort,  Ky. 

40601. 

Kentucky  Insurance  Department, 

Old  Capitol  Annex,  Frankfort,  Ky. 

40601. 


Do. 
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State 

County 

Location 

Map  No. 

State  map  repository 

• 

• 

• 

. 

• 

H  21  027  0720  01. 

-  .  - 

Tin  - 

town  of. 

H  21  031  2760  01. 

T)ft 

town  of. 

.  H  21  037  0250  01. 

Do-...;:. 

..  Dayton,  city  of... 

.  H  21  037  0880  01. 

4099 


Local  map  repository 


Effective  date 
of  identification 
of  areas  which 
have  special 
flood  hazards 


Do . 

_ do . 

_  Fort  Thomas, 

H  21  037  1180  01. 

city  of. 

through 

H  21  037  1180  03 

Do . 

H  21  037  2400  01. 

through 

H  21  037  2400  02 

Do..:.. _ 

H  21  037  3015  01. 

town  of. 

Do . 

.  H  21  077  3150  01. 

Do . . 

. do . . 

.  H  21  077  3420  01. 

Do . 

H  21  087  1340  01. 

city  of. 

through 

H  21  087  1340  02 

Tin 

. South  Shore, 

H  21  089  3135  01. 

town  of. 

Tin  ----- 

H  21  091  1970  01. 

city  of. 

Do..:.;.:.;. 

Hopkins . . 

H  21  107  0870  01. 

H  21  107  0870  03 

Do..;..".: _ Kenton...........  Ludlow,  city  of....  H  21  117  2110  01. 


DO-.r;;:;...  Lewis . . Vanceburg, 

town  of. 

Do..:-ir-.---  Livingston . Smithland, 

town  of. 

Do. . . McLean . Livermore,  town 

of. 

Do . Mason . Maysville,  city  of.. 


Do _ _ Morgan . West  Liberty, 

town  of. 

Do... . .  Muhlenberg . Central  City, 

city  of. 

Do _ _  Powell . Clay,  city  of . . 

Do _ Webster . do . 


Do _ Whitley . Williamsburg, 

city  of. 

Louisiana . Caldwell  Parish...  Columbia,  town 

of. 


H  21  135  3330  01.. 

H  21  139  3050  01. 

H  21  149  2010  01 

H  21  161  2210  01 
through 

H  21  161  2210  02 
H  21  175  3480  01 

H  21  177  0650  01 
through 

H  21  177  0650  02 
H  21  197  0700  01 

H  21  233  0690  01 

H  21  235  3580  01 

H  22  021  0450  01. 


40111. 

lutler  County  Judge,  Courthouse, 
Morgantown,  Ky.  42261. 

Chairman,  Campbell  County  Plan¬ 
ning  and  Zoning  Board,  City  of 
Bellevue,  Newport,  Ky.  41073. 
Chairman,  Campbell  County  Plan¬ 
ning  and  Zoning  Board,  Newport, 
Ky.  41073. 

.do .  Chairman,  Campbell  County  Plan¬ 

ning  and  Zoning  Board,  city  of 
Fort  Thomas,  Newport,  Ky.  41073. 

.do . . .  Chairman,  Campbell  County  Plan¬ 

ning  and  Zoning  Board,  Newport, 
Ky.  41073. 

.do .  Chairman,  Campbell  County  Plan¬ 
ning  and  Zoning  Board,  Newport, 

Ky.  41073. 

.do .  Chairman,  Town  Council,  Sparta, 

Ky.  41086. 

.do . Mayor,  City  Hall,  Warsaw,  Ky.  41095 .. 

.do . . . Mayor,  City  Hall,  107  East  Court  St., 

Greensburg,  Ky.  42743. 

.do . Mayor,  City  Building,  South  Shore, 

Ky.  41175. 

.do . .  Mayor,  City  Hall,  Lewisport,  Ky; 

42351. 

.do . Chairman,  planning  and  Zoning  Com¬ 

mission,  Dawson  Springs,  Ky.  42408. 

..do . . . Chairman,  Kenton  County  Planning 

and  Zoning  Board,  Covington,  Ky. 
41011. 

.do . .  Mayor,  City  Hall,  Vanceburg,  Kyj 

41179. 

..do . . . . . .  Mayor,  Smithland,  Ky.  42081 _ 


.do . . . Mayor,  City  Hall,  Livermore,  Ky: 

42352. 

.do . Mayor,  City  Hall,  Maysville,  Ky. 

41056. 

.do . Mayor,  West  Liberty,  Ky.  41472 . . 


Do . 

_ Concordia . 

..  Clayton,  village 

H  22  029  0110  01 

. doT 

of. 

through 

H  22  029  OHO  03 

Do . 

H  22  047  0960  01 

village  of. 

Do . 

. Pointe  Coupsee 

New  Roads. 

H  22  077  1700  01 

. do. 

Parish. 

town  of. 

through 

......do . Mayor,  City  Building,  Central  City, 

Ky.  42330. 

. do . Powell  County  Judge,  Stanton,  Ky: 

40380. 

. do . Mayor,  City  Building,  Clay,  Ky: 

42404. 

. do . Mayor,  City  Hall,  Williamsburg,  Ky: 

40769. 

State  Department  of  Public  Works,  Town  Clerk,  Town  of  Columbia, 
P.O.  Box  44155,  Capitol  Station,  Town  Hall,  Columbia,  La.  71418. 
Baton  Rouge,  La.  70804. 

Louisiana  Insurance  Department, 

Box  44214,  Capitol  Station,  Baton 
Rouge,  La.  70804. 


Shady  Lane,  Clayton,  La.  71326. 
do . Mayor,  Village  of  Grosse  Tete _ 


Michigan . Monroe . Dundee,  village 

of. 


Minnesota.. _ Dakota . Ravenna,  town¬ 

ship  of. 


Do... . Hennepin . Edina,  village  of..  H  27  053  2030  01 

through 

H  27  053  2030  06 

Mississippi . Claiborne: . Port  Gibson,  H  28  021  2030  01 

town  of. 


H  22  077  1700  03 
H  26  115  1340  01  Water  Resources  Commission,  Bureau 
of  Water  Management,  Steven  T. 
Mason  Bldg.,  Lansing,  Mich.  48913. 
Michigan  Insurance  Bureau,  111 
North  Hosmer  St.,  Lansing,  Mich. 
48913. 

H  27  037  5816  01..  Division  of  Waters,  Soils,  and  Minerals, 
Department  of  Natural  Resources, 
Centennial  Office  Bldg.,  St.  Paul, 
Minn.  55101. 

Minnesota  Division  of  Insurance, 
R-210  State  Office  Bldg.,  St.  Paul, 
Minn.  55101. 

..do . . 


Office  of  the  Mayor  and  Board  of 
Alderman,  Town  of  New  Roads, 
New  Roads,  La.  70760. 

Ben  Ball,  4130  Kimpton  Rd.,  Dundee, 
Mich.  48131. 


Chairman,  Ravenna  Township 
Board,  Hastings,  Minn.  55033. 


. Village  of  Edina,  Village  Hall,  4801 

West  50  St.,  Edina,  Minn.  55424. 

Mississippi  Research  and  Develop-  Mayor,  Port  Gibson,  Miss.  39150 . 

ment  Center,  P.O.  Drawer  2470, 

Jackson,  Miss.  39205. 

Mississippi  Insurance  Department, 

910  Woolfolk  Bldg.,  Jackson,  Miss. 

39205. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do; 

Do; 

Do. 

Do. 

Do. 

Do. 

Do. 

Do; 

Do. 


Do: 

Do: 

Do. 


Do: 


Do: 

Do. 
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State  map  repository 


Local  map  repository 


Effective  date 
of  Identification 
of  areas  which 
have  special 
flood  hazards 


Do 

• 

• 

....  Horn  Lakes,  H  28  033  1146  01- 

•  • 

Do . 

town  of. 

Do  . 

.  H  28  063  0180  01.. 

Do 

Do 

H  28  161  2730  01.. 

ssouri . 

_ Linn . 

town  of. 

....  Brookfield,  city  of.  H  29  116  1090  01 

Water  Resources  Board,  P.O.  Box  271, 

Do 

through 

H  29  116  1090  03 

..  .  Wavnesville,  City  H  29  169  8190  01 

Jefferson  City,  Mo.  66101. 

Division  of  Insurance,  P.O.  Box  690, 
Jefferson  City,  Mo.  66101. 

Do . 

_ St.  Louis . 

of.  through 

H  29  169  8190  03 
....  Creve  Coeur,  city  H  29  189  1970  01 

. do . *. . . 

Town  of  Petal,  Hattiesburg,  Miss. 
39401. 

Mayor,  City  Hall,  City  of  Belzoni, 
Belzoni,  Miss.  39038. 

Mayor,  City  Hall,  Senatobia,  Miss. 
38668. 

Mayor,  Town  of  Water  Valley,  Water 
Valley,  Miss.  38965. 

Mayor,  City  Hall,  Brookfield,  Mo. 
64628. 


City  Hall,  City  of  WaynesviLle, 
Waynesville,  Mo.  65683. 


of.  through 

H  29  189  1970  04 

Do . ..do . Jennii  gs,  city  of—  H  29  189  4060  01 

through 

H  29  189  4060  03 

Montana . .  Park .  Livington,  city  of .  H  30  067  0750  01. 


Nebraska . Douglas . . . Bennington, 

village  of. 


Nevada .  Elko . Elko,  city  of. 


H  31  055  0520  01- 


H  32  007  0076  01 
through 

H  32  007  0076  07 


New  Jersey _ Bergen _  Fairview,  city  of..  H  31  003  0960  01— 


Do . 

. do . 

_  Haworth,  city  of.. 

H  34  003  1340  01 

through 

H  34  003  1340  03 

Do . 

— .  Burlington _ 

_  Medford,  town- 

II  34  005  1884  01 

ship  of. 

through 

II  34  005  1884  06 

Do . 

...  Hunterdon _ 

_ Alexandria,  town- 

H  34  019  0014  01 

ship  of. 

through 

H  34  019  0014  04 

Do . 

H  34  025  0140  01 

borough  of. 

Do . 

. do . 

_ Holmdel,  town- 

II  34  025  144.5  01 

ship  of. 

through 

H  34  025  144.5  06 

Do . 

II  34  025  '2880  01 

through 

H  34  025  2880  03 

Do . 

H  34  027  0190  01.. 

Do . 

....  Morristown,  town 

H  34  027  2030  01 

of. 

through 

H  34  027  2030  04 

Do . 

U  34  03.5  3520  01 

borough  of. 

through 

H  34  035  3520  04 

New  York. . . 

...  Albany . 

. ...  Green  Island, 

H  36  001  2410  01 

village  of. 

Do . 

. . do _ _ _ 

_ Watervliet,  city  of. 

H  36  001  6470  01. 

Do . 

H  36  003  0510  01. 

of. 

Do . . 

H  36  003  1990  01. 

of. 

Do . 

_  Friendship, 

H  36  003  2190  01. 

village  of. 

Creve  Coeur,  Mo.  63141. 

_ do . . . Jennings  City  Hall,  2120  Hord  Ave., 

Jennings,  Mo.  63136. 

Montana  Department  of  Natural  Re-  City  Council,  City  Hall,  Livington, 
sources  and  Conservation,  Water  Mont.  59047. 

Resources  Division,  Sam  W. 

MitcheU  Bldg.,  Helena,  Mont.  69601. 

Montana.  Insurance  Department, 

Capitol  Bldg.,  Helena,  Mont.  59601. 

Nebraska  Natural  Resources,  Com-  Mayor,  Bennington  Nebr.  68007 . 

mission,  P.O.  Box  94725,  State 
House  Station,  Lincoln,  Nebr. 

68509. 

Nebraska  Insurance  Department, 

1336  L  St.,  Lincoln,  Nebr.  68509. 

Division  of  Water  Resources,  Depart-  Mayor,  1751  College  Ave.,  Elko,  Nev. 
ment  of  Conservation  and  Natural  89801. 

Resources,  Nye  Bldg.,  Carson  City, 

Nev.  89701. 

Nevada  Insurance  Division,  Depart- 
-ment  of  Commerce,  Nye  Bldg., 

Carson  City,  Nev.  89701. 

Bureau  of  Water  Control.  Department  Mayor,  59  Anderson  Ave.,  Fairview, 
of  Environmental  Protection,  P.O.  N.J.  07022. 

Box  1390,  Trenton,  N.J.  08625. 

New  Jersey  Department  of  Insurance 
State  House  Annex,  Trenton,  NJ. 

08625. 

. do . . . .  Mayor,  300  Haworth  Ave.,  Haworth, 

N.J.  07641. 

. do . . . Township  Office,  Municipal  Bldg.,  17 

North  Main  St.,  Medford,  N.J. 
08055. 

. do.. . . . Office  of  the  Township  Clerk,  Alex¬ 
andria  Township,  R.D.  #2,  Milford, 
N.J.  08848. 

. do. . Mayor,  301  Main  St.,  Avon-by-the-Sea, 

N.J.  07717. 

_ do _ _ : _ _ _ _ -  Mayor,  Box  385,  Ilolmdol,  N.J.  07733- 


Mayor,  1751  College  Ave.,  Elko,  Nev. 
89801. 


Mayor,  59  Anderson  Ave.,  Fairview, 
N.J.  07022. 


. do . . . . . Mayor,  Borough  Hall,  Homestead 

Lane,  Roosevelt,  N.J.  08555. 

. do . - . Mayor,  10  High  St.,  Butler,  N.J. 

07405. 

. do . - . Mayor,  P.O.  Box  709,  Morristown, 

N.J.  07960. 

. do . . .  Borough  Administrator’s  Office,  Mu¬ 
nicipal  Bldg.,  Mountain  Blvd., 
Watchung,  N.J.  07060. 

New  York  State  Department  of  En-  Mayor,  Village  Office,  20  Clinton, 
vironmental  Conservation,  Division  Green  Island,  N.  Y.  12183. 
of  Resources  Management  Services, 

Alban  ,  N.Y.  12201. 

New  York  State  Insurance  Depart¬ 
ment,  123  William  St.,  New  York, 

N.Y.  10038,  and  324  State  St., 

Albany,  N.Y.  12210. 

. do . . . . - . —  Mayor,  City  Hall,  Watervliet,  N.Y. 


Mayor,  City  Hall,  Watervliet,  N.Y. 
12189# 

Mayor,  Village  Office,  Belmont,  N.Y; 
14813. 

Mayor,  Village  of  Fillmore,  City  Hall, 
Fillmore,  N.Y.  14735. 

Mayor,  City  Hall,  Friendship,  N.Y; 
14739. 
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State  County  Locution  M*p  No;  State  map  repository 


Effective  date 
of  Identification 
Local  map  repository  of  areas  which 

have  special 
flood  hazards 


Do . .  Broome . .  Port  Dickinson, 

village  of. 

Do . . Monroe .  Spencerport, 

village  of. 


H  36  007  4040  01. 


H  36  055  5920  01 
through 
H  36  055  5920  03 
H  36  059  6610  01 
through 
H  36  059  6610  02 

North  Carolina.  Durham . -..  Durham,  city  of...  H  37  063  1360  01 

through 


.do . . . Mayor,  City  Hall,  Port  Dickinson, 

N.Y.  13905. 

.do . .  Village  of  Spencerport,  14  Amity  St., 

Spencerport,  N.Y.  14559. 


Do. 


Nassau .  Sea  Cliff, 

village  of. 


.do. 


North  Dakota...  Stark. 


Dickinson, 
city  of. 


Ohio . . Champaign . Christiansburg, 

village  of. 


Do. 

Do. 

Do. 


_ do.... _ Mechanicsburg, 

village  of. 

Clark . Donnelsville, 

village  of. 

. do . New  Carlisle, 

city  of. 


North  Carolina  Office  of  Water  and 
Air  Resources,  Department  of  Na¬ 
tural  and  Economic  Resources,  P.O. 
Box  27687,  Raleigh,  N.C.  27611. 
North  Carolina  Insurance  Depart¬ 
ment,  P.O.  Box 26387,  Raleigh,  N.C. 
27611. 

State  Water  Commission,  State  Office 
Bldg.,  900  East  Blvd.,  Bismarck, 
N.  Dak.  58501. 

North  Dakota  Insurance  Department, 
State  Capitol,  Bismarck,  N.  Dak. 
58501. 

II  39  021  1600  01 _ Ohio  Department  of  Natural  Re¬ 

sources,  Fountain  Square,  Colum¬ 
bus,  Ohio  43224. 

Ohio  Insurance  Department,  116  East 
Rich  St.,  Columbus,  Ohio  43215. 
..do . . 


H  37  063  1360  14 


II  38  089  0800  01 
through 
II  38  089  0800  02 


11  39  021  4880  01.. 

H  39  023  2230  01.. 

II  39  023  5640  01 
through 
H  39  023  5640  02 


_ do. 

. do. 


Do . 

Do..  . 

....  Fairfield  and 
Franklin. 

city  of. 

Canal  Winchester,  H  39  049  1300  01 
village  of.  through 

H  39  019  1300  02 

- do . 

Do . 

city  of.  through 

11  39  049  9150  03 

. . .  Arlington  11  39  061  0300  01 _ 

Do . 

Heights,  village 
of. 

Do . 

. do . 

village  of. 

...  Greenhill,  city  of..  II  39  061  3160  01... 

. do . . . 

Do . 

Do . 

city  of. 

Do . 

through 

11  39  061  5840  02 

Do . 

of.  through 

n  39  061  9090  02 
...  Wyoming,  city  of..  II  39  061  9170  01 

. do . . 

Do . 

through 

11  39  061  9170  02 

...  Millersburg.  11  39  075  5120  01.. 

Do . 

_ Jackson . 

village  of. 

_ Coalton,  village  H  39  079  1760  01.. 

. do . 

Do . 

_ Perry . 

of. 

Do . . 

Vinton . 

of. 

Oklahoma.. 

of. 

....  Ponca _ _ _  H  40  071  3800  01 

Oklahoma  Water  Resources,  Board, 

Do.. . 

1 

] 

M 

O 

through 

II  40  071  3800  04 

2241  Northwest  40th  St.,  Oklahoma 
City,  Okla.  73112. 

Oklahoma  Insurance  Department, 
Rm.  408  W'ill  Rogers  Memorial 
Bldg.,  Oklahoma  City,  Okla. 
73105. 

Do..:... 

.....  Ottawa...:.:., 

through 

H  40  111  3560  04 
....  Miami,  city  of . H  40  115  3160  01 

. do . . . . . . 

Oregon . 

through 

H  40  115  3160  03 
_ Jefferson,  town  of.  H  41  047  1110  01. 

.  Executive  Department,  State  of  Ore- 

gon,  Salem,  Oreg.  97310. 

Sea  Cliff  Community  Center,  Sea 
Cliff  and  Summit  Aves.,  Sea  Cliff, 
N.Y.  11679. 

City  Planning  Dept.,  City  Hall, 
Morris  St.,  P.O.  Box  2251,  Durham, 
N.C.  27702. 


President,  City  Commission,  City 
Hall,  Dickinson,  N.  Dak.  68601. 


Mayor,  Citv  Hall,  Christiansburg, 
Ohio  45389. 


Mayor,  City  Hall,  Mechanicsburg, 
Ohio  43044. 

Mayor,  City  Hall,  Donnelsville,  Ohio 
45319. 

City  Manager,  Municipal  Bldg.,  New 
Carlisle,  Ohio  45344. 


Ohio  45140. 

.ullage  Offices,  10  North  nigh  f 
Canal  Winchester,  Ohio  43110. 

?it  y  Service  Bldg. ,  380  Highland  A' 
Worthington,  Ohio  43083. 

day  or,  City  Hall,  Village  of  Arlingl 
Heights,  Cincinnati,  Ohio  45215. 


Elmwood  Place,  Cincinnati,  Ohio 
45216. 

Mayor.  11000  Winton  Rd.,  Greenhill, 
Ohio  45218. 

Mayor,  1201  Steffen.  City  of  Lincoln 
Heights,  Cincinnati,  Ohio  45201. 

Mayor,  3218  Church  St.,  Village  of 
Newton,  Cincinnati,  Ohio  45244. 

Mayor,  101041  Clinton,  Village  of 
Woodlawn,  Cincinnati,  Ohio  45215. 

Mayor,  800  Oak  St.,  Wyoming,  Ohio 
45215. 

Mayor.  City  Bldg.,  Millersburg,  Ohio 
44654. 

Mayor.  City  Hall,  Coalton,  Ohio 
45621. 

Mayor,  Municipal  Bldg.,  Crooksville, 
Ohio  43731. 

Mayor,  City  Hall,  Village  of  Hamden, 
Hamden,  Ohio  45634. 

Citv  \tanager,  Ponca  City.  Okla. 
74601. 


Mayor,  City  Ilall,  Okmulgee,  Okla. 
74447. 


74354. 


Commissioners,  Marion  County 
Courthouse,  Salem,  Oreg.  97301. 

Oregon  Insurance  Division,  Depart¬ 
ment  of  Commerce,  158  12th  St., 

N.E.,  Salem,  Oreg.  97310. 


Do. 

Do. 

Do. 


Do. 


Do. 


Do. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Do. 


Do. 


Do. 


* 
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Pennsylvania...  Allegheny... _ Avalon, 

borough  of. 


H  42  003  0330  01  Department  of  Community  Affairs, 
through  Commonwealth  of  Pennsylvania 

H  42  003  0330  02  Harrisburg,  Pa.  17120. 

Pennsylvania  Insurance  Department, 
108  Finance  Bldg.,  Harrisburg,  Pa 
17120. 


Mayor,  640  California  Ave.,  Borough 
of  Avalon,  Pittsburgh,  Pa.  15202. 


Do  .. 

borough  of. 

H  42  003  1740  01  . 

_ do . 

15024. 

Do. 

Do 

borough  of. 

through 

H  42  003  1740  03 

H  42  003  3580  01... 

Borough  of  Crafton,  Pittsburgh,  Pa 
15205. 

Do. 

Do  . 

borough~of. 

H  42  007  7090  01... 

_ do . 

Pa.  16106. 

Do. 

Do.  .. 

borough  of. 

H  42  011  5628  01  . 

Rochester,  Pa.  15074. 

Do. 

Do.... 

township  of. 

Temple, 

through 

H  42  011  6628  04 

H  42  011  8400  01... 

- do . . 

Bldg.,  5400  Leesport  Ave.,  P.O.  Box 

296,  Temple,  Pa.  18560. 

Do. 

Do.... 

borough  of. 

H  42  045  6866  01  . 

Kutztown  Rd.,  Temple,  Pa.  19560. 

Do. 

Do.... 

Do  .. 

township  of. 

Mayfield, 
borough  of. 
Dunmore, 
borough  of. 

Tavlor,  borough 

through 

H  42  045  6866  02 

H  42  069  4980  01... 

Radnor,  Municipal  Bldg.,  301  Iven 
Ave.,  Wayne,  Pa.  19087. 

Do. 

H  42  069  2120  01  . 

18433. 

Do. 

Do.... 

through 

H  42  069  2120  04 

H  42  069  8380  01 

St.,  Dunmore,  Pa.  18512. 

Do. 

Do  .. 

of. 

through 

H  42  069  8380  03 

H  42  075  8306  01  . 

. do . 

18517. 

Do. 

Do  .. 

township  of. 

through 

H  42  075  8306  07 

H  42  095  0420  01 

partment,  Rfn  #3,  Township  of 
Swatara,  Municipal  Bldg.,  Lebanon, 

Pa.  17042. 

Do. 

Do... 

borough  of. 

through 

H  42  095  0420  OC 

H  42  109  5414  01 

Bangor  Borough  Council,  Munic¬ 
ipal  Bldg.,  North  1st  St.,  Bangor, 

Pa.  18013. 

Do. 

Do. 

Do  .. 

. Blair . 

ship  of. 

through 

H  42  109  5414  06 

H  42  013  7070  01 

ipal  Bldg.,  Rt.,  #174,  R.D.  1, 
Mechanicsburg,  Pa.  17055. 

Do. 

Do  . 

borough 'of.  ~ 

through 

H  42  013  7070  02 
H  42  017  3800  01.. 

Main  St.,  Roaring  Spring,  Pa.  16673. 

Do. 

Do  .. 

borough  of. 

H  42  021  6430  01.. 

Rd.  and  Main  8t.~  Hulmerville,  Pa. 
19047. 

Do. 

Do 

of. 

H  42  021  7990  01.. 

1666a 

Do. 

Do  .. 

borough  of. 

H  42  035  4175  01 

Do. 

Do 

of. 

through 

H  42  035  4175  04 
H  42  041  4616  01 

mar,  Municipal  Bldg.,  Mill  Hall, 
R.D.  #1  Lamar,  Pa.  16848. 

Do. 

Do  . 

township  of. 

through 

H  42  041  4616  03 
H  42  043  8723  01 

Bldg.,  1993  Hummel  Ave.,  P.O. 
Box  7,  Camp  Hill,  Pa.  17011. 

Do. 

Do  . 

township  of. 

through 

H  42  043  8723  08 
H  42  045  4846  01 

Township,  Rt.  25,  R.D.  #1,  Millera- 
burg,  Pa.  17061. 

_ _ Township  Secretary,  Marple  Town¬ 
ship  Municipal  Bldg.,  Springfield 
and  Sproul  Rd.,  'Broomall,  Pa. 
19008. 

Do. 

Do 

of.’ 

through 

H  42  045  4846  04 

H  42  117  6844  01. 

Do. 

Do 

ship  of. 

H  42  125  0600  01 

ship,  Tioga  County,  Pa.  16946. 

Do. 

Do  - 

borough  of. 

through 

H  42  125  0600  04 
H  42  125  1070  01 

_ _  —  ..  Mayor,  Cannonsburg,  Pa.  15317 . . 

Do; 

Do 

borough  of.' 

through 

H  42  125  1070  02 
H  42  127  3550  01. 

Do 

of. 

H  42  129  0380  01 

Pa.  18428. 

Doj 

Do  . 

borough  of. 

through 

H  42  129  0380  02 
H  42  129  7970  01. 

Doi 

Do 

York  ...  -- 

Oreensburg, 
borough  of. 

H  42  133  4794  01 

15601. 

. Manchester  Township  Municipal 

.  Dai 

township'of. 

through 

H  42  133  4794  07 

Bldg.,  R.D.  6.  Susquehanna  Trail 
North,  York,  Pa.  17402. 
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•  •  • 


Texas.. _ _ _ Dallas . 

Do..... _ .....do _ 

Do . Ellis . 

Do . Hidalgo.— 

Do _ Kaufman.. 

Do _ Lamb _ 

Do . . Nueces - 

Do _  Randall _ 

Do _ Tarrant _ 

Do . Titus . 

Vermont . .  Chittenden. 

Do _ Lamoille _ 

Virginia . . Botetourt.. 


West  Virginia...  Braxton. 


Do _ _ Brooke.. 

Do . Jefferson. 

Do . Preston., 

Do . . Tucker.. 


Seagoville,  city  of.  H  48  113  6260  01 
through 

H  48  113  6260  04 


Wilmer,  city  of....  H  48  113  7520  01 
through 

H  48  113  7520  05 

Ferris,  city  of . H  48  139  2360  01 

through 

H  48  139  2360  02 
Donna,  city  of....  H  48  215  1970  01 
through 

H  48  215  1970  03 
Fomey,  city  of...  H  48  257  2430  01 
through 

H  48  257  2430  02 
Littlefield,  city  of.  H  48  279  4010  01 
through 

H  48  279  4010  06 

Bishop,  city  of _ H  48  355  0660  01 

through 

H  48  355  0660  03 
Canyon,  city  of . .  H  48  381  1160  01 
through 

H  48  381  1160  02 
Kennedale,  city  of.  H  48  439  3640  01 
through 

H  48  439  3640  05 
H  48  449  4750  01 
through 

H  48  449  4750  05 
H  05  007  0790  01 
through 

H  05  007  0790  02 


Texas  Water  Development  Board, 
P.O.  Box  13087,  Capitol  Station, 
Austin,  Tex.  78711. 

Texas  Insurance  Department,  1110 
San  Jacinto  St.,  Austin,  Tex.  78701. 
- do _ _ _ _ _ _ _ 


.do. 


.do 


.do 


.do 


.do. 


do 


.do 


do 


Management  and  Engineering  Divi¬ 
sion,  Water  Resources  Department, 
8tate  Office  Bldg.,  Montpelier,  Vt. 
05602. 


Mt.  Pleasant, 
city  of. 

Winooski,  village 
of. 


Morrisville, 
village  of. 
Buchanan  town 
of. 


Burnsville,  town 
of. 


Weirton,  city  of _ 

Charles  Town, 
city  of. 

Rowlesburg, 
town  of. 

Hambleton,  town 
of. 


H  50  015  0390  01 
through 

H  51  023  0340  01 
through 

H  51  023  0340  02 


H  54  007  0360  01 
through 
H54  007  0360  02 


H  54  009  2730  01. 

H  54  037  0490  01 
through 
H  54  037  0490  02 
H  54  077  2350  01 
through 
H  54  077  2350  04 
H  54  093  1100  01. 


Vermont  Insurance  Department,  State 
Office  Bldg.,  Montpelier,  Vt.  05602. 
_ do.. _ _ 

Bureau  of  W ater  Control  Management, 
State  Water  Control  Board,  2d  Floor 
Davenport  Bldg.,  11  South  10  St., 
Richmond,  Va.  23219. 

Virginia  Insurance  Department,  700 
Blanton  Bldg.,  P.O.  Box  1157, 
Richmond,  Va.  23209. 

Office  of  Federal-State  Relations,  Rm. 
W.  115,  Capitol  Bldg.,  Charleston, 
W.  Va.  25305. 

West  Virginia  Insurance  Department, 
State  Capitol,  Charleston,  W.  Va. 
25305. 

. . do . 

_ do . . . . 


-do. 


.do.. 


Mayor,  110  West  Elm  St.,  Seagoville, 
Tex.  75159. 


Mayor,  P.O.  Box  248,  Wilmer,  Tex. 
75172. 

Mayor,  City  Hall,  Ferris,  Tex.  75125.. 


Mayor,  921  Miller,  Donna,  Tex.  78537.. 


Mayor,  City  Hall,  Fomey,  Tex.  75126. 


Mayor,  City  Hall,  Littlefield,  Tex. 
79339. 

Mayor,  City  County  Building,  Bishop, 
Tex.  78343. 

Mayor,  City  Hall,  Canyon,  Tei.  79015. 


Mayor,  P.O.  Box  268,  Kennedale,  Tex. 
7606a 

Mayor,  City  of  Mount  Pleasant,  Mt. 
Pleasant,  Tex.  75455. 

Mayor,  Winooski  City  Offices,  West 
Allen  St.,  Winooski,  Vt.  05404. 


Chairman,  Morrisville  Board  of  Trust¬ 
ees,  Morrisville,  Vt.  05661. 

Town  Council,  Buchanan,  Va.  24066... 


Mayor,  City  Bldg.,  Burnsville,  W.  Va. 
26335. 


Mayor,  City  Bldg.,  Weirton,  W.  Va. 
26062. 

Mayor,  City  Hall,  Charles  Town,  W. 
Va.  25414. 

Mayor,  Rowlesburg,  W.  Va.  26425 . 


Mayor,  City  Hall,  Hambleton,  W.  Va. 
26269. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


Do. 


(National  Flood  Insurance  Act  of  1968  (title  XIII  of  the  Housing  and  Urban  Development  Act  of  1968),  effective  Jan.  28,  1969  (33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-162,  Dec.  24,  1969)  (42  US.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 


Issued:  January  18, 1974. 


[FR  Doc.74-2484  Filed  l-31-74;8:45  am] 


George  K.  Bernstein, 

Federal  Insurance  Administrator. 
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SUBCHAPTER  C— FEDERAL  CRIME 
INSURANCE  PROGRAM 

[Docket  No.  R-74-109  [ 

PART  1931— PURCHASE  OF  INSURANCE 
AND  ADJUSTMENT  OF  CLAIMS 

Sale  of  Insurance  in  Delaware 

On  the  basis  of  the  Administrator’s 
continuing  review  of  the  crime  insurance 
availability  in  the  various  States,  and  on 
the  basis  of  the  findings  and  recom¬ 
mendations  by  the  Commissioner  of  In¬ 
surance  of  the  State  of  Delaware,  the  Ad¬ 
ministrator  has  determined  that  a  criti¬ 
cal  unavailability  situation  exists  in  that 
State,  and  Delaware  will  be  made  eligible 
for  the  sale  of  crime  insurance  on  the  ef¬ 
fective  date  of  this  regulation. 

In  view  of  the  critical  unavailability 
situation  in  Delaware  which  makes  it 


essential  that  the  benefits  of  the  crime 
insurance  program  be  made  available  to 
the  citizens  of  Delaware  at  the  earliest 
possible  date  and  because  of  the  time  re¬ 
quired  to  initiate  the  establishment  of 
servicing  facilities  in  that  State,  It  Is 
impracticable  to  provide  for  notice  and 
public  procedure,  and  good  cause  exists 
for  making  this  amendment  effective  on 
March  1,  1974.  Accordingly,  Subchapter 
C  of  Chapter  X  of  Title  24  is  amended 
as  follows : 

2.  Paragraph  (b)  of  §  1931.1  is  revised 
to  read  as  follows: 

§  1931.1  Slates  eligible  for  the  sale  of 
crime  insurance. 

*  •  •  *  • 

(b)  On  the  basis  of  the  information 
available  to  date,  the  Administrator  has 


concluded  that  the  following  States  have 
an  unresolved  critical  market  availability 
situation  which  necessitates  the  im¬ 
plementation  of  the  Federal  crime  in¬ 
surance  program  within  such  States: 

Connecticut  Massachusetts 

Delaware  Missouri 

District  of  New  Jersey 

Columbia  New  York 

Florida  Ohio 

Illinois  Pennsylvania 

Kansas  Rhode  Island 

Maryland  Tennessee 

*  •  *  *  • 

Effective  date.  This  amendment  shall 
be  effective  March  1,  1974, 

George  K.  Bernstein, 
Federal  Insurance  Administrator. 

[FR  Doc.74-2690  Filed  1-3 1-74; 8: 45  am] 
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_ Proposed  Rules _ 

This  section  of  ths  FEDERAL  REGISTER  contains  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  in  the  rulemaking  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 
1 43  CFR  Part  3300] 

OUTER  CONTINENTAL  SHELF  LEASING; 

GENERAL 

Proposed  Hard  Mineral  Leasing 
Regulations 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  the  Interior  by  section  5  of  the  Outer 
Continental  Shelf  Lands  Act  of  August  7, 
1953,  (67  Stat.  462  at  464  (43  D5.C.  1331 
at  1334) ) ,  it  is  proposed  to  amend  cer¬ 
tain  regulations  in  Part  3300  of  Title  43 
of  the  Code  of  Federal  Regulations 
(CFR)  as  set  forth  below. 

The  principal  purpose  of  the  proposed 
regulations  is  to  permit  the  proper  de¬ 
velopment  of  deposits  on  the  outer  con¬ 
tinental  shelf  of  all  minerals  other  than 
oil  and  gas,  sulphur  and  salt,  which  are 
treated  in  the  present  43  CFR  Part  3300. 
These  proposed  amendments  would  pro¬ 
vide  for  the  leasing  of  other  minerals,  as 
well. 

It  is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to  af¬ 
ford  the  public  an  opportunity  to  partici¬ 
pate  in  the  rule-making  process.  Accord¬ 
ingly,  interested  parties  may  submit  writ¬ 
ten  comments,  suggestions,  or  objections 
with  respect  to  the  proposed  amendments 
to  43  CFR  Part  3300  to  the  Director,  Bu¬ 
reau  of  Land  Management  (Attn.  210), 
Washington,  D.C.  20240  until  March  15, 
1974. 

Copies  of  comments,  suggestions,  or 
objections  made  pursuant  to  this  notice 
will  be  available  for  public  inspection  in 
the  Office  of  Information,  Bureau  of 
Land  Management,  Room  5643,  Interior 
Building,  Washington,  D.C.,  during  regu¬ 
lar  business  hours  7:45  a.m.  to  4:15  p.m. 

Pursuant  to  section  102(2)  (c)  of  the 
National  Environmental  Policy  Act  of 
1969  (42  U.S.C.  4332(2)  (c) ),  the  Depart¬ 
ment  has  prepared  a  draft  environmental 
statement  on  the  proposed  amendments 
to  the  regulations.  The  availability  of 
this  statement  is  being  officially  an¬ 
nounced  coincidentally  with  the  publi¬ 
cation  of  this  notice.  Comments  thereon 
are  being  invited  and  will  be  considered 
in  the  preparation  of  a  final  environmen¬ 
tal  statement,  to  be  published  prior  to 
any  final  decision  on  the  issuance  of  the 
proposed  amendments. 

Part  3300  of  Chapter  n  of  Title  43  of 
the  Code  of  Federal  Regulations  is 
amended  as  follows: 

1.  Section  3300.4  is  revised  to  read  as 
follows: 


§  3300.4  Payments  of  filing  charges, 
bonuses,  rentals,  and  royalties. 

All  payments  to  the  United  States 
required  by  the  act  or  the  regulations  in 
this  part  shall  be  made  with  respect  to 
oil  and  gas,  sulphur  and  salt  leases  to 
the  oil  and  gas  supervisor  of  the  Geologi¬ 
cal  Survey  or  with  respect  to  other  min¬ 
eral  leases  to  the  mining  supervisor  of 
the  Geological  Survey  for  the  region  in 
which  the  leased  area  is  situated,  except 
that  payments  of  filing  charges,  bonuses 
and  first  year’s  rental  shall  be  made  to 
the  manager  of  the  appropriate  field 
office,  Bureau  of  Land  Management,  un¬ 
less  otherwise  directed  by  the  Secretary. 
All  payments  should  be  made  by  check, 
bank  draft,  or  money  order  payable  to 
the  Geological  Survey,  if  the  payments 
are  made  to  the  Geological  Survey,  or  to 
the  Bureau  of  Land  Management,  if  the 
payments  are  made  to  that  Bureau. 

2.  Section  3301.3  is  revised  to  read  as 
follows : 

§  3301.3  Nominations  of  tracts. 

§  3301.3—1  General. 

In  selecting  tracts  for  oil  and  gas,  sul¬ 
phur,  or  other  mineral  leasing,  the 
Director  will  receive  and  consider  nomi¬ 
nations  of  tracts  or  requests  describing 
areas  and  expressing  an  interest  in  leas¬ 
ing  of  minerals,  or,  from  time  to  time, 
upon  his  own  motion,  upon  approval  of 
the  Secretary,  may  issue  calls  for  nomi¬ 
nations  of  tracts  for  the  leasing  of  min¬ 
erals  in  specified  areas.  Nominations  of 
tracts  for  oil  and  gas,  sulphur,  or  salt 
leasing  should  be  addressed  to  the  Di¬ 
rector,  with  copies  to  the  appropriate 
Bureau  of  Land  Management  field  office 
and  the  appropriate  oil  and  gas  super¬ 
visor  of  the  Geological  Survey.  Nomina¬ 
tions  of  tracts  far  the  leasing  of  minerals 
other  than  oil  and  gas,  sulphur  or  salt 
should  be  addressed  to  the  Director,  with 
copies  to  the  appropriate  Bureau  of  Land 
Management  field  office  and  the  appro¬ 
priate  mining  supervisor  of  the  Geologi¬ 
cal  Survey.  The  Director,  Geological 
Survey,  shall  submit  recommendations 
to  the  Director  on  tract  selections  and 
lease  terms  and  conditions. 

§  3301.3—2  Supplementary  information 
to  accompany  nominations  for  leas¬ 
ing  of  minerals  other  than  oil  and 
gas,  sulphur  or  salt. 

All  nominations  received  expressing 
an  interest  in  leasing  of  minerals  other 
than  oil  and  gas,  sulphur  or  salt  whether 
submitted  at  the  initiative  of  the  nomi¬ 
nator  or  pursuant  to  a  call  for  nomina¬ 
tions  issued  by  the  Director  will  be  ac¬ 
companied  by  written  supplemental 


information  for  the  purpose  of  assisting 
the  authorized  officer  in  determining 
whether  to  offer  an  area  for  lease  and 
the  terms  and  conditions  of  such  a  lease 
if  one  is  issued.  This  information  will 
consist  of,  but  not  be  limited  to,  a  listing 
of  the  principal  minerals  expected  to  be 
found  and  a  general  description  of  the 
nominator’s  preliminary  plans  for  ex¬ 
ploration  and  development  Including  his 
anticipated  method  of  mining  operation 
and  disposal  of  spoil  or  waste  during 
mining  and  beneficiation,  and  will  de¬ 
scribe  his  intended  method  of  transport¬ 
ing  the  minerals  from  the  mining  site 
on  the  Outer  Continental  Shelf  to  on¬ 
shore  processing  facilities  or  markets.  He 
will  to  the  extent  possible  outline  the 
general  supply  and  demand  situation 
with  respect  to  the  minerals  in  the  mar¬ 
ket  to  be  served  and  include  a  statement 
whether  the  market  characteristics  of 
the  minerals  would  warrant  their  devel¬ 
opment  and  production  from  the  Outer 
Continental  Shelf.  The  supplemental  in¬ 
formation  shall  outline  in  detail  any  ex¬ 
pected  or  possible  effect  of  the  planned 
mining  operation  on  the  total  environ¬ 
ment,  aquatic  resources,  aesthetics,  rec¬ 
reation  and  other  resources  in  the  entire 
area  and  specify  what  environmental 
protection  measures  the  nominator  would 
take  to  assure  all  other  uses  in  the  area. 
The  statement  by  the  nominator  should 
indicate  the  specific  expertise  used  by 
him  in  evaluating  the  various  compo¬ 
nents  of  the  environmental  impact. 

3.  Section  3301.4  is  revised  to  read  as 
follows: 

§  3301.4  Selection  of  tracts. 

The  Director,  prior  to  the  final  selec¬ 
tion  of  tracts  for  leasing,  either  selected 
on  his  own  motion  or  nominated  pur¬ 
suant  to  S  3301.3,  shall  evaluate  fully  the 
potential  effect  of  the  leasing  program 
on  the  total  environment,  aquatic 
resources,  aesthetics,  recreation,  and 
other  resources  in  the  entire  area  during 
exploration,  development  and  opera¬ 
tional  phases.  To  aid  him  in  his  evalua¬ 
tion  and  determinations  he  may  request 
an  onsite  evaluation  by  an  environ¬ 
mental  analysis  team,  shall  request  and 
consider  the  views  and  recommendations 
of  appropriate  Federal  agencies,  may 
hold  public  hearings  after  appropriate 
notice,  and  may  consult  with  State  agen¬ 
cies,  organizations,  industries,  and  in¬ 
dividuals.  The  Director  shall  develop 
special  leasing  stipulations  and  condi¬ 
tions  when  necessary  to  protect  the  en¬ 
vironment  and  all  other  resources,  and 
such  special  stipulations  and  conditions 
shall  be  contained  in  the  proposed  notice 


FEDERAL  REGISTER,  VOL  39,  NO.  23— FRIDAY,  FEBRUARY  1,  1974 


4106 


PROPOSED  RULES 


of  lease  offer.  The  proposed  notice  of 
lease  offer,  together  with  all  views  and 
recommendations  received  and  the  Di¬ 
rector’s  findings  or  actions  thereon,  shall 
be  submitted  to  the  Secretary  for  final 
approval. 

4.  Section  3301.5  is  revised  to  read  as 
follows: 

§  3301.5  Notice  of  lease  offer. 

Upon  approval  of  the  Secretary,  the 
Director  shall  publish  the  notice  of  lease 
offer  at  the  expense  of  the  United  States 
in  the  Federal  Register,  as  the  official 
publication,  and  in  such  other  publica¬ 
tions  as  he  may  deem  desirable.  The  pub¬ 
lication  in  the  Federal  Register  shall  be 
at  least  30  days  prior  to  the  date  of  the 
sale.  The  notice  shall  state  the  place  and 
time  at  which  bids  will  be  filed,  and  the 
place,  date,  and  hour  at  which  bids  will 
be  opened.  The  notice  will  state  that  the 
lessor  will  reserve,  under  any  mineral 
lease  issued  pursuant  to  the  notice,  the 
right  to  enter  the  leased  premises  at  any 
time  for  environmental  protection  moni¬ 
toring  purposes  and  all  other  rights  in 
the  leased  area  not  expressly  granted  to 
the  lessee  by  applicable  laws  or  regula¬ 
tions  or  the  lease.  The  notice  shall  also 
contain  any  special  stipulations  or  con¬ 
ditions  which  will  become  a  part  of  any 
lease  issued  pursuant  to  such  notice,  in¬ 
cluding  stipulations  or  conditions  for  the 
protection  of  the  environment,  aquatic 
life  and  other  resources.  A  notice  of  lease 
offer  for  any  mineral  other  than  oil  and 
gas,  sulphur  or  salt  will  contain  a  state¬ 
ment  that  no  operations  will  be  permit¬ 
ted  under  the  lease  until,  pursuant  to 
30  CFR  Part  260,  the  lessee  has  submit¬ 
ted  exploration,  development,  mining  and 
transportation  plans  and  those  plans 
have  been  approved  by  the  appropriate 
officer.  Moreover,  the  notice  of  lease  offer 
for  minerals  other  than  oil  and  gas,  sul¬ 
phur,  or  salt  shall  announce  the  minerals 
which  are  expected  to  be  mined  pursuant 
to  the  lease  and  shall  announce  that, 
although  all  other  minerals  except  oil 
and  gas,  sulphur,  and  salt  will  be  subject 
to  the  lease,  the  right  to  mine  those 
other  minerals  may  subsequently  be  de¬ 
nied  by  the  lessor  for  environmental  rea¬ 
sons  or  otherwise  in  the  public  interest. 

Section  3302.1  is  revised  to  read  as 
follows: 

§  3302.1  General. 

Tracts  will  be  offered  for  lease  by  com¬ 
petitive  sealed  bidding  under  conditions 
specified  in  the  notice  of  lease  offer. 

§  3302.1—1  Oil  and  gas,  sulphur  and 
salt  leases. 

Each  oil  and  gas,  sulphur  or  salt  lease 
issued  pursuant  to  section  8  of  the  act 
shall  cover  a  compact  area  not  exceed¬ 
ing  5,760  acres. 

§  3302.1—2  Mining  leases. 

(a)  The  term  “mining  lease”  as  used 
in  this  part  means  any  lease  issued  under 
section  8(e)  of  the  Act  except  a  lease 
for  salt. 

(b)  A  mining  lease  shall  include  all 
minerals  other  than  oil  and  gas,  sul¬ 


phur,  and  salt;  however,  the  right  to  ex¬ 
ploit  minerals  other  than  those  specified 
in  the  notice  offering  the  mining  lease 
may  be  restricted. 

(c)  A  mining  lease  will  be  issued  to 
the  qualified  person  offering  the  highest 
cash  bonus  on  a  basis  of  competitive 
sealed  bidding  in  whichever  of  the  fol¬ 
lowing  three  classes  the  lease  is  offered 
by  the  Director: 

(1)  Exploratory  lease  with  the  option 
to  convert  to  development  or  production 
leases;  development  or  production 
leases ; 

<2)  Development  lease  with  the  option 
to  convert  to  production  leases;  or 

(3)  Production  lease. 

(d)  An  exploratory  lease  shall  not  ex¬ 
ceed  36  leasing  blocks  of  not  more  than 
5,760  acres  each,  in  reasonably  compact 
form.  Such  a  lease  shall  give  the  lessee 
exclusive  rights  to  explore  by  geophysical 
and  other  means  but  shall  not  permit 
production. 

<e)  If  the  mining  supervisor  of  the 
Geological  Survey  determines  from  evi¬ 
dence  submitted  by  the  lessee  that  a 
discovery  of  valuable  mineral  deposits 
has  been  made  under  an  exploratory 
lease  prior  to  the  expiration  of  the 
lease,  blocks  selected  from  that  lease  may 
be  converted  to  a  development  lease 
upon  application  filed  by  the  lessee.  A 
development  lease  shall  not  exceed  9 
leasing  blocks  which  shall  not  be  more 
than  5,760  acres  each  and  shall  be  rea¬ 
sonably  contiguous  and  in  compact 
form.  A  development  lease  shall  give  the 
lessee  the  right  to  conduct  mining  re¬ 
search,  to  collect  bulk  samples,  and  to 
develop  mining  systems,  but  shall  permit 
only  such  production  as  necessary  to 
verify  the  feasibility  of  systems. 

<f )  If  the  mining  supervisor  of  the 
Geological  Survey  determines  from  evi¬ 
dence  submitted  by  the  lessee  that  the 
research,  sampling,  and  mining  systems 
developed  under  a  development  lease 
have  progressed  to  a  point  of  commercial 
feasibility,  the  development  lease  may  be 
converted  to  a  production  lease  upon 
application  filed  by  the  lessee.  A  produc¬ 
tion  lease  shall  be  in  compact  form,  and 
may  be  issued  for  contiguous  quarter- 
block  tracts  as  approved  by  the  mining 
supervisor,  so  as  to  conform  as  closely 
as  possible  to  the  shape  of  the  deposit 
but  shall  not  exceed  3  leasing  blocks  of 
5,760  acres  each.  An  exploration  lease 
may  be  converted  to  a  production  lease 
without  a  development  lease  phase. 

( g)  Applications  to  convert  portions  of 
exploratory  leases  to  development  leases 
or  production  leases,  or  development 
leases  to  production  leases,  and  evidence 
in  support  of  such  applications,  shall  be 
filed  in  duplicate  with  the  appropriate 
mining  supervisor  of  the  Geological  Sur¬ 
vey  not  later  than  30  days  prior  to  the 
expiration  of  the  lease  to  be  converted. 

6.  Section  3302.2  is  revised  to  read  as 
follows: 

§  3302.2  Term. 

(a)  All  oil  and  gas  leases  shall  be  is¬ 
sued  for  a  term  of  five  years  and  so  long 
thereafter  as  oil  or  gas  may  be  produced 


from  the  leasehold  in  paying  quantities, 
or  drilling  or  well  reworking  operations, 
as  approved  by  the  Secretary  under 
§  3305a.l,  are  conducted  thereon. 

(b)  All  sulphur  and  salt  leases  shall  be 
issued  for  a  term  of  ten  years  and  so  long 
thereafter  as  sulphur  or  salt  may  be  pro¬ 
duced  from  the  leasehold  in  paying  quan¬ 
tities  or  drilling,  well  reworking,  plant 
construction,  or  other  operations  for  the 
production  of  sulphur  and  salt,  as  ap¬ 
proved  by  the  Secretary,  are  conducted 
thereon. 

(c)  A  mining  exploratory  lease  shall 
be  issued  for  a  primary  term  of  two  years. 
The  lease  may  be  extended  by  the  au¬ 
thorized  officer  of  the  Bureau  of  Land 
Management  for  a  single  period  of  two 
years  upon  a  finding  by  the  mining  su¬ 
pervisor  of  the  Geological  Survey  that 
the  lessee  has  been  unable,  with  reason¬ 
able  diligence,  to  properly  explore  the 
leased  area,  or  that  there  are  other  rea¬ 
sons  warranting  such  an  extension.  An 
application  for  extension  shall  be  filed 
in  the  proper  office  of  the  Bureau  of  Land 
Management  not  less  than  90  days  prior 
to  the  expiration  of  the  exploratory 
lease. 

(d)  A  mining  development  lease  shall 
be  issued  for  a  primary  term  of  two  years. 
The  lease  may  be  extended  by  the  au¬ 
thorized  officer  of  the  Bureau  of  Land 
Management  for  a  single  period  of  two 
years  upon  a  finding  by  the  mining  su¬ 
pervisor  of  the  Geological  Survey  that 
the  lessee  has  been  unable,  with  reason¬ 
able  diligence,  to  develop  mining  and 
recovery  systems  on  the  leased  area,  or 
that  there  are  other  reasons  warranting 
such  an  extension.  An  application  for 
the  extension  shall  be  filed  in  the  proper 
office  of  the  Bureau  of  Land  Management 
not  less  than  90  days  prior  to  the  expira¬ 
tion  of  the  development  lease  and  shall  be 
accompanied  by  a  statement  of  the  rea¬ 
sons  the  extension  is  considered  neces¬ 
sary. 

<e)  A  mining  production  lease  shall 
be  issued  for  a  term  of  ten  years  and  so 
long  thereafter  as  minerals  may  be  pro¬ 
duced  in  paying  quantities  or  other  op¬ 
erations  for  mineral  production,  as  ap¬ 
proved  by  the  Secretary,  are  conducted 
on  the  leased  area. 

(f )  Production  leases  for  minerals,  oth¬ 
er  than  oil  and  gas,  sulphur  and  salt  shall 
be  subject  to  readjustment  of  terms,  in¬ 
cluding,  but  not  limited  to,  rentals  and 
royalties  at  the  end  of  each  ten-year 
period  succeeding  the  date  of  the  pro¬ 
duction  lease.  This  will  be  in  addition  to 
the  Secretary’s  authority  to  prescribe 
and  amend  at  any  time  such  rules  and 
regulations  as  he  determines  to  be  nec¬ 
essary  and  proper  in  order  to  provide 
for  the  prevention  of  waste  and  conser¬ 
vation  of  natural  resources  and  the  pro¬ 
tection  of  correlative  rights,  and  to  make 
such  amendments  applicable  to  existing 
leases.  The  lessee  will  be  notified  of  the 
proposed  readjustment  of  terms  or  noti¬ 
fied  that  no  readjustment  is  to  be  made. 
Unless  the  lessee  files  objection  to  the 
proposed  terms  or  a  relinquishment  of 
the  lease  within  30  days  after  receipt  of 
the  notice,  he  will  be  deemed  to  have 
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agreed  to  such  terms.  Notice  of  the  pro¬ 
posed  readjustments  will  be  given  be¬ 
fore  the  expiration  of  each  such  ten- 
year  period.  The  readjustment  of  terms 
will  become  a  part  of  each  lease  issued. 

7.  Section  3302.6  is  revised  to  read  as 
follows: 

§  3302.6  Form. 

Leases  will  be  issued  on  forms  ap¬ 
proved  by  the  Director. 

8.  Section  3303.1  is  revised  to  read  as 
follows: 

§  3303.1  Rentals. 

(a)  An  annual  rental  on  oil  and  gas, 
sulphur,  and  salt  leases  shall  be  due  and 
payable  in  advance  on  the  first  day  of 
each  lease  year  prior  to  discovery  (or, 
with  respect  to  salt,  prior  to  production) 
at  the  rate  specified  in  the  lease.  The 
owner  of  any  lease  created  by  the  as¬ 
signment  of  a  portion  of  a  producing 
lease  and  on  which  assigned  portion 
there  is  no  discovery  shall  be  required  to 
pay  an  annual  rental  for  such  assigned 
portion  as  the  rate  per  acre  specified  in 
the  lease  payable  each  year  following 
the  year  in  which  the  assignment  be¬ 
comes  effective  and  prior  to  a  discovery 
(or,  with  respect  to  salt,  prior  to  produc¬ 
tion)  on  such  segregated  portion. 

(b)  An  annual  rental  on  each  mining 
lease  shall  be  due  and  payable  in  advance 
on  the  first  day  of  each  year  at  a  rate 
specified  in  the  lease  form  which  shall 
be  not  less  per  acre  or  fraction  thereof 
than  ten  cents  for  an  exploratory  lease, 
25  cents  for  a  development  lease,  and 
$1.00  for  a  production  lease.  Rentals  paid 
on  a  production  lease  for  any  one  lease 
year  shall  be  credited  against  the  roy¬ 
alties  accruing  for  that  year. 

9.  Section  3303.2  is  revised  to  read  as 
follows: 

§  3303.2  Royalties. 

(a)  Royalties  on  oil  and  gas,  sulphur 
and  salt  shall  be  at  the  rate  specified  in 
the  lease,  but  in  no  event  shall  the  roy¬ 
alty  on  oil  and  gas  be  less  than  12%  per¬ 
cent  of  the  amount  or  value  of  the  pro¬ 
duction  saved,  removed  or  sold  from  the 
lease,  nor  on  sulphur  less  than  five  per¬ 
cent  of  the  gross  production  or  value  of 
the  sulphur  at  the  wellhead. 

(b)  Royalties  on  mining  production 
leases  shall  be  determined  on  the  gross 
value  of  production  at  the  point  of  ship¬ 
ment  to  market  and  shall  be  at  the  rate 
specified  in  the  lease  which  shall  in  no 
event  be  less  than  two  percent;  however, 
the  royalty  rate  for  any  minerals  not 
specified  in  the  notice  of  offering  the 
mining  lease  may  not  be  established  in 
the  lease  at  the  time  of  Issuance,  but 
may  instead  be  left  for  determination 
by  the  lessor  after  the  lessee  has  sub¬ 
mitted  a  plan  for  the  development  of 
those  other  minerals. 

10.  A  new  §  3303.4  is  added  as  follows: 

§  3303.4  Minimum  expenditures. 

(a)  Minimum  expenditures  on  each 
mining  exploratory  lease  shall  be  as  spec¬ 
ified  in  the  lease,  but  shall  be  not  less 


than  $40,000  for  the  first  year  and  $50,- 
000  for  the  second  year.  If  the  lease  is 
extended,  the  minimum  expenditures  for 
each  year  of  the  extended  term  shall  be 
at  least  $60,000.  Expenditures  on  adja¬ 
cent  and  contiguous  leases  will  satisfy  the 
requirement  for  minimum  expenditures, 
if  approved  in  advance  by  the  mining 
supervisor. 

(b)  Minimum  expenditures  on  each 
mining  development  lease  shall  be  as 
specified  in  the  leases,  but  not  less  than 
$125,000  for  the  first  year  and  $150,000 
for  the  second  year.  If  the  lease  is  ex¬ 
tended,  the  minimum  expenditures  for 
each  year  of  the  extended  term  shall  be 
at  least  $175,000.  Expenditures  on  adja¬ 
cent  and  contiguous  leases  will  satisfy 
the  requirement  for  minimum  expen¬ 
ditures,  if  approved  in  advance  by  the 
mining  supervisor. 

(c)  The  expenditures  required  by  this 
section  must  be  made  in  actual  opera¬ 
tions  on  the  lands  in  the  lease,  or,  where 
expenditures  on  adjacent  and  contigu¬ 
ous  leases  are  approved  as  provided  in 
paragraphs  (a)  and  (b)  of  this  section, 
they  must  be  made  in  actual  operations 
on  or  for  the  benefit  of  the  leased  lands. 

(d)  Expenditures  in  excess  of  the  re¬ 
quired  amounts  for  any  given  year  shall 
be  credited  to  the  requirements  for  the 
subsequent  year  or  years,  if  approved  by 
the  mining  supervisor. 

11.  Section  3303.5  is  revised  to  read  as 
follows: 

§  3303.5  Effect  of  suspension  on  royalty 
and  rental. 

(a)  In  the  event  that  under  the  pro¬ 
visions  of  30  CFR  250.12(c)  or  (d)(1) 
the  regional  oil  and  gas  supervisor  of 
the  Geological  Survey,  or  under  the  pro¬ 
visions  of  30  CFR  260.12(c)  or  (d)  the 
regional  mining  supervisor  of  the  Geo¬ 
logical  Survey,  with  respect  to  any  lease 
directs  the  suspension  of  both  operations 
and  production,  or  with  respect  to  a  lease 
on  which  there  is  no  producible  well  the 
regional  oil  and  gas  supervisor  directs 
the  suspension  of  operations,  no  payment 
of  rental  or  minimum  royalty  will  be 
required  for  or  during  the  period  of  the 
suspension.  In  the  event  that  under  the 
provisions  of  30  CFR  250.12(d)  the  re¬ 
gional  oil  and  gas  supervisor,  or  under 
the  provisions  of  30  CFR  260.12(d)  the 
regional  mining  supervisor,  approves,  at 
the  request  of  a  lessee,  the  suspension  of 
operations  or  production,  or  both,  or 
suspends  any  operation  including  pro¬ 
duction,  the  lessee  will  not  be  relieved  of 
the  obligation  to  pay  rental,  minimum 
royalty  or  royalty  for  or  during  the  pe¬ 
riod  of  suspension. 

(b)  In  the  event  the  anniversary  date 
of  a  lease  falls  within  a  period  of  sus¬ 
pension  for  which  no  rental  or  minimum 
royalty  payments  are  required  under 
paragraph  (a)  of  this  section,  the  pro¬ 
rated  rentals  or  minimum  royalties,  if 
any  are  due  and  payable  as  of  the  date 
the  suspension  period  terminates,  shall 
be  computed  and  notice  thereof  given  the 
lessee.  Payment  of  the  amount  due  shall 
be  made  by  the  lessee  within  30  days  after 
receipt  of  such  notice.  The  anniversary 


date  of  a  lease  will  not  change  by  reason 
of  any  period  of  lease  suspension  or  ren¬ 
tal  or  royalty  relief  resulting  therefrom. 

12.  Section  3305.1  is  revised  to  read 
as  follows: 

§  3305.1  Assignment  of  leases  or  inter¬ 
ests  therein. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  leases  or  any  un¬ 
divided  interest  therein,  may  be  assigned 
in  whole  or  as  to  any  officially  designated 
subdivision  subject  to  the  approval  of 
the  authorized  officer,  to  any  one  qual¬ 
ified  under  §  3300.1  to  take  and  hold  a 
lease.  Any  assignment  made  under  this 
section  shall,  upon  approval,  be  deemed 
to  be  effective  on  and  after  the  first  day 
of  the  lease  month  following  its  filing  in 
the  appropriate  office  of  the  Bureau  of 
Land  Management,  unless  at  the  request 
of  the  parties  an  earlier  date  is  specified 
in  the  Director’s  approval.  The  assignor 
shall  be  liable  for  all  obligations  under 
the  lease  accruing  prior  to  the  approval 
of  the  assignment. 

(b)  No  exploratory  or  development 
mining  lease  may  be  assigned.  A  pro¬ 
duction  mining  lease  may  be  assigned 
in  whole  or  in  part,  but  no  assignment 
may  separate  the  minerals  subject  to 
such  a  lease. 

13.  Section  3305a.4  is  revised  to  read 
as  follows: 

§  3305a. 4  Effect  of  suspension  on  lease 
term. 

In  the  event  that  under  the  provisions 
of  30  CFR  250.12(c)  or  (d)(1),  the  re¬ 
gional  oil  and  gas  supervisor  of  the  Geo¬ 
logical  Survey,  or  under  the  provisions  of 
30  CFR  260.12(c)  or  (d)  (1)  the  regional 
mining  supervisor  of  the  Geological  Sur¬ 
vey,  directs  the  suspension  of  either  op¬ 
erations  or  production,  or  both,  with 
respect  to  any  lease,  the  terms  of  th“ 
lease  will  be  extended  by  a  period  equiva¬ 
lent  to  the  period  of  the  suspension,  but 
in  no  event  for  a  longer  period  than  that 
between  the  date  of  suspension  and  the 
date  on  which  the  lease  would  have  ter¬ 
minated  in  the  absence  of  the  suspension. 
In  the  event  that  under  the  provisions 
of  30  CFR  250.12(0  or  (d)(1),  the  oil 
and  gas  supervisor,  or  under  the  provi¬ 
sions  of  30  CFR  260.12(c)  or  (d)  (1)  the 
regional  mining  supervisor,  approves  the 
suspension  of  either  operations  or  pro¬ 
duction,  or  both,  with  respect  to  any 
lease,  the  term  of  the  lease  will  not  be 
deemed  to  expire  so  long  as  the  suspen¬ 
sion  remains  in  effect. 

14.  Section  3306.1  is  divided  into  two 
paragraphs  (a)  and  (b)  and  revised  to 
read  as  follows: 

§  3306.1  Relinquishment  of  leases  or 
parts  of  leases. 

(a)  A  lease  or  any  officially  designated 
subdivision  thereof  may  be  surrendered 
by  the  record  title  holder  by  filing  a  writ¬ 
ten  relinquishment,  in  triplicate,  with  the 
appropriate  office  of  the  Bureau  of  Land 
Management.  A  relinquishment  shall 
take  effect  on  the  date  it  is  filed  subject 
to  the  continued  obligation  of  the  lessee 
and  his  surety  to  make  payment  of  all 
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accrued  rentals  and  royalties  and,  in  the 
case  of  an  oil  and  gas,  sulphur,  or  salt 
lease,  to  abandon  all  wells  on  the  land  to 
be  relinquished  in  a  condition  satisfac¬ 
tory  to  the  oil  and  gas  supervisor  or,  in 
the  case  of  a  mining  lease,  to  leave  all 
land  subject  to  the  lease  in  a  condition 
satisfactory  to  the  mining  supervisor. 

(b)  A  mining  lease  extended  by  pro¬ 
duction  may  be  relinquished  at  any  time 
or  may  be  cancelled  for  other  reasons,  but 
shall  not  be  terminated  for  the  failure 
of  production  until  two  years  after  the 
cessation  of  production  in  paying  quanti¬ 
ties.  However,  termination  shall  be  auto¬ 
matic  when  there  has  been  no  production 
in  paying  quantities  for  two  years,  unless 
operations  and  production  have  been  sus¬ 
pended  on  the  lease  under  30  CFR  260.12. 
For  purposes  of  this  section,  “production 
in  paying  quantities”  means  production 
of  such  magnitude  that  the  royalty 
thereon  exceeds  the  required  rental. 

Brad  E.  Hainsworth, 
Deputy  Assistant  Secretary 

of  the  Interior. 

January  29,  1974. 

[FR  Doc.74-2691  Filed  l-31-74;8:45  am] 


Geological  Survey 
[  30  CFR  Part  260  ] 

OUTER  CONTINENTAL  SHELF 

Proposed  Hard  Mineral  Operating 
Regulations 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  Interior  under  section  5  of  the  Outer 
Continental  Shelf  Lands  Act  of  August  7, 
1953  <67  Stat.  464,  (43  U.S.C.  1331  at 
1334) ) ,  it  is  proposed  to  add  Part  260,  as 
set  forth  below,  to  Chapter  II  of  Title 
30,  Code  of  Federal  Regulations,  to  gov¬ 
ern  operations  conducted  on  the  Outer 
Continental  Shelf  for  minerals  other 
than  oil  and  gas,  sulphur  and  salt. 

It  is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to 
afford  the  public  an  opportunity  to  par¬ 
ticipate  in  the  rule  making  process.  Ac¬ 
cordingly,  interested  parties  may  submit 
written  comments,  suggestions  or  objec¬ 
tions  with  respect  to  the  proposed  addi¬ 
tion  of  30  CFR  Part  260,  to  the  Director, 
U.S.  Geological  Survey,  National  Center, 
1201  Sunrise  Valley  Drive,  Reston,  Vir¬ 
ginia  22092  until  March  15,  1974. 

A  draft  environmental  impact  state¬ 
ment  on  the  proposed  regulations  has 
been  prepared  in  accordance  with  the 
provisions  of  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969  (42  U.S.C.  4332(2)  (C) ) ,  and  Is  now 
available.  Formal  notice  of  its  availabil¬ 
ity  is  being  announced  coincidentally 
with  this  notice.  After  the  Department 
has  received  the  comments  on  the  draft 
statement,  a  final  statement  will  be  pub¬ 
lished.  Only  thereafter  will  a  final  deci¬ 
sion  on  the  issuance  of  regulations  and 
on  the  content  of  those  regulations,  if 
issued,  be  made. 


PROPOSED  RULES 

PART  260— MINING  OPERATIONS  IN  THE 
OUTER  CONTINENTAL  SHELF 

General  Provisions 

Sec. 

260.1  Purpose  and  authority. 

260.2  Scope. 

260.3  Definitions. 

Jurisdiction  and  Functions  of  Mining 
Supervisor 

260.10  Jurisdiction. 

260.11  General  functions. 

260.12  Regulation  of  operations. 

260.13  Temporary  approvals. 

260.14  Sampling. 

260.15  Drilling  and  abandonment  of  test 

holes. 

260.16  Rights  of  use  and  easement. 

260.17  Platforms,  pipelines,  and  conveyors. 

Requirements  for  Lessees 

260.30  General  obligation  of  lessees. 

260.31  Designation  of  operator. 

260.32  Local  agent. 

260.33  Exploration,  development,  and  min¬ 

ing  plans. 

260.34  Records  of  drill  holes  and  bottom 

sampling. 

260.35  Maps. 

260.36  Pollution  and  waste  disposal. 

260.37  Accidents,  fires,  and  malfunctions. 

260.38  Workmanlike  operations. 

260.39  Royalty  and  rental  payments. 

Royalties  and  Audits 

260.60  Value  basis  for  computing  royalties. 

260.61  Royalty. 

260.62  Audits. 

Default  and  Appellate  Procedures 

260.70  Default. 

260.71  Appeals. 

260.72  Judicial  review. 

Reports  and  Records 

260.80  Monthly  report  of  operations. 

260.81  Special  forms  of  reports. 

260.82  Public  inspection  of  records. 

Authority:  Sec.  5,  67  Stat.  464  (43  U.S.C. 
1334). 

Cross  Reference:  For  further  regulations 
pertaining  to  the  issuance  of  mining  leases 
covering  submerged  lands  in  the  Outer  Con¬ 
tinental  Shelf,  see  43  CFR  Part  3300. 

General  Provisions 

§  260.1  Purpose  and  authority. 

(a)  Section  8(e)  of  the  Outer  Con¬ 
tinental  Shelf  Lands  Act  (43  U.S.C.  1337 
( e) ) ,  referred  to  in  this  part  as  “the  Act”, 
authorizes  the  Secretary  of  the  Interior 
to  issue  leases  for  minerals  other  than 
oil  and  gas  and  sulphur  on  lands  subject 
to  the  Act.  Section  5(a)(1)  of  the  Act  (43 
U.S.C.  1334(a)  (1) )  authorizes  the  Secre¬ 
tary  to  issue  such  rules  and  regulations 
as  may  be  necessary  to  carry  out  the  pro¬ 
visions  of  the  Act.  The  regulations  in¬ 
cluded  in  this  Part  will  be  applicable  to 
all  operations  conducted  under  any  lease 
issued  pursuant  to  section  8(e)  except 
a  lease  issued  thereunder  for  salt.  Any 
lease  issued  for  salt  will  be  subject  to  the 
regulations  in  Part  250  of  this  chapter. 

(b)  Section  5(a)(1)  also  provides  that 
the  Secretary  may  at  any  time  prescribe 
and  amend  such  rules  and  regulations 
as  he  determines  to  be  necessary  and 
proper  to  provide  for  the  prevention  of 


waste  and  conservation  of  the  natural  re¬ 
sources  of  the  Outer  Continental  Shelf, 
and  the  protection  of  correlative  rights 
therein.  Amendments  to  this  Part  made 
for  any  of  these  three  purposes  will  upon 
issuance  become  applicable  not  only  to 
future  leases,  but  also  to  existing  leases 
even  when  inconsistent  with  their  ex¬ 
press  terms. 

(c)  Subject  to  the  supervisory  author¬ 
ity  of  the  Secretary  of  the  Interior,  the 
regulations  in  this  part  shall  be  admin¬ 
istered  by  the  Director  of  the  Geological 
Survey  through  the  Chief,  Conservation 
Division. 

§  260.2  Scope. 

The  regulations  in  this  part  shall  gov¬ 
ern  operations  conducted  under  explora¬ 
tory,  development,  and  production  leases 
issued  for  minerals  other  than  oil  and 
gas,  sulphur  and  salt  on  the  Outer  Con¬ 
tinental  Shelf. 

§  260.3  Definitions. 

The  following  terms  as  used  in  the 
regulations  in  this  part  shall  have  the 
meanings  here  given: 

(a)  Secretary.  The  Secretary  of  the 
Interior. 

(b)  Director.  The  Director  of  the  Geo¬ 
logical  Survey,  Washington,  D.C.,  having 
administrative  direction  of  the  enforce¬ 
ment  of  the  regulations  in  this  part. 

(c)  Mining  Supervisor.  A  representa¬ 
tive  of  the  Secretary,  under  administra¬ 
tive  direction  of  the  Director,  through 
the  Chief,  Conservation  Division,  Geo¬ 
logical  Survey,  authorized  and  em¬ 
powered  to  regulate  operations  and  to 
perform  other  duties  prescribed  in  the 
regulations  in  this  part,  or  any  subordi¬ 
nate  of  such  representative  acting  under 
his  direction. 

(d)  Outer  Continental  Shelf.  All  sub¬ 
merged  lands  ( 1 )  which  lie  seaward  and 
outside  of  the  area  of  lands  beneath 
navigable  waters  as  defined  in  the  Sub¬ 
merged  Lands  Act  (67  Stat.  29)  and  (2) 
of  which  the  subsoil  and  seabed  apper¬ 
tain  to  the  United  States  and  are  subject 
to  its  jurisdiction  and  control. 

(e)  Lease.  A  lease  issued  under  section 
8(a)  of  the  Act  for  any  mineral  other 
than  salt,  or  the  land  covered  by  the 
lease,  whichever  is  required  by  the  con¬ 
text. 

(f)  Lessee.  The  party  authorized  by  a 
lease,  or  an  approved  assignment  thereof, 
to  develop  and  produce  the  leased  de¬ 
posits  in  accordance  with  the  regulations 
in  this  part,  including  all  parties  holding 
such  authority  by  or  through  him. 

(g)  Operator.  The  individual,  partner¬ 
ship,  firm,  or  corporation  having  control 
or  management  of  operations  on  the 
leased  land  or  a  portion  thereof.  The  op¬ 
erator  may  be  a  lessee,  a  designated  agent 
of  the  lessee,  or  holder  of  rights  under  an 
approved  operating  agreement  or  sub¬ 
lease. 

(h)  OCS  Order.  A  formal  numbered 
order  issued  by  the  mining  supervisor, 
with  the  prior  approval  of  the  Chief, 
Conservation  Division,  Geological  Survey, 
that  implements  the  regulations  in  this 


FEDERAL  REGISTER,  VOL  39,  NO.  23 — FRIDAY,  FEBRUARY  1,  1974 


PROPOSED  RULES 


4109 


part  and  applies  to  operations  in  a  region 
or  a  major  portion  thereof. 

Jurisdiction  and  Functions  of  Mining 
Supervisor 

§  260.10  Jurisdiction. 

Subject  to  the  supervisory  authority  of 
the  Secretary  and  the  Director,  explora¬ 
tory,  development,  mining,  and  process¬ 
ing  operations,  handling  and  measure¬ 
ment  of  production,  determination  and 
collection  of  rental  and  royalty,  and,  in 
general,  all  other  operations  conducted 
on  a  lease  by  or  on  behalf  of  a  lessee  are 
subject  to  the  regulations  in  this  part 
and  are  under  the  jurisdiction  of  the 
mining  supervisor  for  any  region  as  de¬ 
lineated  by  the  Director. 

§  260.11  General  functions. 

The  mining  supervisor  is  authorized 
and  directed  to  act  upon  the  requests, 
applications,  and  notices  submitted  under 
the  regulations  in  this  part  and  to  re¬ 
quire  compliance  with  applicable  laws, 
the  lease  terms,  applicable  regulations, 
and  OCS  orders  to  the  end  that  all  op¬ 
erations  shall  be  conducted  in  a  manner 
that  will  to  the  extent  feasible  protect 
the  living  and  non-living  natural  re¬ 
sources  of  the  Outer  Continental  Shelf 
and  result  in  the  maximum  economic 
recovery  of  the  mineral  resources  in  a 
manner  compatible  with  sound  conserva¬ 
tion,  environmental  and  multiple  use 
practices.  Subject  to  the  approval  of  the 
Chief,  Conservation  Division,  Geological 
Survey,  the  mining  supervisor  may  issue 
OCS  orders  implementing  the  require¬ 
ments  of  the  regulations  of  this  part 
when  such  implementations  apply  to  an 
entire  region  or  a  major  portion  thereof. 
The  mining  supervisor  may  also  issue 
written  or  oral  orders  to  govern  opera¬ 
tions  on  specific  leases.  Oral  orders  shall 
be  confirmed  in  writing  by  the  mining 
supervisor  as  promptly  as  possible.  Prior 
to  the  issuance  of  OCS  orders  and  other 
orders  and  rules,  the  mining  supervisor 
may  consult  with,  and  receive  comments 
from,  lessees,  operators,  and  other  in¬ 
terested  parties.  Before  permitting  oper¬ 
ations  on  the  leased  land,  the  mining 
supervisor  will  require  that  adequate 
measures  for  protection  of  the  environ¬ 
ment  and  other  natural  resources  be 
taken  and  will  determine  that  a  lease  is 
in  good  standing,  that  the  lessee  is  au¬ 
thorized  to  conduct  operations,  and  that 
an  acceptable  bond  has  been  filed. 

§  260.12  Regulation  of  operations. 

(a)  Duties  of  mining  supervisor.  The 
mining  supervisor  in  accordance  with 
the  regulations  in  this  part  shall  inspect 
and  regulate  all  operations  and  is  author¬ 
ized  to  issue  OCS  orders  and  other  orders 
and  rules  necessary  for  him  to  supervise 
operations  effectively  and  to  prevent 
damage  to,  or  waste  of,  any  natural  re¬ 
source,  or  injury  to  life  or  property.  The 
mining  supervisor  shall  receive,  and 
shall,  when  in  his  judgment  it  is  neces¬ 
sary,  consult  with  or  solicit  advise  from 
lessees,  officials  of  interested  Depart¬ 
ments  and  agencies,  and  representatives 
of  state  and  local  governments. 


(b)  Departures  from  orders.  (1)  The 
mining  supervisor  may  prescribe  or  ap¬ 
prove  in  writing,  or  orally  with  written 
confirmation,  minor  departures  from  the 
requirements  of  OCS  orders  and  other 
orders  and  rules  issued  pursuant  to  Para¬ 
graph  (a)  of  this  section,  when  such 
departures  are  necessary  for  the  con¬ 
servation  of  natural  resources,  protec¬ 
tion  of  aquatic  and  wildlife  species,  or 
protection  of  human  health  and  safety, 
property,  or  the  environment. 

(2)  All  requests  or  recommendations 
for  major  departures  from  the  require¬ 
ments  of  OCS  orders,  whether  on  an  in¬ 
dividual  operation  or  area  basis,  shall 
require  the  approval  of  the  Chief,  Con¬ 
servation  Division. 

(e)  Emergency  suspensions.  The  min¬ 
ing  supervisor  is  authorized,  either  in 
writing  or  orally  with  written  confirma¬ 
tion,  to  suspend  any  operation,  including 
production,  which  in  his  judgment 
threatens  immediate  and  serious  harm 
or  damage  to  life,  including  aquatic  and 
wildlife  species,  to  property,  to  the  leased 
deposits,  to  other  valuable  mineral  de¬ 
posits  or  to  the  environment.  Such  emer¬ 
gency  suspension  shall  continue  until  in 
his  judgment  the  threat  or  danger  has 
terminated. 

(d)  Other  suspensions.  (1)  In  addition 
to  the  provisions  of  section  12  (c)  and 
(d)  of  the  act  providing  for  suspension 
of  operations  and  production,  in  the  in¬ 
terest  of  conservation  the  mining  super¬ 
visory  may  direct  or,  at  the  request  of  a 
lessee,  may  approve  the  suspension  of 
operations  or  production,  or  both.  A  sus¬ 
pension  of  operations  or  production  to 
permit  compliance  with  the  provisions  of 
the  National  Environmental  Policy  Act 
of  1969  (42  U.S.C.  4321-4347) ,  or  any  reg¬ 
ulations  or  guidelines  issued  thereunder, 
will  be  deemed  a  suspension  in  the  in¬ 
terest  of  conservation. 

(2)  The  mining  supervisor  is  author¬ 
ized  by  written  notice  to  the  lessee  to 
suspend  any  operation,  including  pro¬ 
duction,  for  failure  to  comply  with  ap¬ 
plicable  law,  the  lease  terms,  the  regula¬ 
tions  in  this  part,  OCS  orders,  approved 
exploration,  development  or  mining 
plans,  or  any  other  written  order  or  rule, 
including  orders  for  filing  of  reports  and 
drill  logs  within  the  time  specified. 

(e)  Reduction  of  rental  and  royalty. 
In  order  to  increase  the  ultimate  recov¬ 
ery  of  minerals  and  in  the  interest  of 
conservation,  the  Director  of  the  Geologi¬ 
cal  Survey,  whenever  he  determines  it 
necessary  to  promote  development  or 
finds  that  a  lease  cannot  be  successfully 
operated  under  the  terms  provided 
therein,  may  reduce  the  rental,  minimum 
royalty,  or  royalty  on  the  entire  lease¬ 
hold,  or  on  any  deposit,  tract,  or  portion 
thereof  segregated  for  royalty  purposes. 
An  application  for  any  of  the  above  re¬ 
lief  shall  be  filed  in  triplicate  with  the 
mining  supervisor.  It  must  contain  the 
serial  number  of  the  lease;  the  name  of 
the  record  title  holder;  a  description  of 
the  area  included  in  the  lease;  and  a  tab¬ 
ulated  statement  for  each  month,  cover¬ 
ing  a  period  of  not  less  than  six  months 
prior  to  the  date  of  filing  the  applica¬ 


tion,  of  the  aggregate  amount  of  minerals 
subject  to  royalty  computed  in  accord¬ 
ance  with  the  lease  and  applicable  regu¬ 
lations.  Every  application  must  also  con¬ 
tain  a  detailed  statement  of  expenses  and 
costs  of  operating  the  entire  lease  and  of 
the  income  from  the  sale  of  any  leased 
products,  and  all  facts  tending  to  show 
whether  the  workings  can  be  successfully 
operated  upon  the  rental  or  royalty  fixed 
in  the  lease.  Where  the  application  is  for 
a  reduction  of  royalty,  full  information 
shall  be  furnished  as  to  whether  royalties 
or  payments  out  of  production  are  paid 
to  others  than  the  United  States,  the 
amounts  so  paid,  and  efforts  made  to  re¬ 
duce  them.  The  applicant  must  also  file 
agreements  of  the  holders  of  the  lease 
and  of  royalty  holders  to  a  permanent 
reduction  of  all  royalties  from  the  lease¬ 
hold,  other  than  the  royalties  payable  to 
the  United  States,  to  an  aggregate  not 
in  excess  of  one  percent  of  the  gross  value 
of  the  products  produced. 

§  260.13  Temporary  approvals. 

Whenever  the  regulations  in  this  part 
require  a  lessee  to  obtain  approval  of 
the  mining  supervisor,  the  lessee  may 
make  an  oral  or  telegraphic  request  for 
such  approval,  and  the  mining  supervisor 
may  give  such  oral  or  telegraphic  ap¬ 
proval  as  may  be  warranted.  However, 
both  the  lessee  and  the  mining  super¬ 
visor  shall  forthwith  confirm  their  oral 
or  telegraphic  actions  in  writing  as  other¬ 
wise  required  by  the  regulations  in  this 
part. 

§  260.14  Sampling. 

(a)  When  deemed  necessary  or  ad¬ 
visable,  the  mining  supervisor  is  author¬ 
ized  to  require  the  lessee  to  make  ade¬ 
quate  tests  in  an  acceptable  manner 
without  cost  to  the  lessor  to  determine 
the  presence,  quantity,  and  quality  of 
mineral  deposits. 

(b)  The  mining  supervisor  may,  at  the 
time  of  approval  of  any  notice  to  sample 
bottom  deposits  'or  to  drill  any  hole  to 
determine  the  identity  and  character  of 
any  deposit,  stipulate  reasonable  require¬ 
ments  for  the  taking  of  samples  or  cores. 
All  drilling  shall  be  reported  in  duplicate 
on  standard  drill  log  number  9-1147. 

§  260.15  Drilling  and  abandonment  of 
test  holes. 

The  mining  supervisor  shall  in  accord¬ 
ance  with  such  plan  as  may  be  approved 
or  prescribed  by  him,  demand  that  test 
drilling  be  conducted  in  accordance  with 
the  terms  of  the  lease  and  of  the  regula¬ 
tions  in  this  part,  and  subject  to  such 
other  conditions,  including  depth,  as  he 
may  deem  advisable,  and  require  plug¬ 
ging  and  abandonment  of  any  wells 
drilled. 

§  260.16  Rights  of  use  and  easement. 

(a)  In  addition  to  the  rights  and  pri¬ 
vileges  granted  to  a  lessee  under  a  lease, 
the  mining  supervisor  may  grant  such  a 
lessee,  subject  to  such  reasonable  condi¬ 
tions  as  the  mining  supervisor  may  pre¬ 
scribe,  the  right  of  use  or  an  easement  to 
construct  and  maintain  platforms  and 
floating  or  fixed  structures,  and  to  use 
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the  same  for  carrying  on  exploration,  de¬ 
velopment,  production  and  processing 
operations,  and  housing  of  personnel  en¬ 
gaged  in  operations,  not  only  in  connec¬ 
tion  with  the  lease  on  which  the  plat¬ 
form,  structure,  or  island  is  situated,  but 
also  for  the  conduct  of  operations  on  any 
other  lease,  State  or  Federal. 

(b)  The  mining  supervisor  may  grant 
to  a  holder  of  a  Federal  lease  the  right 
of  use  or  an  easement  to  construct  and 
maintain  platforms  and  floating  or  fixed 
structures  on  areas  of  the  Outer  Con¬ 
tinental  Shelf,  near  or  adjacent  to  the 
leased  area,  and  to  use  same  for  han¬ 
dling,  treating,  and  storing  the  produc¬ 
tion  from  the  leased  area.  Such  rights  of 
use  or  easement  if  on  an  area  subject  to 
any  mineral  lease  issued  or  maintained 
under  the  act  shall  be  granted  only  after 
the  lessee  under  such  lease  has  been  noti¬ 
fied  and  afforded  an  opportunity  to  voice 
objections  thereto,  and  any  such  right 
shall  be  exercised  only  in  such  manner 
so  as  not  to  Interfere  unreasonably  with 
operations  of  the  lessee  under  such  lease. 

(c)  In  addition  to  the  rights  and  pri¬ 
vileges  granted  to  a  Federal  lessee  under 
any  lease  issued  or  maintained  under  the 
act,  the  mining  supervisor  upon  proper 
application  may  grant  to  a  holder  of  a 
Federal  lease  or  State  lease  Issued  by  a 
State  which  extends  the  same  rights  to 
holders  of  Federal  leases,  subject  to  such 
reasonable  conditions  as  the  mining  su¬ 
pervisor  may  prescribe,  the  right  of  use 
or  an  easement  to  construct  and  main¬ 
tain  pipelines  or  conveyors  on  areas  of 
the  Outer  Continental  Shelf  which  are 
constructed,  owned  and  maintained  by 
the  lessee  and  used  for  purposes  such  as: 
(1)  Moving  production  to  a  central  point 
for  gathering,  processing,  storing,  or 
measuring;  (2)  delivery  of  production  to 
a  point  of  sale;  (3)  delivery  of  produc¬ 
tion  to  a  pipeline,  conveyor,  ship,  barge, 
platform,  or  floating  or  fixed  structure 
operated  by  a  transportation  company; 
or  (4)  moving  fluids  or  slurries  in  con¬ 
nection  with  lease  operations,  such  as 
for  sluicing  or  injection  purposes.  The 
mining  supervisor  is  authorized  to  ap¬ 
prove  any  reasonable  offshore  or  onshore 
location  as  a  delivery  point.  Rights  of  use 
or  easement  across  areas  covered  by  a 
lease  shall  be  granted  only  after  the  les¬ 
see  under  such  a  lease  has  been  notified 
by  the  applicant  and  afforded  a  reason¬ 
able  opportunity  to  express  its  views  with 
respect  thereto,  and  any  such  rights  shall 
be  exercised  only  in  a  manner  so  as  not 
to  interfere  unreasonably  with  opera¬ 
tions  of  the  lessee  under  such  lease.  The 
foregoing  right  of  use  and  easement  shall 
not  apply  to  pipelines  or  conveyors  used 
for  transporting  production  after  custody 
has  been  transferred  to  a  purchaser  or 
carrier  as  provided  for  in  section  5(c)  of 
the  Act  and  regulations  in  43  CFR  Part 
2883. 

(d)  Once  a  right  of  use  or  easement 
has  been  exercised  by  the  erection  of 
platforms,  floating  or  fixed  structures, 
or  pipelines,  the  right  shall  continue  only 
so  long  as  they  are  maintained  and  are 
useful  for  the  purpose  specified  therein, 
as  determined  by  the  mining  supervisor. 


even  beyond  the  termination  of  any 
lease  on  which  they  may  be  situated,  and 
the  rights  of  all  subsequent  lessees  shall 
be  subject  to  such  rights  of  use  and  ease¬ 
ment  by  prior  lessees.  Upon  termination 
by  the  mining  supervisor  of  the  right  of 
use  and  easement,  the  lessee  shall  re¬ 
move  or  otherwise  dispose  of  all  plat¬ 
forms,  floating  or  fixed  structures,  pipe¬ 
lines,  conveyors,  and  other  facilities  and 
restore  the  premises  to  the  satisfaction 
of  the  mining  supervisor. 

§  260.17  Platforms,  pipelines,  and  con¬ 
veyors. 

(a)  The  mining  supervisor  is  author¬ 
ized  to  approve  the  design,  other  fea¬ 
tures,  and  plan  of  Installation  of  all 
platforms  and  floating  and  fixed  struc¬ 
tures  as  a  condition  of  the  granting  of  a 
right  of  use  or  easement  under  para¬ 
graphs  (a)  or  (b)  of  8  260.16  or  author¬ 
ized  under  any  lease  issued  or  maintained 
under  the  act. 

(b)  The  mining  supervisor  is  author¬ 
ized  to  approve  the  design,  other  fea¬ 
tures,  and  plan  of  Installation  of  all 
pipelines  and  conveyors  for  which  a  right 
of  use  or  easement  has  been  granted  un¬ 
der  paragraph  (c)  of  8  260.16  or  author¬ 
ized  under  any  lease,  including  those 
portions  of  such  lines  which  extend  onto 
or  traverse  areas  other  than  the  Outer 
Continental  Shelf. 

Requirements  for  Lessees 
§  260.30  General  obligation  of  lessees. 

(a)  The  lessee  shall  comply  with  pro¬ 
vision  of  applicable  laws  and  regulations, 
the  terms  and  conditions  of  the  lease,  the 
requirements  of  the  approved  explora¬ 
tion,  development,  or  mining  plan,  OCS 
orders  and  other  written  or  oral  orders 
or  instructions  of  the  mining  supervisor 
in  performing  exploration,  development, 
mining,  and  processing  operations  under 
the  lease.  Lessees  shall  take  precautions 
to  prevent  waste  and  damage  to  mineral¬ 
bearing  formations  and  shall  take  such 
steps  as  may  be  needed  to  prevent  injury 
to  life  or  health  and  to  provide  for  the 
health  and  welfare  of  employees. 

(b)  The  lessee  shall  take  such  action 
as  may  be  needed  to  prevent  pollu¬ 
tion  of  air,  water  and  submerged  and 
adjacent  coast  land,  damage  to  aquatic 
and  wildlife  species,  obstacles  and 
hazards  to  navigation,  and  unneces¬ 
sary  disturbance  to  the  environment. 
Where  any  question  arises  as  to  the 
necessity  for  or  the  adequacy  of  an 
action  to  meet  the  requirements  of  this 
paragraph,  the  determination  of  the 
mining  supervisor  shall  be  final,  subject 
to  the  right  of  appeal  as  provided  in 
8  260.71. 

(c)  All  operations  conducted  under 
these  regulations  in  this  part  must  be 
consistent  with  applicable  water  and  air 
quality  standards. 

(d)  When  the  mining  supervisor  de¬ 
termines  that  water  pollution  exists  or 
is  a  probable  consequence  of  lease  opera¬ 
tions,  the  mining  supervisor  may  require 
that  a  lessee  maintain  a  record  of  quan¬ 
tity  and  quality  of  waste  and  refuse  dis¬ 
charged  from  mining  and  processing  op¬ 


erations,  including  the  chemical  content. 
In  order  to  obtain  this  information,  the 
lessee  may  be  required  to  install  a  suit¬ 
able  monitoring  system. 

(e)  Full  report  of  accidents  or  fires 
shall  be  promptly  mailed  to  the  mining 
supervisor  by  the  operator  or  his  repre¬ 
sentative.  Fatal  accidents,  accident 
which  threatens  damage  to  the  de¬ 
posit  or  equipment,  or  accidents  which 
could  cause  water  pollution,  damage  to 
aquatic  and  wildlife  species,  or  hazards 
to  navigation  shall  be  reported  promptly 
to  the  mining  supervisor  by  telegram  or 
telephone. 

(f )  The  lessee  shall  submit  reports  and 
records  of  operations  when  required,  and 
in  the  manner  and  form  prescribed,  by 
the  mining  supervisor. 

§  260.31  Designation  of  operator. 

In  all  cases  where  operations  are  not 
conducted  by  the  record  owner  but  are 
to  be  conducted  under  authority  of  an 
unapproved  operating  agreement,  as¬ 
signment,  or  other  arrangement,  a  “des¬ 
ignation  of  operator”  shall  be  submitted 
to  the  mining  supervisor,  in  a  manner 
and  form  approved  by  him,  prior  to 
commencement  of  operations.  Such  des¬ 
ignation  will  be  accepted  as  authority 
of  operator  or  his  local  representative 
to  fulfill  the  obligations  of  the  lessee  and 
to  sign  any  papers  or  reports  required 
under  the  regulations  in  this  part.  All 
changes  of  address  and  any  termination 
of  the  authority  of  the  operator  shall 
be  immediately  reported,  in  writing,  to 
the  mining  supervisor  or  his  representa¬ 
tive.  In  case  of  such  termination  or  of 
controversy  between  the  lessee  and  the 
designated  operator,  the  operator,  if  in 
possession  of  the  lease,  will  be  required 
to  protect  the  interests  of  the  lessor. 

§  260.32  Local  agent. 

When  required  by  the  mining  supervi¬ 
sor,  the  lessee  shall  designate  a  represen¬ 
tative  empowered  to  receive  notices  and 
comply  with  orders  of  the  mining  super¬ 
visor  issued  pursuant  to  the  regulations 
in  this  part. 

§  260.33  Exploration,  development,  and 
mining  plans. 

(a)  General.  Before  conducting  any 
operations  under  a  lease,  the  operator 
shall  submit,  in  triplicate,  to  the  mining 
supervisor  for  approval  exploration,  de¬ 
velopment,  or  production  plans,  as  appro¬ 
priate,  which  shall  indicate  the  types  of 
minerals  subject  to  the  plans  and  shall 
show  in  detail  where  and  how  the  pro¬ 
posed  exploration,  development,  mining, 
processing,  and  transportation  opera¬ 
tions  are  to  be  conducted.  The  plans  shall 
be  consistent  with  and  responsive  to  the 
requirements  of  the  lease  for  the  pre¬ 
vention  of  air,  land,  and  water  pollution, 
interference  with  navigation,  and  dam¬ 
age  to  aquatic  and  wildlife  species  and 
other  natural  resources.  When  neces¬ 
sary,  the  mining  supervisor  will  consult 
with  and  obtain  the  recommendations 
of  specialists  In  other  Interested  Fed¬ 
eral  agencies  and  departments  and  inter¬ 
ested  local  and  State  agencies,  and  shall 
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promptly  approve  the  plans  or  indicate 
what  modifications  of  the  plans  are  nec¬ 
essary  to  conform  to  the  provisions  of 
the  lease,  regulations  and  any  special 
stipulations.  When  the  plan  involves 
minerals  other  than  those  specified  in  the 
notice  offering  the  lease  or  involves  a 
significant  change  in  the  techniques  em¬ 
ployed,  the  mining  supervisor  shall  con¬ 
sult  the  Bureau  of  Land  Management 
and  obtain  its  views  on  the  plan.  No  op¬ 
erations  shall  be  conducted  except  under 
an  approved  plan.  Failure  to  comply 
with  this  section  will  subject  the  lease  to 
cancellation. 

(b)  Exploration  plan.  The  mining  su¬ 
pervisor  may  require  that  an  exploration 
plan  include,  among  such  items  as  he 
may  deem  advisable,  the  following: 

(1) A  description  of  the  type  of  explo¬ 
ration  operations  to  be  conducted. 

(2)  The  equipment  to  be  used. 

(3)  Adequate  maps  showing  the  loca¬ 
tion  where  exploration  work  is  to  be 
performed. 

(4)  A  description  of  measures  to  be 
taken  to  prevent  or  control  air,  land,  and 
water  pollution,  damage  to  aquatic  and 
wildlife  species  and  other  natural  re¬ 
sources,  hazards  to  public  health  and 
safety,  and  hazards  to  navigation. 

(c)  Mining  and  development  plans. 
The  mining  supervisor  may  require  that 
a  mining  and  development  plan  include, 
among  such  items  as  he  may  deem  ad¬ 
visable,  the  following: 

(1)  A  general  description  of  the  en¬ 
vironmental  conditions  and  aquatic  and 
wildlife  species  in  the  area  of  operations. 

(2)  A  detailed  description  of  the  na¬ 
ture  and  occurrence  of  the  mineral  de¬ 
posits  in  the  leased  area.  Adequate  maps 
and  sections  should  be  included. 

(3)  A  detailed  description  of  develop¬ 
ment  and  mining  methods  to  be  used, 
the  proposed  sequence  of  mining  or  de¬ 
velopment,  the  expected  production  rate, 
and  the  method  and  location  of  the  pro¬ 
posed  processing  operation.  Adequate 
maps  and  engineering  designs  should  be 
included. 

(4)  A  detailed  description  of  the 
method  of  transporting  the  minerals 
from  the  lease  to  onshore,  and  adequate 
maps  showing  the  locations  of  pipelines, 
conveyors  or  other  transportation 
facilities. 

(5)  A  detailed  description  of  the 
method  for  discharge  and  disposal  of 
waste  and  refuse,  including  its  chemical 
and  physical  characteristics. 

(6)  A  detailed  description  of  measures 
to  be  taken  to  prevent,  limit,  or  control 
air,  land,  and  water  pollution,  damage  to 
aquatic  and  wildlife  species  and  other 
natural  resources,  hazards  to  public 
health  and  safety,  and  hazards  to 
navigation. 

(d)  Changes  in  plans.  (1)  Explora¬ 
tion,  development  and  mining  plans  may 
be  changed  by  mutual  consent  of  the 
mining  supervisor  and  the  operator  at 
any  time  to  adjust  to  changed  condi¬ 
tions  or  to  correct  an  oversight.  To  ob¬ 
tain  approval  of  a  changed  or  supple¬ 
mental  plan,  the  operator  shall  submit 
a  detailed  written  statement  of  the  pro¬ 


posed  changes  or  additions  and  the 
justification  for  the  changes  proposed. 
If  circumstances  warrant,  or  if  prepara¬ 
tion  of  an  exploration,  development  or 
mining  plan  for  the  entire  operation  is 
dependent  upon  unknown  factors  which 
cannot  or  will  not  be  determined  except 
during  the  progress  of  the  operations,  a 
partial  plan  may  be  approved  and  sup¬ 
plemented  from  time  to  time.  The  oper¬ 
ator  shall  not,  however,  perform  any 
operation  except  under  an  approved 
plan. 

(2)  If  the  lessee  shall  decide  to  explore 
for,  develop,  or  mine  minerals  other  than 
those  specified  in  the  notice  of  lease 
offering  pursuant  to  which  the  lease  was 
issued,  he  shall  submit  a  new  explora¬ 
tion,  development,  or  mining  plan,’  as 
appropriate.  The  mining  supervisor  shall 
have  the  responsibility  of  examining  the 
environmental  impact  of  such  a  plan, 
and,  where  environmental  considerations 
or  the  public  interest  requires,  the  min¬ 
ing  supervisor  may  prohibit  exploration 
for,  development  of,  or  mining  of  those 
other  minerals. 

(e)  Abandonment.  Plans  for  abandon¬ 
ment  of  a  leasehold  operation  must  be 
submitted  in  detail  by  the  lessee  and  ap¬ 
proved  by  the  supervisor.  In  general,  the 
bottom  must  be  left  free  of  structures 
presenting  a  hazard  to  navigation  or  to 
commercial  fishing,  unless  authorized  by 
the  mining  supervisor  after  consultation 
with  appropriate  personnel  of  the  Corps 
of  Engineers  or  the  National  Marine 
Fisheries  Service. 

§  260.34  Records  of  drill  holes  and  bot¬ 
tom  sampling. 

(a)  The  lessee  shall  keep  at  his  field 
headquarters  or  at  other  locations  con¬ 
veniently  available  to  the  mining  super¬ 
visor,  accurate  and  complete  logs  of  all 
drill  holes  or  bottom  sampling.  The  logs 
shall  contain  a  description  of  all  the 
materials  or  formations  penetrated;  the 
content  to  each  sample  recovered  in¬ 
cluding  all  data  from  any  analysis  per¬ 
formed  on  the  sample;  and  any  other 
pertinent  information.  Logs  shall  be  re¬ 
ported  on  form  9-1147  and  submitted  in 
triplicate  to  the  mining  supervisor  as 
soon  as  the  hole  is  completed. 

§  260.35  Maps. 

(a)  Maps  of  the  operations  shall  be 
drawn  to  a  scale  acceptable  to  the  min¬ 
ing  supervisor.  All  maps  shall  be  appro¬ 
priately  marked  with  reference  to  offi¬ 
cial  lease  tract  boundaries.  The  maps 
shall  be  kept  current  and  submitted  to 
the  mining  supervisor  annually,  or  more 
often  when  required  by  the  mining 
supervisor.  The  accuracy  of  maps  fur¬ 
nished  shall  be  certified  by  a  professional 
engineer,  professional  land  surveyor  or 
other  professionally  qualified  person. 

(b)  The  operator  shall  prepare  such 
maps  of  the  leased  lands  as  in  the  judg¬ 
ment  of  the  mining  supervisor  are  nec¬ 
essary  to  show  the  geological  conditions 
as  determined  from  geological  and 
geophysical  surveys,  bottom  sampling, 
drill  holes,  trenching,  dredging,  or  min¬ 
ing.  All  excavations  shall  be  shown  In 


such  manner  that  the  production  of 
minerals  for  any  royalty  period  can  be 
accurately  ascertained. 

(c)  If  any  map  submitted  by  an  oper¬ 
ator  is  believed  to  be  incorrect,  the  min¬ 
ing  supervisor  may  cause  a  survey  to  be 
made,  and  if  the  survey  shows  the  map 
submitted  by  the  operator  to  be  substan¬ 
tially  incorrect  in  whole  or  in  part,  the 
cost  of  making  the  survey  and  preparing 
the  map  shall  be  charged  to  and 
promptly  paid  by  the  operator. 

(d)  In  event  of  the  failure  of  the 
operator  to  furnish  the  maps  required, 
the  mining  supervisor  shall  employ  a 
competent  surveyor  to  make  the  re¬ 
quired  survey  and  maps,  and  the  costs 
thereof  shall  be  charged  to  and  promptly 
paid  by  the  operator. 

§  260.36  Pollution  and  waste  disposal. 

(a)  The  lessee  shall  not  pollute  air, 
water  or  submerged  and  adjacent  coast 
land,  damage  aquatic  and  wildlife  species 
or  cause  any  other  unnecessary  disturb¬ 
ance  to  the  environment.  The  lessee  shall 
dispose  of  all  waste  materials  as  pre¬ 
scribed  by  plans  approved  under  §  260.33. 
All  spills  or  water  pollution  by  hazard¬ 
ous  materials  of  a  size  or  quantity  which 
cannot  be  immediately  controlled  shall 
be  reported  by  the  lessee  without  delay 
to  the  mining  supervisor  and  to  the  Coast 
Guard  and  other  agencies  in  accordance 
with  provisions  of  the  applicable  pollu¬ 
tion  contingency  plan.  Other  spills  of 
materials,  whether  hazardous  or  non- 
hazardous,  shall  be  recorded  by  the  lessee 
and  reported  to  the  mining  supervisor. 

(b)  If  the  waters  of  the  sea  are  pol¬ 
luted  by  the  drilling  or  production  opera¬ 
tions  conducted  by  or  on  behalf  of  the 
lessee,  and  such  pollution  damages  or 
threatens  to  damage  aquatic  and  wild¬ 
life  species,  other  natural  resources  or 
public  or  private  property,  the  control 
and  removal  of  the  pollutant,  whereso¬ 
ever  found,  proximately  resulting  there¬ 
from  shall  be  at  the  expense  of  the  lessee. 
Upon  failure  of  the  lessee  to  control  and 
remove  the  pollutant,  the  mining  super¬ 
visor,  in  cooperation  with  other  appro¬ 
priate  agencies  of  the  Federal,  state,  and 
local  governments,  or  in  cooperation  with 
the  lessee,  or  both,  shall  have  the  right 
to  accomplish  the  control  and  removal  of 
the  pollutant  in  accordance  with  any  es¬ 
tablished  contingency  plan  or  by  other 
means  at  the  cost  of  the  lessee,  but  such 
action  shall  not  relieve  the  lessee  of  any 
responsibility  as  provided  herein. 

(c)  The  lessee’s  liability  to  third  par¬ 
ties,  other  than  for  cleaning  up  the  pol¬ 
lutant  in  accordance  with  paragraph  (b) 
of  this  section,  shall  be  governed  by  ap¬ 
plicable  law. 

§  260.37  Accidents,  fires,  and  malfunc¬ 
tions. 

The  lessee  shall  conduct  all  its  explora¬ 
tion,  development  and  mining  operations 
in  a  manner  which  will  prevent  accidents 
and  fires  and  shall  immediately  notify 
the  mining  supervisor  of  all  serious  acci¬ 
dents  and  fires  on  the  lease,  and  shall 
submit  In  writing  a  full  report  thereon 
within  10  days.  The  lessee  shall  notify 


No.  23— Pt.  I- 


FEDERAl  REGISTER,  VOL.  39,  NO.  23 — FRIDAY,  FEBRUARY  1,  1974 


4112 


PROPOSED  RULES 


the  mining  supervisor  within  24  hours 
of  any  other  unusual  condition,  problem, 
or  malfunction. 

§  260.38  Workmanlike  operations. 

The  lessee  shall  perform  all  operations 
in  a  safe  and  workmanlike  manner  and 
shall  maintain  equipment  for  the  pro¬ 
tection  of  the  lease,  its  improvements,  for 
the  health  and  safety  of  all  persons,  and 
for  the  preservation  and  conservation  of 
the  property  and  the  environment.  All 
unsafe  or  hazardous  conditions  shall  be 
corrected  immediately. 

§  260.39  Royalty  and  rental  payments. 

The  lessee  shall  pay  all  rentals  when 
due  and  shall  pay  when  due  all  royalties 
in  the  dollar  amounts  determined  by  the 
mining  supervisor  as  payable  under  the 
terms  of  the  lease.  Payments  of  rentals 
and  royalties  shall  be  by  check  or  draft 
on  a  solvent  bank,  or  by  money  order, 
drawn  to  the  order  of  the  United  States 
Geological  Survey. 

Royalties  and  Audits 

§  260.60  Value  basis  for  computing 
royalties. 

The  value  of  production,  for  the  pur¬ 
pose  of  computing  royalty,  shall  be  the 
value  of  the  product  at  the  point  of 
shipment  to  market,  as  determined  by 
the  mining  supervisor,  due  consideration 
being  given  to  the  highest  price  paid  for 
a  part  or  for  a  majority  of  production  of 
like  quality  in  the  same  area,  to  the  price 
received  by  the  lessee,  to  posted  prices, 
and  to  other  relevant  matters.  Under  no 
circumstances  shall  the  value  of  produc¬ 
tion  for  the  purposes  of  computing  royal¬ 
ty  be  deemed  to  be  less  than  the  value 
computed  on  such  reasonable  unit  value 
as  shall  have  been  determined  by  the  Sec¬ 
retary.  In  the  absence  of  good  reason  to 
the  contrary,  value  computed  on  the 
basis  of  the  highest  price  paid  or  offered 
at  the  time  of  production  in  a  fair  and 
open  market  for  the  major  portion  of 
like-quality  products  produced  and  sold 
from  the  area  where  the  leased  lands  are 
situated  will  be  considered  to  be  a  rea¬ 
sonable  value. 

§  260.61  Royalty. 

Royalty  shall  be  paid  monthly  based 
on  production  removed  or  sold  from  the 
leasehold  during  each  month.  Records 
of  production  removed  or  sold  shall  be 
signed  by  representatives  of  the  lessee 
and  of  the  purchaser  or  the  transporter 
who  have  witnessed  the  weights  and 
measurements  reported,  or  shall  meet 
such  other  requirements  as  the  mining 
superv  isor  may  approve, 

§  260.62  Audits. 

An  independent  audit  of  the  lessee's 
accounts  and  books  by  qualified,  disinter¬ 
ested  certified  public  accountants  may 
be  required  annually  or  at  such  other 
times  as  may  be  directed  by  the  mining 
supervisor,  and  at  the  expense  of  the  les¬ 
see.  The  lessee  shall  furnish  free  of  cost 
duplicate  copies  of  such  annual  or  other 
audits  to  the  mining  supervisor,  within 
30  days  after  the  completion  of  each 
audit. 


Default  and  Appellate  Procedures 
§  260.70  Default. 

Whenever  the  lessee  fails  to  comply 
with  the  provisions  of  the  regulations  in 
this  part,  the  mining  supervisor  is  au¬ 
thorized  to  give  a  30-day  notice  of  such 
default  by  registered  letter  to  the  lessee 
at  his  record  post  office  address  as  pro¬ 
vided  in  section  5(b)  (1)  of  the  act.  If  the 
lessee  fails  to  correct  the  default  within 
30  days  of  receipt  of  the  notice,  the  min¬ 
ing  supervisor  is  authorized  to  recom¬ 
mend  to  the  Secretary,  through  the  Di¬ 
rector,  (a)  lease  cancellation  pursuant  to 
section  5(b)  (1)  and  (2)  of  the  act,  (b) 
appropriate  action  under  the  penalty 
provisions  of  section  5(a)  (2)  of  the  act, 
or  (c)  the  exercise  of  any  other  legal  or 
equitable  remedy  which  the  lessor  may 
have. 

§  260.71  Appeals. 

(a)  A  person  adversely  affected  by  an 
order  or  decision  of  the  mining  super¬ 
visor  made  pursuant  to  the  provisions  of 
this  part  shall  have  a  right  of  appeal  to 
the  Director  and  the  further  right  of  ap¬ 
peal  to  the  Director,  Office  of  Hearings 
and  Appeals,  Office  of  the  Secretary,  from 
an  adverse  decision  of  the  Director,  un¬ 
less  such  decision  was  approved  by  the 
Secretary  prior  to  promulgation.  Com¬ 
pliance  with  any  such  order  or  decision 
shall  not  be  suspended  by  reason  of  an 
appeal  having  been  taken  unless  such 
suspension  is  authorized  in  writing  by 
the  Director,  or  by  the  Director,  Office  of 
Hearings  and  Appeals,  dependent  upon 
with  whom  the  appeal  is  pending,  and 
then  only  upon  a  determination  that  such 
suspension  will  not  be  detrimental  to  the 
lessor  or  upon  the  submission  and  accept¬ 
ance  of  a  bond  deemed  adequate  to  in¬ 
demnify  the  lessor  from  loss  or  damage. 

<b)  An  appeal  to  the  Director  may  be 
taken  by  filing  a  notice  of  appeal  with  the 
mining  supervisor  within  30  days  from 
service  of  the  mining  supervisor’s  order 
or  decision.  The  notice  of  appeal  shall  in¬ 
corporate  or  be  accompanied  by  such 
written  showing  and  argument  on  the 
facts  and  the  law  as  the  appellant  may 
deem  adequate  to  justify  reversal  or 
modification  of  the  order  or  decision. 
Within  the  same  30-day  period,  the  ap¬ 
pellant  will  be  permitted  to  file  with  the 
mining  supervisor  additional  statements 
of  reasons  and  written  arguments  or 
briefs. 

(c)  The  mining  supervisor  shall  trans¬ 
mit  the  appeal  and  accompanying  papers, 
together  with  a  full  report  and  recom¬ 
mendations,  to  the  Director,  who  will  re¬ 
view  the  record  and  render  a  decision  in 
the  case. 

(d)  Oral  argument  in  any  case  pend¬ 
ing  before  the  Director  will  be  allowed  on 
motion  in  his  discretion  and  at  a  time  to 
be  fixed  by  him. 

(e)  Appeals  to  the  Director,  Office  of 
Hearings  and  Appeals,  shall  be  made 
pursuant  to  procedures  set  forth  in  43 
CFR  Part  4,  Department  of  Hearings  and 
Appeals  Procedures. 

(f)  Procedures  with  respect  to  notice 
of  hearings,  and  the  conduct  thereof,  and 
in  respect  to  appeals  from  decisions  of 


hearing  examiners  upon  such  hearings, 
shall  follow  insofar  as  practicable  the 
procedural  rules  applicable  to  hearings 
and  appeals  in  public  lands  cases  within 
the  jurisdiction  of  the  Board  of  Land 
Appeals  set  forth  in  43  CFR  Part  4,  De¬ 
partment  Hearings  and  Appeals  Proce¬ 
dures.  If  the  hearing  examiner  shall  find 
that  a  violation  exists,  the  lessee  shall 
have  an  extension  of  time  of  30  days 
after  the  lessee’s  receipt  of  the  hearing 
examiner’s  decision  upon  such  a  hearing 
within  which  to  correct  the  violation  of 
regulations  or  of  lease  terms,  or,  if  the 
violation  is  one  which  cannot  be  cor¬ 
rected  within  such  extended  period,  such 
longer  time  as  may  be  required  provided 
the  lessee  has  commenced  in  good  faith 
within  such  extended  30-day  period  and 
thereafter  proceeds  diligently  to  correct 
the  violation. 

(g)  With  the  exception  of  the  time 
fixed  for  filing  a  notice  of  appeal,  the 
time  for  filing  any  document  in  connec¬ 
tion  with  an  appeal  to  the  Director  may 
be  extended  by  the  Director.  A  request 
for  an  extension  of  time  must  be  filed 
within  the  time  allowed  for  the  filing  of 
the  document  and  must  be  filed  in  the 
same  office  in  which  the  document  in 
connection  with  which  the  extension  is 
requested  must  be  filed. 

§  260.72  Judicial  review. 

Nothing  contained  in  this  part  shall  be 
construed  to  prevent  any  interested  party 
from  seeking  judicial  review  as  author¬ 
ized  by  law. 

Reports  and  Records 
§  260.80  Monthly  report  of  operations. 

A  separate  report  of  operations  for 
each  lease  must  be  made  for  each  cal¬ 
endar  month,  beginning  with  the  month 
in  which  operations  are  initiated,  and 
must  be  filed  in  duplicate  with  the  mining 
supervisor  on  or  before  the  20th  day  of 
the  succeeding  month,  unless  an  exten¬ 
sion  of  time  for  the  filing  of  such  report 
is  granted  by  the  mining  supervisor.  The 
report  shall  disclose  accurately  and  in 
detail  all  operations  conducted  during 
each  month,  and  present  a  general  sum¬ 
mary  of  the  status  of  operations  on  the 
leased  lands.  The  report  must  be  sub¬ 
mitted  each  month  until  the  lease  is  ter¬ 
minated  or  relinquished  or  unless  omis¬ 
sion  of  the  report  is  authorized  by  the 
mining  supervisor.  The  report  shall  show 
for  each  calendar  month  the  location  of 
each  operation,  the  number  of  days  op¬ 
erated,  the  quantity,  quality  and  value 
of  lease  products  produced,  sold  and  dis¬ 
posed  of  and  other  information  as  may 
be  required  by  the  mining  supervisor. 

§  260.81  Special  forms  or  reports. 

When  special  forms  or  reports  other 
than  those  referred  to  in  the  regulations 
in  this  part  may  be  necessary,  instruc¬ 
tions  for  the  filing  of  such  forms  or 
reports  will  be  given  by  the  mining 
supervisor. 

§  260.82  Public  inspection  of  records. 

Geological  and  geophysical  Interpreta¬ 
tions,  maps,  and  data  and  commercial 
and  financial  information  required  to  be 
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submitted  under  this  part  shall  not  be 
available  for  public  inspection  without 
the  consent  of  the  lessee  so  long  as  the 
lessee  furnishing  such  data,  or  his  suc¬ 
cessors  or  assignees,  continues  to  hold  a 
lease  of  the  lands  involved. 

John  B.  Rigg, 

Deputy  Assistant  Secretary 

of  the  Interior. 

January  29,  1974. 

[FR  Doc.74-2692  Filed  l-31-74;8:45  amj 

DEPARTMENT  OF  AGRICULTURE 
Animal  and  Plant  Health  Inspection  Service 
[  9  CFR  Part  381  ] 

DRY  MILK  PRODUCTS  INTENDED  FOR 

USE  AS  INGREDIENTS  OF  POULTRY 

FOOD  PRODUCTS 

Proposed  Restrictions 

Notice  is  hereby  given  in  accordance 
with  the  administrative  procedure  pro¬ 
visions  in  5  U.S.C.  553,  that  pursuant  to 
the  authority  contained  in  the  Poultry 
Products  Inspection  Act  (21  U.S.C.  451 
et  seq.) ,  the  Animal  and  Plant  Health  In¬ 
spection  Service  is  proposing  to  amend 
Part  381,  Subpart  0,  of  the  poultry  prod¬ 
ucts  inspection  regulations  (9  CFR  Part 
381)  to  require  that  dry  milk  products 
used  in  poultry  products  be  produced  in 
accordance  with  the  requirements  for 
grading  and  inspection,  general  specifica¬ 
tions  for  approved  plants,  and  standards 
for  grades  of  dairy  products  as  provided 
in  Title  7,  Part  58,  of  the  Code  of  Fed¬ 
eral  Regulations. 

Statement  of  considerations.  In  1967, 
after  the  Food  and  Drug  Administration 
reported  the  presence  of  Salmonella  in 
several  production  lots  of  dry  milk  prod¬ 
ucts,  the  Federal  meat  inspection  regu¬ 
lations  were  amended  to  require  that  all 
dry  milk  products  used  in  the  prepara¬ 
tion  of  meat  food  products  be  produced 
in  a  dairy  products  plant  approved  under 
7  CFR  Part  58.  The  regulations  under  7 
CFR  Part  58  require  that  plants  produc¬ 
ing  dairy  products  under  those  regula¬ 
tions  meet  certain  equipment  and  facility 
requirements  necessary  for  the  sanitary 
handling  of  such  products  and  submit 
such  products  for  inspection  at  all  phases 
of  their  production.  That  amendment  to 
the  Federal  meat  inspection  regulations 
strengthened  the  consumer’s  protection 
against  possible  foodbome  illnesses  by 
assuring  that  such  dairy  products  used 
in  preparing  meat  food  products  were 
produced  under  USDA  inspection.  The 
Department’s  poultry  products  inspec¬ 
tion  regulations  were  not  amended  at 
that  time  to  similarly  reflect  this  added 
consumer  assurance. 

Recently,  there  has  been  considerable 
interest  exhibited  by  poultry  products 
processors  to  expand  the  use  of  dry  milk 
products,  in  accordance  with  the  present 
poultry  products  inspection  regulations, 
in  preparing  some  poultry  products. 
Therefore,  the  Department  is  proposing 
to  amend  the  poultry  products  inspection 
regulations  to  require  that  dairy  products 
used  in  preparing  poultry  products  must 
be  produced  under  the  requirements  of  7 


CFR  Part  58  to  give  the  consumer  the 
same  measure  of  assurance  for  those 
poultry  products  containing  dry  milk  as 
received  when  purchasing  meat  food 
products  containing  similar  materials. 

This  Department’s  Agricultural  Mar¬ 
keting  Service,  Dairy  Division,  periodi¬ 
cally  prepares  a  list  of  plants  producing 
dairy  products  which  have  been  ap¬ 
proved  under  7  CFR  Part  58.  This  list  is 
made  available  to  USDA  inspectors  as¬ 
signed  to  meat  and  poultry  plants  for 
their  use  in  determining  acceptability  of 
dairy  products  entering  such  establish¬ 
ments. 

Accordingly,  §  381.147  would  be 
amended  by  redesignating  paragraphs 
(d),  (e),  and  (f)  as  paragraphs  (e),  (f), 
and  (g),  respectively,  and  adding  a  new 
paragraph  (d)  to  read  as  follows: 

§  381.147  Restrictions  on  the  use  of 
substances  in  poultry  products. 
***** 

(d)  Dry  milk  products  which  are  in¬ 
tended  for  use  as  ingredients  of  poultry 
products  shall  be  considered  acceptable 
for  use  only  when  produced  in  a  plant 
approved  by  the  Department  under  the 
regulations  in  7  CFR  Part  58,  and  when 
found  to  be  sound  and  otherwise  accept¬ 
able  when  presented  for  use.  Dry  milk 
products  prepared  in  a  plant  not  so  ap¬ 
proved  shall  not  be  used  in  the  prepara¬ 
tion  of  such  poultry  products. 

***** 

Any  person  wishing  to  submit  written 
data,  views,  or  arguments  concerning  the 
proposed  amendment  may  do  so  by  filing 
them  in  duplicate  with  the  Hearing 
Clerk,  U.S.  Department  of  Agriculture, 
Washington,  D.C.  20250,  or  if  the  mate¬ 
rial  is  deemed  to  be  confidential,  with  the 
Inspection  Standards  and  Regulations 
Staff,  Technical  Services,  Meat  and  Poul¬ 
try  Inspection  Program,  Animal  and 
Plant  Health  Inspection  Service,  U.S.  De¬ 
partment  of  Agriculture,  Washington, 
D.C.  20250,  by  April  19, 1974. 

Any  person  desiring  opportunity  for 
oral  presentation  of  views  should  address 
such  request  to  the  Staff  identified  in  the 
preceding  paragraph,  so  that  arrange¬ 
ments  may  be  made  for  such  views  to  be 
presented  prior  to  the  date  specified  in 
the  preceding  paragraph.  A  record  will 
be  made  of  all  views  orally  presented. 

All  written  submissions  and  records  of 
oral  views  made  pursuant  to  this  notice 
will  be  made  available  for  public  inspec¬ 
tion  in  the  Office  of  the  Hearing  Clerk 
during  regular  hours  of  business,  unless 
the  person  makes  the  submission  to  the 
Staff  identified  in  the  preceding  para¬ 
graph  and  requests  that  it  be  held  confi¬ 
dential.  A  determination  will  be  made 
whether  a  proper  showing  in  support  of 
the  request  has  been  made  on  grounds 
that  its  disclosure  could  adversely  affect 
such  person  by  disclosing  information  in 
the  nature  of  trade  secrets  or  commercial 
or  financial  information  obtained  from 
any  person  and  privileged  or  confidential. 
If  it  is  determined  that  a  proper  showing 
has  been  made  in  support  of  the  request, 
the  material  will  be  held  confidential; 


otherwise,  notice  will  be  given  of  denial 
of  such  request  and  an  opportunity  af¬ 
forded  for  withdrawal  of  the  submission. 
Requests  for  confidential  treatment  will 
be  held  confidential  (7  CFR  1.27(c) ) . 

Comments  on  the  proposal  should  bear 
a  reference  to  the  date  and  page  number 
of  this  issue  of  the  Federal  Register. 

Done  at  Washington,  D.C.,  on  Janu¬ 
ary  28,  1974. 

G.  H.  Wise, 

Acting  Administrator,  Animal 
and  Plant  Health  Inspection 
Service. 

(FR  Doc.74-2737  Filed  l-31-74;8:45  am] 

DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 

Food  and  Drug  Administration 
[  21  CFR  Part  128c  ] 

CACAO  PRODUCTS  AND  CONFECTIONERY 

Proposal  To  Establish  Good  Manufacturing 

Practice  Regulation;  Clarification  and 

Extension  of  Time  for  Filing  Comments 

In  the  Federal  Register  of  November 
26,  1973  (38  FR  32554),  the  Commis¬ 
sioner  of  Food  and  Drugs  proposed  es¬ 
tablishment  of  a  current  good  manufac¬ 
turing  practice  regulation  for  the  manu¬ 
facture  and  processing  of  cacao  products 
and  confectionery  (21  CFR  Part  128c) . 
A  period  of  60  days  was  provided  for  the 
filing  of  comments. 

The  Commissioner  has  received  a  re¬ 
quest  for  extension  of  such  time.  Good 
reason  therefor  appearing,  the  time  for 
filing  comments  in  this  matter  is  ex¬ 
tended  to  February  25,  1974. 

The  Commissioner  has  also  received 
inquiries  as  to  whether  proposed  Part 
128c  covers  the  manufacture  and  proc¬ 
essing  of  chewing  gum.  For  the  purpose 
of  clarification  notice  is  hereby  given 
that  proposed  Part  128c  does  not  cover 
chewing  gum. 

This  notice  is  issued  pursuant  to  pro¬ 
visions  of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (secs.  402(a)(4),  701(a), 
52  Stat.  1046,  1055;  (21  U.S.C.  342(a)  (4) , 
371(a) ) )  and  under  authority  delegated 
to  the  Commissioner  (21  CFR  2.120) . 

Dated:  January  28,  1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 

[FR  Doc.74-2703  Filed  l-31-74;8:45  am] 

[  21  CFR  Parts  600,  610,  640  ] 
BIOLOGICAL  PRODUCTS 

Proposed  Additional  Standards  for  Platelet 
Concentrate  (Human) 

In  FR  Doc.  74-1293  appearing  at  page 
2008  in  the  issue  for  Wednesday,  Janu¬ 
ary  16,  1974,  the  third  line  of  the  first 
paragraph  in  the  second  column  on  page 
2010  now  reading  “be  February  15,  1974” 
should  read  “be  30  days  after  publication 
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of  the  final  order  in  the  Federal  Regis¬ 
ter.” 


Social  and  Rehabilitation  Service 
[  45  CFR  Part  233  ] 

PUBLIC  ASSISTANCE— INCAPACITY  IN 
AFDC 

Proposed  Definition 

Notice  is  hereby  given  that  the  regu¬ 
lations  set  forth  in  tentative  form  below 
are  proposed  by  the  Administrator,  So¬ 
cial  and  Rehabilitation  Service,  with  the 
approval  of  the  Secretary  of  Health, 
Education,  and  Welfare.  The  proposed 
regulation  relates  to  the  definition  of 
“physical  or  mental  Incapacity”  of  a 
parent  under  the  Aid  to  Families  with 
Dependent  Children  program,  title  IV-A 
of  the  Social  Security  Act. 

Under  the  current  regulation.  States 
are  permitted  to  include  families  where 
the  parent  who  has  been  supporting  the 
child  is  unable  to  care  for  the  child  or 
where  the  parent  who  has  been  caring 
for  the  child  continues  to  be  able  to  per¬ 
form  that  function  but  is  physically  or 
mentally  unable  to  support  the  child. 
Most  States  have  determined  Incapacity 
in  terms  of  the  usual  function,  either 
supporting  or  caring,  performed  by  the 
parent.  Tims,  a  mother’s  (or  father’s  if 
he  is  homemaker)  inability  to  work  out¬ 
side  the  home  would  not  make  her  eligi¬ 
ble  for  AFDC  if  she  could  still  care  for 
the  children  in  the  home  and  that  is 
what  she  was  doing  before  she  became 
Incapacitated.  Most  States  have  also  re¬ 
quired  that  there  be  a  causal  connection 
between  the  Incapacity  and  the  inabil¬ 
ity  to  support  or  care  and  that  the  in¬ 
ability  be  substantial. 

These  practical  constructions  of  the 
Act  and  regulation  are  within  the  scope 
of  the  statutory  and  regulatory  intent. 
It  is  desirable,  however,  to  define  the 
term  “incapacity”  with  greater  clarity  to 
achieve  uniformly  equitable  administra¬ 
tion. 

This  proposed  regulation  would  ex¬ 
plicitly  require  that  there  be  a  causal 
connection  between  the  parent’s  incapac¬ 
ity  and  his  Inability  to  support  or  care 
for  the  child.  The  proposed  regulation 
would  further  provide  that  the  parent’s 
ability  to  support  or  care  for  the  child 
must  be  reduced  substantially  or  elimin¬ 
ated  as  the  result  of  the  Incapacity.  “Re¬ 
duced  substantially”  or  “eliminated”  is 
not  intended  as  an  option  but  is  to  make 
clear  the  necessity  of  causal  relationship 
between  the  physical  or  mental  condition 
and  the  ability  to  support  or  care.  Thus, 
although  the  incapacity  may  still  be  tem¬ 
porary,  it  must  be  the  cause  of  and  result 
in  a  substantial  inability  to  support  or 
care  for  the  child. 

The  following  examples  indicate  how 
the  regulation  would  be  applied.  These 
examples  are  merely  Illustrative  and  are 
not  intended  to  provide  parameters  or 
guidelines  to  implementattion  of  the  pro¬ 
posed  regulation. 

Mr.  and  Mrs.  X  have  two  children.  Mr.  X 
Is  a  file  clerk  and  Is  otherwise  eligible  under 
the  State  need  standard.  Mrs.  X  stays  home 
and  cares  for  the  children. 


(1)  Mr.  X  is  informed  by  his  optometrist 
that  he  must  wear  glasses  to  correct  severe 
myopia.  The  glasses  do  not  interfere  with  his 
employment  and  thus  there  1s  no  causal  con¬ 
nection  between  the  wearing  of  glasses  and 
Mr.  X’s  ability  to  support  the  family. 

(2)  Mr.  X  fractures  his  femur  bone  and 
expects  to  be  bedridden  and  in  traction  fen* 
at  least  six  weeks.  This  condition  satisfies 
the  definition  because  the  physical  impair¬ 
ment  is  the  cause  that  makes  Mr.  X  unable 
to  work  and  support  his  children.  Of  course 
the  family  may  still  be  ineligible  if  he  has 
accrued  sick  leave.  In  this  event  he  would  still 
be  considered  employed.  If  he  has  other  in¬ 
come  such  as  insurance  he  would  be  eligible, 
so  long  as  his  total  income  is  less  than  the 
State’s  need  standard.  Such  income  would  be 
deducted  as  unearned  income. 

(3)  Mr.  X  recovers  and  returns  to  work 
and  Mrs.  X  fractures  her  femur  and  expects 
to  be  bedridden  and  in  traction  for  at  least 
6  weeks.  The  family,  which  is  still  needy 
under  the  State's  standard  of  need,  may  be 
eligible.  If  the  children  are  small,  Mrs.  X’s 
Impairment  may  well  reduce  substantially 
or  eliminate  her  ability  to  care  for  them.  On 
the  other  hand,  if  the  children  are  teenagers, 
the  type  of  care  necessary  may  be  such  that 
it  can  be  performed  while  bedridden.  Since 
her  usual  function  is  homemaking,  her  abil¬ 
ity  to  earn  income  Is  not  relevant  to  the 
determination  of  incapacity. 

Prior  to  the  adoption  of  the  proposed 
regulations,  consideration  will  be  given  to 
any  comments,  suggestions,  or  objections 
thereto  which  are  received  in  writing  by 
the  Administrator,  Social  and  Rehabili¬ 
tation  Service,  Department  of  Health, 
Education,  and  Welfare,  330  Independ¬ 
ence  Avenue,  SW.,  Washington,  D.C, 
20201,  on  or  before  March  4,  1974.  Com¬ 
ments  received  will  be  available  for  pub¬ 
lic  Inspection  in  Room  5224  of  the  De¬ 
partment’s  offices  at  330  C  Street,  SW„ 
Washington,  D.C.  on  Monday  through 
Friday  of  each  week  from  8:30  a.m.  to 
5:00  pun.  (area  code  202-245-0365). 

(Sec.  1102,  49  Stat.  647  (42  U.8.C.  1302) ) 

Dated:  September  26, 1973. 

James  S.  Dwight,  Jr., 
Administrator,  Social  and 
Rehabilitation  Service. 

Approved:  January  28,  1974. 

Caspar  W.  Weinberger, 

Secretary. 

Section  233.90,  Part  233,  Chapter  n. 
Title  45  of  the  Code  of  Federal  Regula¬ 
tions  is  amended  by  adding  a  new  sub¬ 
division  (6)  to  paragraph  (b)  and  revis¬ 
ing  paragraphs  (c)(1)  (1)  and  (iv).  As 
amended,  8  233.90(b)  and  (c)  read  as 
set  forth  below: 

§  233.90  Factors  specific  to  AFDC. 

•  •  •  •  • 

(b)  Condition  for  plan  approval.  (1) 
A  child  may  not  be  denied  AFDC  either 
initially  or  subsequently  “because  of  the 
conditions  of  the  home  in  which  the  child 
resides”,  or  because  the  home  is  con¬ 
sidered  “unsuitable”,  unless  “provision 
is  otherwise  made  pursuant  to  a  State 
statute  for  adequate  care  and  assistance 
with  respect  to  such  child”.  (Section 
404(b)  of  the  Social  Security  Act.) 

(2)  An  otherwise  eligible  child  who  is 
under  the  age  of  18  years  may  not  be 


denied  AFDC,  regardless  of  whether  he 
attends  school  or  makes  satisfactory 
grades. 

(3)  If  a  State  elects  to  Include  in  its 
AFDC  program  children  18  and  over,  it 
must  include  all  children  18  years  of  age 
and  under  21  who  are  students  regularly 
attending  a  school,  college,  or  university, 
or  a  course  of  vocational  or  technical 
training  designed  to  fit  them  for  gainful 
employment. 

(4)  A  child  may  not  be  denied  AFDC 
either  initially  or  subsequently  because 
a  parent  or  caretaker  relative  fails  to 
assist: 

(i)  In  the  establishment  of  paternity 
of  a  child  bom  out  of  wedlock;  or 

(il)  In  seeking  support  from  a  person 
having  a  legal  duty  to  support  the  child; 
But  neither  this  nor  any  other  provision 
of  these  regulations  should  be  construed 
to  require  that  provision  be  made  by  a 
State  in  its  AFDC  program  far  the  main¬ 
tenance  of  a  parent  or  caretaker  who 
fails  to  provide  such  assistance  and 
AFDC  may  be  denied  with  respect  to 
such  parent  or  caretaker. 

(5)  [Reserved] 

(6)  An  otherwise  eligible  child  may 
not  be  denied  AFDC  if  a  parent  is  men¬ 
tally  or  physically  incapacitated  as  de¬ 
fined  in  paragraph  (c)(1)  (iv)  of  this 
section. 

(c)  Federal  financial  participation. 
(1)  Federal  financial  participation  under 
title  IV-A  of  the  Social  Security  Act  in 
payments  with  respect  to  a  “dependent 
child”,  as  defined  in  section  406(a)  of 
the  Act,  is  available  within  the  following 
interpretations : 

(i)  Needy  child  deprived  by  reason  of. 
The  phrase  “needy  child  *  •  •  deprived 
•  •  •  by  reason  of”  requires  that  both 
need  and  deprivation  of  parental  support 
or  care  exist  in  the  Individual  case.  The 
phrase  encompasses  the  situation  of  any 
child  who  is  in  need  and  otherwise  eligi¬ 
ble,  and  whose  parent — father  or  mother 
— either  has  died,  has  a  physical  or  men¬ 
tal  incapacity,  or  is  continually  absent 
from  the  home.  This  interpretation  is 
equally  applicable  whether  the  parent 
was  the  chief  bread  winner  or  devoted 
himself  or  herself  primarily  to  the  care 
of  the  child,  and  whether  or  not  the 
parents  were  married  to  each  other.  The 
determination  whether  a  child  has  been 
deprived  of  parental  support  or  care  is 
made  in  relation  to  the  child’s  natural 
parent  or,  as  appropriate,  the  adoptive 
parent  or  stepparent  described  in  para¬ 
graph  (a)  of  this  section. 

(ii)  Death  of  a  parent.  If  either  parent 
of  a  child  is  deceased,  the  child  is  de¬ 
prived  of  parental  support  or  care,  and 
may,  if  he  is  in  need  and  otherwise  eligi¬ 
ble,  be  included  within  the  scope  of  the 
program. 

(Hi)  Continued  absence  of  the  parent 
from  the  home.  Continued  absence  of  the 
parent  from  the  home  constitutes  the 
reason  for  deprivation  of  parental  sup¬ 
port  or  care  when  the  parent  is  out  of 
the  home,  the  nature  of  the  absence  is 
such  as  either  to  interrupt  or  to  termi¬ 
nate  the  parent’s  functioning  as  a  pro¬ 
vider  of  maintenance,  physical  care,  or 
guidance  for  the  child,  and  the  known 
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or  indefinite  duration  of  the  absence  pre¬ 
cludes  counting  on  the  parent’s  perform¬ 
ance  of  his  function  in  planning  for  the 
present  support  or  care  of  the  child.  If 
these  conditions  exist,  the  parent  may 
be  absent  for  any  reason,  and  he  may 
have  left  only  recently  or  some  time 
previously. 

(iv)  “Physical  or  mental  incapacity”. 
“Physical  or  mental  incapacity”  of  a 
parent  shall  be  deemed  to  exist  when  one 
parent  has  a  physical  or  mental  defect, 
illness,  or  impairment.  The  incapacity 
shall  be  supported  by  competent  medical 
testimony  and  must  be  of  such  a  debili¬ 
tating  nature  as  to  reduce  substantially 
or  eliminate  the  parent’s  ability  to  sup¬ 
port  or  care  for  the  otherwise  eligible 
child  and  be  expected  to  last  for  a  period 
of  at  least  30  days. 

(v)  " Living  with  [a  specified  relative 1 
in  a  place  of  residence  maintained  •  *  * 
as  his  •  *  *  own  home”.  (A)  A  child 
may  be  considered  to  meet  the  require¬ 
ment  of  living  with  one  of  the  relatives 
specified  in  the  Act  if  his  home  is  with  a 
parent  or  a  person  in  one  of  the  follow¬ 
ing  groups: 

(1)  Any  blood  relative,  including  those 
of  half-blood,  and  including  first  cousins, 
nephews,  or  nieces,  and  persons  of  pre¬ 
ceding  generations  as  denoted  by  pre¬ 
fixes  of  grand,  great,  or  great-great. 

(2)  Stepfather,  stepmother,  step¬ 
brother,  and  stepsister. 

(3)  Persons  who  legally  adopt  a  child 

or  his  parent  as  well  as  the  natural  and 
other  legally  adopted  children  of  such 
persons,  and  other  relatives  of  the  adop¬ 
tive  parents  in  accordance  with  State 
law.  * 

(4)  Spouses  of  any  persons  named  in 
the  above  groups  even  after  the  marriage 
is  terminated  by  death  or  divorce. 

(B)  A  home  is  the  family  setting  main¬ 
tained  or  in  process  of  being  established, 
as  evidenced  by  assumption  and  con¬ 
tinuation  of  responsibility  for  day  to  day 
care  of  the  child  by  the  relative  with 
whom  the  child  is  living.  A  home  exists 
so  long  as  the  relative  exercises  respon¬ 
sibility  for  the  care  and  control  of  the 
child,  even  though  either  the  child  or 
the  relative  is  temporarily  absent  from 
the  customary  family  setting.  Within  this 
interpretation,  the  child  is  considered  to 
be  “living  with”  his  relative  even  though 

( 1 )  He  is  under  the  jurisdiction  of  the 
court  (e.g.,  receiving  probation  services 
or  protective  supervision) ;  or 

(2)  Legal  custody  is  held  by  an  agency 
that  does  not  have  physical  possession 
of  the  child. 

(vi)  “ Student  regularly  attending  a 
school,  college,  or  university,  or  regularly 
attending  a  course  of  vocational  or  tech¬ 
nical  training  designed  to  fit  him  for 
gainful  employment”  A  child  may  be 
considered  a  student  regularly  attending 
a  school  or  a  training  course : 

(A)  If  he  is  enrolled  in  and  physically 
attending  a  full-time  (as  certified  by  the 
school  or  institute  attended)  program  of 
study  or  training  leading  to  a  certificate, 
diploma  or  degree;  or 

(B)  If  he  is  enrolled  in  and  physically 
attending  at  least  half-time  (as  certified 
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by  the  school  or  institute  attended)  a 
program  of  study  or  training  leading  to 
a  certificate,  diploma  or  degree  and  is 
regularly  employed  in  or  available  for 
and  actively  seeking  part-time  employ¬ 
ment;  or 

(C)  If  he  is  enrolled  in  and  physically 
attending  at  least  half-time  (as  certified 
by  the  school  or  institute  attended)  a 
program  of  study  or  training  leading  to 
a  certificate,  diploma  or  degree  and  is 
precluded  from  full-time  attendance  or 
part-time  employment  because  of  a  veri¬ 
fied  physical  handicap. 

Under  this  interpretation; 

(D)  Full-time  and  half-time  attend¬ 
ance  are  defined,  as  set  forth  in  Veterans 
Administration  requirements: 

( 1 )  In  a  trade  or  technical  school,  in 
a  program  involving  shop  practice,  full¬ 
time  is  30  clock  hours  per  week  and  half¬ 
time  is  15  clock  hours;  in  a  program 
without  shop  practice,  full-time  is  25 
clock  hours  and  half-time  is  12  clock 
hours; 

(2)  In  a  college  or  university,  full¬ 
time  is  12  semester  or  quarter  horns  and 
half-time  is  8  semester  or  quarter  hours; 

(3)  In  a  secondary  school,  full-time  is 
25  clock  hours  per  week  or  4  Carnegie 
units  per  year  and  half-time  is  12  clock 
hours  or  2  Carnegie  units; 

(4)  In  a  secondary  education  program 
of  cooperative  training  or  in  apprentice¬ 
ship  training,  full-time  attendance  is  as 
defined  by  State  regulation  or  policy; 
and 

(E)  A  child  shall  be  considered  in  reg¬ 
ular  attendance  in  months  in  which  he 
is  not  attending  because  of  official  school 
or  training  program  vacation,  illness, 
convalescence,  or  family  emergency,  and 
for  the  month  in  which  he  completes 
or  discontinues  his  school  or  training 
program. 

(2)  Federal  financial  participation  is 
available  in: 

(i)  Initial  payments  made  on  behalf 
of  a  child  who  goes  to  live  with  a  relative 
specified  in  section  406(a)(1)  of  the 
Social  Security  Act  within  30  days  of 
the  receipt  of  the  first  payment,  provided 
payments  are  not  made  for  a  concurrent 
period  for  the  same  child  in  the  home 
of  another  relative  or  as  AFDC-FC; 

(ii)  Payments  with  respect  to  an  un¬ 
born  child  when  the  fact  of  pregnancy 
has  been  determined  by  medical  diag¬ 
nosis; 

(iii)  Payments  made  for  the  entire 
month  in  the  course  of  which  a  child 
leaves  the  home  of  a  specified  relative, 
provided  payments  are  not  made  for  a 
concurrent  period  for  the  same  child  in 
the  home  of  another  relative  or  as 
AFDC-FC;  and 

(iv)  Payments  made  to  persons  acting 
for  relatives  specified  in  section  406(a) 
(1)  of  the  Act  in  emergency  situ¬ 
ations  that  deprive  the  child  of  the 
care  of  the  relative  through  whom  he 
has  been  receiving  aid,  for  a  temporary 
period  necessary  to  make  and  carry  out 
plans  for  the  child’s  continuing  care  and 
support. 

(3)  Federal  financial  participation 
(at  the  50  percent  rate)  is  available  in 
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any  expenses  incurred  in  establishing 
eligibility  for  AFDC,  including  expenses 
incident  to  obtaining  necessary  informa¬ 
tion  to  determine  the  existence  of  in¬ 
capacity  of  a  parent  or  pregnancy  of  a 
mother. 

[FR  Doc.74-271 1  Filed  l-31-74;8:45  am] 


Social  Security  Administration 
[  20  CFR  Part  416  ] 

[Regs.  No.  16] 

SUPPLEMENTAL  SECURITY  INCOME  FOR 

THE  AGED,  BLIND  AND  DISABLED 

Decisions  of  Presumptive  Disability 

Notice  is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act  (5  U.S.C. 
553),  that  the  regulations  set  forth  in 
tentative  form  below  are  proposed  by  the 
Commissioner  of  Social  Security,  with 
the  approval  of  the  Secretary  of  Health, 
Education,  and  Welfare.  The  proposed 
regulations  relate  to  decisions  of  pre¬ 
sumptive  disability  under  the  Supple¬ 
mental  Security  Income  program. 

The  rules  set  forth  in  the  proposed  reg¬ 
ulations  will  be  applied  by  the  Social 
Security  Administration  in  order  to  ad¬ 
minister  the  Supplemental  Security  In¬ 
come  program  during  the  period  from 
January  1,  1974,  when  the  new  program 
becomes  effective,  until  final  regulations 
are  adopted. 

Prior  to  the  adoption  of  the  proposed 
regulations,  consideration  will  be  given 
to  any  date,  views,  or  arguments  per¬ 
taining  thereto  which  are  submitted  in 
writing  in  triplicate  to  the  Commissioner 
of  Social  Security,  Department  of  Health, 
Education,  and  Welfare  Building,  Fourth 
and  Independence  Avenue  SW.,  Wash¬ 
ington,  D.C.  20201,  on  or  before  March  4, 
1974. 

Copies  of  all  comments  received  in  re¬ 
sponse  to  this  notice  will  be  available  for 
public  inspection  during  regular  business 
hours  at  the  Washington  Inquiries  Sec¬ 
tion,  Office  of  Public  Affairs,  Social  Se¬ 
curity  Administration,  Department  of 
Health,  Education,  and  Welfare,  North 
Building,  Room  4146,  330  Independence 
Avenue  SW.,  Washington,  D.C.  20201. 

The  proposed  regulations  are  to  be  is¬ 
sued  under  the  authority  contained  in 
sections  1102, 1614,  and  1631  of  the  Social 
Security  Act;  49  Stat.  647,  as  amended, 
86  Stat.  1471,  86  Stat.  1475;  42  U.S.C. 
1302,  1382c,  and  1383. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  13.807,.  Supplemental  Security  In¬ 
come  Program) 

Dated:  January  21,  1974. 

J.  B.  Cardwell, 

Commissioner  of  Social  Security. 

Approved:  January  28, 1974. 

Caspar  W.  Weinberger, 

Secretary  of  Health,  Education, 
and  Welfare. 

Part  416  of  Chapter  HI  of  Title  20  of 
the  Code  of  Federal  Regulations  is 
amended  by  adding  new  §§  416.951-416.- 
953  reading  as  follows: 
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§  416.951  Presumptive  disability — gen¬ 
eral. 

Payment  may  be  made  to  an  Individual 
applying  for  supplemental  security  In¬ 
come  benefits  on  the  basis  of  disability, 
for  a  period  not  exceeding  three  months, 
prior  to  a  determination  of  disability  If 
such  individual  is  found  to  presump¬ 
tively  disabled  and  has  been  determined 
to  meet  all  other  eligibility  requirements. 
Any  payments  made  on  the  basis  of  pre¬ 
sumptive  disability  shall  not  be  con¬ 
sidered  overpayments  if  the  individual  Is 
subsequently  found  not  to  be  an  eligible 
Individual  or  an  eligible  spouse  solely  on 
the  basis  of  a  determination  that  he  is 
not  under  a  disability. 

§  416.952  Initiation,  duration  and  ter¬ 
mination  of  payments  made  on  the 
basis  of  presumptive  disability. 

Payments  may  be  made  on  the  basis 
of  presumptive  disability  for  a  period  of 
not  more  than  three  months  beginning 
with  and  for  the  month  in  which  the  pre¬ 
sumptive  disability  decision  Is  rendered. 
Payments  on  the  basis  of  presumptive 
disability  will  end  •with  the  earlier  of  the 
following: 

(a)  The  month  in  which  the  disability 
determination  Is  made,  or 

(b)  The  third  monthly  payment  based 
on  presumptive  disability. 

§  416.953  Findings  of  presumptive  dis¬ 
ability. 

(a)  Findings  of  presumptive  disabil¬ 
ity  may  be  made  when  there  is  evidence 
of  a  prima  facie  case  of  disability.  A 
prlma  facie  case  of  disability  is  one  In 
which  the  evidence  available  at  the  time 
of  the  presumptive  disability  decision, 
when  viewed  In  light  of  the  definition  of 
disability  In  5  416.901(b)(1),  reflects  a 
high  degree  of  probability  that  the  appli¬ 
cant  Is  disabled  as  so  defined. 

(b)  In  the  case  of  readily  observable 
severe  impairments  (e.g.,  amputation  of 
extremities),  a  prima  facie  case  of  dis¬ 
ability  may  be  present  without  medical 
evidence.  In  all  other  cases,  a  prima  facie 
case  of  disability  will  be  based  on  medi¬ 
cal  and  other  evidence  which,  though  not 
sufficient  for  a  final  determination  of  dis¬ 
ability,  is  sufficient  for  authorized  dis¬ 
ability  evaluators  to  determine  that  there 
is  a  high  degree  of  probability  that  the 
applicant  is  disabled  as  defined  in  §  416.- 
901(b)(1). 

8  416.954  Presumptive  disability  for 
certain  conversion  recipients. 

An  individual  determined  to  be  per¬ 
manently  and  totally  disabled  under  a 
State  plan  approved  under  title  XTV  or 
XVI  of  the  Act  as  in  effect  for  October 
1972  but  who  did  not  receive  aid  under 
such  plan  for  at  least  one  month  prior 
to  July  1973,  as  required  by  section  1614 
(a)  (3)  (E)  of  the  Act,  may  receive  pay¬ 
ments  based  on  presumptive  disability 
beginning  in  January  1974  and  subject  to 
the  termination  conditions  defined  in 
§  416.952:  Provided,  The  individual  was 
certified  for  disability  eligibility  and  re¬ 
ceived  aid  under  such  plan  on  the  basis 


of  disability  for  December  1973.  Hie  find¬ 
ing  of  permanent  and  total  disability 
under  the  State  plan  will,  in  such  cases, 
be  regarded  as  evidence  of  a  prima  facie 
case  of  disability  as  required  by  §  416.953. 

[FR  Doc.74-2710  Filed  1-31-74:8:46  am] 


DEPARTMENT  OF 
TRANSPORTATION 

National  Highway  Traffic  Safety 
Administration 

[  49  CFR  Parts  571,  575  ] 

[Dockets  Nos.  1-7;  26;  Notices  4,  9] 

NEW  PNEUMATIC  TIRES  FOR  PASSENGER 
CARS  AND  UNIFORM  TIRE  QUALITY 
GRADING 

Proposed  Tire  Traction  Test  Surfaces; 
Correction 

In  FR  Doc.  74-296,  appearing  at  page 
1061  in  the  issue  of  Friday,  January  4, 
1974,  the  notice  number  should  read  as 
set  forth  above. 

(Secs.  103,  112,  119,  201,  203,  Pub.  L.  89-563, 
80  Stat.  718;  (16  OS.C.  1392,  1401,  1407,  1421, 
1423);  delegation  of  authority  at  49  CFR 
1.61) 

Issued  on  January  28,  1974. 

James  B.  Gregory, 
Administrator. 
[FR  Doc.74-2727  Filed  1-31-74:8:45  am] 


[  49  CFR  Part  571  ] 

[Docket  No.  1-8;  Notice  161 

RETREADED  PNEUMATIC  TIRES 
Permanent  Labeling  Requirements 

Correction 

In  FR  Doc.  74-2315  appearing  at  page 
3571,  in  the  issue  tor  Monday,  Janu¬ 
ary  28, 1974,  several  words  were  inadvent- 
ently  omitted.  In  the  third  column  on 
page  3571,  the  twenty-second  line  now 
reading,  “formation  proposed  for  perma¬ 
nent  label-”  should  read  “formation  pro¬ 
posed  for  permanent  labeling  may  not  be 
obtainable  except  from”. 


ENVIRONMENTAL  PROTECTION 
AGENCY 
[  40  CFR  Part  52  ] 

MAINE 

Proposed  Revision  Concerning  Open 
Burning 

On  May  31,  1972  (37  FR  10842)  pursu¬ 
ant  to  section  110  of  the  Clean  Air  Act 
and  40  CFR  Part  51,  the  Administrator 
approved  with  exceptions  the  Maine  im¬ 
plementation  plan  for  the  attainment  of 
national  ambient  air  quality  standards. 
Included  in  approved  portions  of  the  plan 
were  regulations  banning  the  use  of  open 
burning  as  a  means  of  solid  waste  dis¬ 
posal  after  July  1,  1974.  On  September 
4,  1973,  Mr.  William  R.  Adams,  Jr.,  Com¬ 
missioner  of  the  Maine  Department  of 


Environmental  Protection,  submitted  a 
proposed  revision  to  the  plan  which 
would  postpone  the  date  for  cessation  of 
open  burning  until  July  1,  1975. 

The  Administrator  hereby  issues  this 
notice  setting  forth  the  revision  to  the 
Maine  implementation  plan  postponing 
the  date  for  cessation  of  open  burning 
for  one  year  as  proposed  rulemaking  and 
advises  the  public  that  comments  may  be 
submitted  addressing  approval/disap¬ 
proval  of  the  revision  as  required  by  sec¬ 
tion  110  of  the  Clean  Air  Act.  The  Ad¬ 
ministrator’s  decision  to  approve  or  dis¬ 
approve  the  plan  is  based  on  whether  it 
meets  the  requirements  of  section  110(a) 
(2)  (A-H)  of  the  Act,  and  EPA  regula¬ 
tions  in  40  CFR  Part  51. 

In  addition  to  postponing  the  final  date 
of  compliance  with  the  Maine  Regula¬ 
tion  100.2,  the  revision  sets  forth  the 
following  schedule  for  compliance: 

A.  November  1,  1973.  Status  reports 
from  towns  currently  open  burning  to  be 
submitted  to  the  Maine  Board  of  En¬ 
vironmental  Protection. 

B.  April  is,  1974.  Status  report  in¬ 
dicating  that  the  necessary  studies  and 
investigation,  and  preparation  of  final 
plans  is  progressing  to  insure  compliance 
with  §  100.2. 

C.  October  1,  1974.  Final  plans  for 
alternate  method  of  solid  waste  disposal 
to  be  submitted  to  the  Board  for  review 
and  approval. 

D.  April  15,  1975.  Copies  of  executed 
contracts  or  agreements  necessary  to  im¬ 
plement  the  approved  final  plans. 

E.  July  1,  1975.  Certification  of  com¬ 
pliance. 

Copies  of  the  Maine  revision  are  avail¬ 
able  for  public  Inspection  during  normal 
business  hours  at  the  EPA  Regional  Of¬ 
fice,  Region  I,  Room  2113,  J.  F.  Kennedy 
Federal  Building,  Boston,  Massachusetts 
02203,  the  Bureau  of  Air  Quality  Control, 
Maine  Department  of  Environmental 
Protection,  Vickering-Hill  Building, 
Chapel  Street,  Augusta,  Maine,  and  the 
Freedom  of  Information  Center,  EPA,  401 
M  Street,  SW.,  Washington,  D.C. 

Interested  persons  may  participate  in 
this  rulemaking  by  submitting  written 
comments,  preferably  in  triplicate,  to  the 
Regional  Administrator,  Environmental 
Protection  Agency,  Region  I,  J.  F.  Ken¬ 
nedy  Federal  Building,  Boston,  Massa¬ 
chusetts  02203.  All  comments  received  on 
or  before  March  4,  1974,  will  be  con¬ 
sidered.  Receipt  of  comments  will  be 
acknowledged.  Comments  received  will  be 
available  during  normal  working  hours 
at  the  Region  I  office. 

All  relevant  matter  presented  shall  be 
evaluated  and  the  Agency  will  incor¬ 
porate  In  the  rules  adopted  a  concise 
general  statement  of  their  basis  and  pur¬ 
pose. 

(42  UJS.C.  1857o-6(a) ) 

Dated:  January  25,  1974. 

John  Quarles. 

Acting  Administrator, 

[FR  Doc.74-2663  Filed  1-3 1-74;  8: 46  am] 
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[  40  CFR  Part  405  ] 

DAIRY  PRODUCTS  PROCESSING 
INDUSTRY  POINT  SOURCE  CATEGORYI 

Proposed  Effluent  Limitations  Guidelinps 
for  Existing  Sources  and  Standards  of 
Performance  and  Pretreatment  Stand¬ 
ards  for  New  Sources;  Extension  of  Time 
for  Comments 

On  December  20,  1973,  the  Environ¬ 
mental  Protection  Agency  (EPA)  pub¬ 
lished  a  notice  of  proposed  rulemaking 
pursuant  to  sections  301,  304(b)  and  (c), 
306(b)  and  307(c)  of  the  Federal  Water 
Pollution  Control  Act  as  amended,  33 
U.S.C.  1251,  et.  seq.  (38  FR  34954).  The 
proposed  regulation  establishes  effluent 
limitations  guidelines  for  existing  sources 
and  standards  of  performance  and  pre¬ 
treatment  standards  for  new  sources  in 
the  dairy  products  processing  industry 
point  source  category.  As  a  result  of  a 
clerical  error,  no  due  date  for  comments 
was  provided  in  the  notice.  Subsequently, 
on  January  9,  1974,  a  correction  notice 
was  published  which  provided  a  due  date 
for  submission  of  comments  of  Janu¬ 
ary  21,  1974  (39  FR  1454). 

EPA  anticipated  that  the  “Develop¬ 
ment  Document  for  Proposed  Effluent 
Limitations  Guidelines  and  New  Source 
Performance  Standards  for  the  Point 
Source  Category”,  which  contains  infor¬ 
mation  pertinent  to  the  proposed  regu¬ 
lation,  would  be  available  to  the  public 


ii-.u  e.u.r, 

PROPOSED  RULES 

throughout  the  comment  period.  Produc¬ 
tion  difaculties,  however,  have  delayed 
the  availability  of  the  Development 
Document.  The  Agency  believes  that 
members  of  the  public  should  have  an 
opportunity  to  review  the  Development 
Document  in  connection  with  their  re¬ 
view  of  the  proposed  regulation.  Accord¬ 
ingly,  the  date  for  submission  of  com¬ 
ments  is  hereby  extended  to  and  includ¬ 
ing  February  28, 1974. 

Dated:  January  28,  1974. 

Alan  G.  Kirk  II, 
Assistant  Administrator  for 
Enforcement  and  General  Counsel. 

(FR  Doc.74-2660  Filed  l-31-74;8:45  amj 


FEDERAL  COMMUNICATIONS 
COMMISSION 
[  47  CFR  Part  73  ] 

[Docket  No.  19906,  RM-1786] 

EXTENSION  METERING  OF  BROADCAST 
TRANSMITTERS 

Order  Extending  Time  for  Filing  Comments 
and  Reply  Comments 

In  the  matter  of  amendment  of  Part 
73  of  the  Commission’s  rules  and  regula¬ 
tions  to  provide  for  extension  metering 
of  broadcast  transmitters. 

1.  On  December  19,  1973,  the  Com¬ 
mission  adopted  a  notice  of  proposed 
rule  making  in  the  above-entitled  pro- 


4117-4121 

ceeding.  Publication  was  given  in  the 
Federal  Register  on  January  4,  1974,  39 
FR  1070.  Comment  and  reply  comment 
dates  are  presently  February  4  and  Feb¬ 
ruary  15,  1974,  respectively. 

2.  On  January  22,  1974,  the  Associa¬ 
tion  of  Federal  Communications  Con¬ 
sulting  Engineers  (AFCCE)  requested  a 
30-day  extension  to  and  including 
March  5,  1974  in  which  to  file  comments. 
The  AFCCE  states  the  additional  time  is 
required  for  the  Rules  and  Standards 
Committee  to  obtain  suggestions  from 
individual  members  and  finalize  com¬ 
ments  to  be  filed  on  behalf  of  the  Asso¬ 
ciation. 

3.  We  are  of  the  view  that  the  public 
interest  would  be  served  by  extending  the 
time  in  this  proceeding.  Accordingly,  it 
is  ORDERED,  that  the  dates  for  filing 
comments  and  reply  comments  are  ex¬ 
tended  to  and  including  March  5,  and 
March  26,  1974,  respectively. 

4.  This  action  is  taken  pursuant  to  au¬ 
thority  found  in  sections  4(1),  5(d)(1), 
and  303  (r)  of  the  Communications  Act 
of  1934,  as  amended,  and  Section  0.281 
(b)  (6)  of  the  Commission’s  rules. 

Adopted:  January  24,  1974. 

-Released:  January  24,  1974. 

Federal  Communications 
Commission, 

[seal]  Wallace  E.  Johnson, 

Chief,  Broadcast  Bureau. 

(FR  Doc.74-2718  Filed  l-31-74;8:45  am] 
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DEPARTMENT  OF  STATE 

[Public  Notice  CM- 106] 

STUDY  GROUP  1  OF  THE  U.S.  NATIONAL 
COMMITTEE  FOR  THE  INTERNATIONAL 
TELEGRAPH  AND  TELEPHONE  CON¬ 
SULTATIVE  COMMITTEE  (CCITT) 

Notice  of  Meeting 

The  Department  of  State  announces  a 
scheduled  meeting  of  the  United  States 
Study  Group  on  U.S.  Government  Regu¬ 
latory  Problems  concerned  with  prepara¬ 
tion  for  meetings  of  Study  Groups  of  the 
International  Telegraph  and  Telephone 
Consultative  Committee  of  the  Interna¬ 
tional  Telecommunication  Union.  The 
meeting  will  take  place  on  Thursday, 
February  14,  1974,  at  10:00  a.m.  in  Room 
847  of  the  Federal  Communications  Com¬ 
mission,  1919  M  Street,  N.W.,  Washing¬ 
ton,  D.C.  _ 

The  agenda  of  this  first  CCITT  Study 
Group  I  preparatory  meeting  in  the  1973- 
1976  CCITT  study  period  will  include 
plans  for  the  development  of  U.S.  Con¬ 
tributions  on  questions  assigned  for  study 
during  the  1973-1976  period  to  CCITT 
Study  Group  I,  “Telegraph  operation 
and  tariffs  (including  telex),”  and  the 
development  of  U.S.  positions  on  ques¬ 
tions  where  it  is  decided  not  to  submit 
U.S.  contributions.  In  particular,  pro¬ 
posals  for  revision  of  rules  for  counting 
of  chargeable  words  in  telegrams  will  be 
considered. 

Members  of  the  general  public  who  de¬ 
sire  to  attend  the  meeting  on  February 
14  will  be  admitted  up  to  the  limit  of  the 
capacity  of  the  meeting  room. 

Dated:  January  24, 1974. 

Richard  T.  Black, 

Chairman, 

U.S.  National  Committee. 

[FR  Doc.74-2656  Filed  1-31-74:8:45  am] 


[Public  Notice  CM-107] 

STUDY  GROUP  7  OF  THE  U.S.  NATIONAL 
COMMITTEE  FOR  THE  INTERNATIONAL 
RADIO  CONSULTATIVE  COMMITTEE 
(CCIR) 

Notice  of  Meeting 

The  Department  of  State  announces 
that  Study  Group  7  of  the  U.S.  National 
Committee  for  the  International  Radio 
Consultative  Committee  (CCIR)  will 
meet  on  February  26,  1974,  at  9:30  a.m. 
in  Room  N-13  of  Building  12,  National 
Aeronautics  and  Space  Administration 
(NASA),  Goddard  Space  Flight  Center, 
Greenbelt,  Maryland. 

Study  Group  7  deals  with  time-signal 
services.  The  agenda  for  the  meeting  will 
include  the  following  matters: 

a.  Final  review  of,  and  formulation  of 
a  U.S.  position  toward  all  foreign  docu¬ 
ments  (submitted  for  the  Geneva  meet¬ 
ings)  received  by  that  date; 


b.  Review  of  any  last  minute  develop¬ 
ments  which  could  affect  the  U.S.  posture 
at  the  International  Study  Group  7  meet¬ 
ings. 

Members  of  the  general  public  who  de¬ 
sire  to  attend  the  meeting  will  be  ad¬ 
mitted  up  to  the  limits  of  the  capacity  of 
the  meeting  room.  In  that  regard,  en¬ 
trance  to  the  Goddard  Space  Flight  Cen¬ 
ter  is  controlled  and  all  non-NASA  rep¬ 
resentatives  will  be  required  to  register 
at  whichever  gate  is  used  for  entry  to 
the  area.  Entry  for  members  of  the  gen¬ 
eral  public  may  be  facilitated  if  arrange¬ 
ments  are  made  in  advance  of  the  meet¬ 
ing.  Therefore,  it  is  suggested  that  prior 
to  February  26,  1974,  members  of  the 
general  public  who  plan  to  attend  the 
meeting  should  inform  their  name,  af¬ 
filiation  and  address  to  Mr.  Hugh  Fosque, 
NASA  Headquarters;  the  telephone  num¬ 
ber  is  area  code  202,  755-2434. 

Dated:  January  24,  1974. 

Gordon  L.  Huffcutt, 

Chairman, 

U.S.  CCIR  National  Committee. 

[FR  Doc.74— 2957  Filed  1-31-74:8:45  am] 

DEPARTMENT  OF  THE  TREASURY 
Bureau  of  Alcohol,  Tobacco  and  Firearms 
GRANTING  OF  RELIEF 

Notice  is  hereby  given  that  pursuant 
to  18  U.S.C.,  section  925(c),  the  follow¬ 
ing ‘named  persons  have  been  granted 
relief  from  disabilities  imposed  by  Fed¬ 
eral  laws  with  respect  to  the  acquisition, 
transfer,  receipt,  shipment,  or  possession 
of  firearms  incurred  by  reason  of  their 
convictions  of  crimes  punishable  by  im¬ 
prisonment  for  a  term  exceeding  one 
year. 

It  has  been  established  to  my  satisfac¬ 
tion  that  the  circumstances  regarding 
the  convictions  and  each  applicant’s 
record  and  reputation  are  such  that  the 
applicants  will  not  be  likely  to  act  in  a 
manner  dangerous  to  public  safety,  and 
that  the  granting  of  the  relief  will  not 
be  contrary  to  the  public  interest. 

Anderson,  Sammy,  Route  4,  Greenville,  Ten¬ 
nessee,  convicted  on  May  27,  1969  In  the 
Criminal  Court,  Greene  County,  Tennessee. 
Bass,  Henry  O.,  Route  5,  Upper  River  Road, 
Macon,  Georgia,  convicted  on  August  6, 
1942,  in  the  Superior  Court  of  Bibb  County, 
Georgia. 

Brown,  Gary  Lee,  2 68 Vi  First  Avenue,  Man¬ 
istee,  Michigan,  convicted  on  September  1, 

1970,  in  the  Manistee  County  Circuit  Court, 
Michigan. 

Burgess,  John  E.,  409  Daphne  Lane,  Mont¬ 
gomery,  Alabama,  convicted  on  December 
12,  1969,  in  the  Circuit  Court  of  Montgom¬ 
ery  County,  Montgomery,  Alabama. 
Caperton,  Thomas  N„  River  Route,  Steven¬ 
son,  Alabama,  convicted  on  November  29, 

1971,  in  the  United  States  District  Court, 
Decatur,  Alabama. 

Carter,  Randall,  218  Fourth  Street,  Smiths 
Grove,  Kentucky,  convicted  on  March  19, 


1973,  in  the  United  States  District  Court, 
Western  District  of  Kentucky. 

Collins,  Roy  T.,  6706  S.  W.  16th,  Dee  Moines, 
Iowa,  convicted  on  December  28,  1939,  in 
the  Superior  Court,  San  Luis  Obispo 
County,  California. 

Davis,  Durward  Lee,  Route  1,  Box  28  A,  Del 
Valle,  Texas,  convicted  on  February  20, 
1964,  in  the  147th  Judicial  District  Court, 
Travis  County,  Texas. 

Drayton  Alexander  A.,  3940  Bewick  Street, 
Detroit,  Michigan,  convicted  on  September 
23,  1937,  in  the  Court  of  Record,  Pitts¬ 
burgh,  Pennsylvania. 

Essrig,  Marvin  E„  1013  Frankland  Road, 
Tampa,  Florida,  convicted  on  February  5, 

1970,  in  the  United  States  District  Court, 
Middle  District  of  Florida. 

Farran,  Michael  Lee,  108  Belmont  Court, 
Burlington,  Iowa,  convicted  on  October  7, 

1971,  in  the  Dee  Moines  County  District 
Court,  Iowa. 

Faulkner,  Kenneth  J.,  P.O.  Box  31,  Elizabeth¬ 
town,  Indiana,  convicted  on  February  6, 

1970,  in  the  Circuit  Court  of  the  Third  Ju¬ 
dicial  Circuit,  Madison  County,  Illinois. 

Latsis,  Michael  E„  2049  Greensprings  High¬ 
way,  Birmingham,  Alabama,  convicted  on 
December  11,  1953  by  General  Court- 
Martial  convened  at  Hq.  Fkst  Marine  Di¬ 
vision  (Reinforced),  in  the  field,  Korea. 

Lawson,  Chauncey  C.,  223  Hill  Drive,  Apt. 
208,  Hoffman  Estates,  Illinois,  convicted  on 
September  7,  1949,  by  General  Court- 
Martial  Headquarters,  Fifth  Army,  Chi¬ 
cago,  Illinois. 

McLamb,  Cleveland,  Route  4,  Benson,  North 
Carolina,  convicted  on  April  9,  1959,  in  the 
United  States  District  Court  Eastern  Dis¬ 
trict  of  North  Carolina. 

MoWaters,  David  E.,  6714  Kernel,  Houston, 
Texas,  convicted  on  November  27,  1970,  in 
the  185th  District  Court,  Harris  County, 
Texas. 

Marr,  Jerry  N.t  RR  2,  Box  51,  Smith  Grove, 
Kentucky,  convicted  on  April  17,  1965.  in 
the  Warren  County  Circuit  Court,  Ken¬ 
tucky. 

Mast,  Harold  D.,  Route  3,  Box  131,  Reedsport, 
Oregon,  convicted  on  July  14,  1971,  in  the 
Circuit  Court,  Douglas  County,  Oregon. 

May,  David  S.,  Box  269,  Timberville,  Virginia, 
convicted  on  July  7,  1955,  in  the  Circuit 
Court  of  Rockingham  County.  Virginia. 

Morrow,  Thomas  Duel,  Route  4,  Box  421,  Tal¬ 
lahassee,  Florida,  convicted  on  June  14, 

1971,  in  the  United  States  District  Court 
for  the  Northern  District  of  Tallahassee, 
Florida. 

Palmer,  Lowell  W„  1618  Sunset  Drive,  Jack¬ 
sonville  Beach,  Florida,  convicted  on  No¬ 
vember  3, 1931,  in  the  Common  Pleas  Court, 
Vinton  County,  Florida. 

Prior,  Craig  E.,  Bremen,  Maine,  convicted  on 
September  29,  1970,  and  on  April  21,  1971, 
in  the  Superior  Court  of  Lincoln  County, 
Maine. 

Reed,  James  D.,  Rural  Route  1,  Box  334, 
Bartlesville,  Oklahoma,  convicted  on  June 
28,  1966,  in  the  UB.  District  Court,  North¬ 
ern  District  of  Oklahoma;  and  on  May  13, 
1968,  in  the  District  Court,  Harvey  County, 
Kansas. 

Rinaldi,  Arthur  J„  1003  Ohio  Avenue,  Jean¬ 
nette,  Pennsylvania,  convicted  on  Octo¬ 
ber  28,  1971,  in  the  UB.  District  Court, 
Western  District  of  Pennsylvania. 

Rlvkln,  Stanley.  955  Hancock  Avenue,  Frank¬ 
lin  Square,  New  York,  convicted  on  Sep¬ 
tember  24,  1959,  in  the  County  Court, 
Nassau  County,  New  York. 
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Spaulding.  Nelson  Reed,  Route  #3- A,  Spring- 
field,  Kentucky,  convicted  on  July  30,  1973, 
in  the  UB.  District  Court,  Western  Dis¬ 
trict  of  Kentucky,  Louisville. 

Urban,  Jr.,  Delbert  B.,  Meadowcreek  Drive, 
Box  225,  Eagle  River,  Alaska,  convicted  on 
October  27,  1958,  and  on  April  7,  1969,  In 
the  Circuit  Court  of  State  of  Oregon  In 
and  for  the  County  of  Linn. 

Signed  at  Washington,  D.C.,  this  16th 
day  of  January  1974. 

Rex  D.  Davis, 
Director,  Bureau  of 
Alcohol,  Tobacco  and  Firearms. 
[PR  Doc.74-2666  Plied  l-31-74;8:45  ami 

DEPARTMENT  OF  THE  INTERIOR 

Bonneville  Power  Administration 

BONNEVILLE  REGIONAL  ADVISORY 
COUNCIL 

Notice  of  Public  Meeting 

The  Bonneville  Regional  Advisory 
Council  will  hold  its  annual  meeting  on 
March  5,  1974,  at  the  Portland  Sheraton 
Motor  Inn,  Portland,  Oregon.  The  meet¬ 
ing  will  begin  at  9:30  a.m.  and  will  be 
open  to  interested  members  of  the  pub¬ 
lic.  A  registration  period  will  precede  the 
start  of  the  meeting.  There  is  no  reg¬ 
istration  fee,  but  there  will  be  a  charge 
for  the  no-host  luncheon. 

The  main  purpose  of  the  meeting  will 
be  to  discuss  the  energy  situation  within 
the  Pacific  Northwest  region  served  by 
the  Bonneville  Power  Administration. 
Aspects  of  this  topic  to  be  covered  in¬ 
clude  such  items  as  the  Pacific  North¬ 
west  energy  outlook,  energy  conservation 
and  the  environment,  the  proposed  BPA 
wholesale  rate  increase,  and  long-range 
planning  to  meet  the  power  supply  needs 
of  the  region. 

The  Bonneville  Regional  Advisory 
Council  serves  to  bring  to  the  attention 
of  its  members  matters  pertinent  to  BPA 
programs.  The  Council  does  not  pass 
formal  resolutions  as  such  but  the  an¬ 
nual  meeting  does  serve  as  a  general 
forum  for  the  free  exchange  of  ideas  as 
to  the  best  ways  of  utilizing  the  energy 
resources  of  the  region. 

Copies  off  the  proceedings  of  the  an¬ 
nual  meeting  will  be  furnished  upon  re¬ 
quest  to  the  Executive  Secretary,  Bonne¬ 
ville  Regional  Advisory  Council,  PO  Box 
3621,  Portland,  Oregon  97208. 

Dated:  January  23,  1974. 

Donald  Paul  Hodel, 

Administrator. 
[FR  Doc.74-2649  Filed  1-31-74:8:45  am[ 


Office  of  the  Secretary 
[Int  Dee  74-7] 

ARIZONA 

El  Sol  to  Vail  Transmission  Line  (TG&E); 
Availability  of  Draft  Environmental  State¬ 
ment 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Bureau  of  Land  Management, 
Department  of  the  Interior,  has  prepared 
a  draft  environmental  statement  for  the 
construction  of  two  345  kv  Transmission 
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Lines  from  El  Sol  Substation  at  Phoenix, 
to  the  Vail  Substation  at  Tucson,  Ari¬ 
zona.  Tucson  Gas  &  Electric  Company 
proposes  to  construct  the  lines  through 
portions  of  Maricopa,  Pinal,  and  Pima 
Counties.  The  lines  proposed  are  an  ex¬ 
tension  of  the  power  transmission  system 
for  power  being  generated  at  the  coal 
fired  Navajo  Plant  in  Northern  Arizona. 

The  draft  statement  considers  the  im¬ 
pacts  of  powerline  construction,  opera¬ 
tion,  and  maintenance. 

Copies  are  available  for  inspection  at 
the  following  locations  during  regular 
office  hours: 

Phoenix  District  Office,  Bureau  of  Land  Man¬ 
agement,  2929  West  Clarendon  Avenue, 
Phoenix,  Arizona. 

Arizona  State  Office,  Bureau  of  Land  Manage¬ 
ment,  Room  3204,  Federal  Building,  230  N. 
1st  Avenue,  Phoenix,  Arizona. 

Office  of  Public  Affairs,  Bureau  of  Land  Man¬ 
agement,  Room  6643,  Interior  Building, 
Washington,  D.C. 

A  limited  number  of  single  copies  may 
be  obtained  by  writing  the  Arizona  State 
Director,  Bureau  of  Land  Management, 
3022  Federal  Building,  Phoenix,  Arizona 
85025.  Otherwise  copies  may  be  obtained 
for  $13.75  each,  by  writing  to  the  Na¬ 
tional  Technical  Information  Service, 
Department  of  Commerce,  Springfield, 
Va.  22151.  Please  refer  to  the  statement 
number  above. 

Comments  on  the  draft  environmental 
statement  should  be  sent  to  the  State 
Director,  Bureau  of  Land  Management, 
Room  3022,  Federal  Building,  230  N.  1st 
Avenue,  Phoenix,  Arizona  85025.  These 
comments  must  be  made  on  or  before 
March  18, 1973  to  be  considered  in  prepa¬ 
ration  of  the  final  environmental  state¬ 
ment. 

Dated:  January  28,  1974. 

William  A.  Vogely, 

Acting  Deputy  Assistant 
Secretary  of  the  Interior. 
[FR  Doc.7A.2648  Filed  1-31-74:8:45  am[ 


[Int  Fes  74-7] 

PROPOSED  ROXBOROUGH  PARK 
ACQUISITION 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Department  of  the  Interior  has 
prepared  a  final  environmental  state¬ 
ment  for  the  Roxborough  Park  acquisi¬ 
tion.  The  Notice  of  Availability  inviting 
comments  on  the  draft  statement  (Int 
Des  73-71)  was  published  in  the  Federal 
Register  on  November  23,  1973. 

The  environmental  statement  con¬ 
siders  the  acquisition  by  the  State  of 
Colorado  of  approximately  402  acres  of 
land  for  the  purpose  of  establishing  a 
new  State  Park.  Federal  financial  as¬ 
sistance  would  be  provided  from  the 
Land  and  Water  Conservation  Fund. 
Tentative  future  development  plans  in¬ 
clude  construction  of  trails  for  walking, 
hiking,  horseback  riding,  a  visitor/inter¬ 
pretive  center  with  associated  parking, 
and  some  designated  picnic  sites. 
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Copies  of  the  final  environmental 
statement  are  available  for  inspection  at 
the  following  locations: 

Bureau  of  Outdoor  Recreation,  Mid- 
Continent  Region,  603  Miller  Court,  Lake- 
wood,  Colorado  80215. 

Bureau  of  Outdoor  Recreation,  Division  of 
State  Programs,  Interior  Building,  18th  and 
C  Streets,  N.W.,  Washington,  D.C.  20240. 
State  Clearinghouse,  Executive  Director,  De¬ 
partment  of  Local  Affairs,  1550  Lincoln 
Street,  Room  208,  Denver,  Colorado  80203. 
Douglas  County  Courthouse,  Castle  Rock, 
Colorado. 

Denver  Regional  CouncU  of  Governments, 
1776  South  Jackson,  Suite  200,  Denver, 
Colorado  80210. 

Copies  may  be  obtained  by  writing  the 
National  Technical  Information  Service, 
Department  of  Commerce,  Springfield, 
Virginia  22151.  Please  refer  to  the  state¬ 
ment  number  above. 

Dated:  January  28,  1974. 

William  A.  Vogely, 
Acting  Deputy  Assistant 
Secretary  of  the  Interior. 
[FR  Doc.74-2647  Filed  1-31-74:8:45  am] 


DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

MARINE  FISHERIES  ADVISORY 
COMMITTEE 

Notice  of  Public  Meeting 

Pursuant  to  section  10(a)  (2)  of  5 
U.S.C.,  App.  I,  notice  is  hereby  given  of 
the  meeting  of  the  Marine  Fisheries  Ad¬ 
visory  Committee  on  Tuesday,  Wednes¬ 
day,  Thursday  and  Friday,  February  5, 
6,  7,  and  8,  1974.  The  meeting  will  com¬ 
mence  at  9:00  a.m.  on  February  5  and 
at  8:30  a.m.  on  February  6,  7,  and  8  at 
the  Department  of  Commerce  Building, 
14th  Street  between  E  and  Constitution 
Avenue,  N.W.,  Washington,  D.C.,  in  Room 
6802. 

The  items  for  discussion  at  the  meeting 
will  include  the  following: 

February  5,  1974 


9:00  a.m _  NOAA  Fisheries  and  Related 

Budgets,  Programs  and 
Priorities — Workshop. 

February  6,  1974 

8:30  a.m _  Continuation  of  NOAA  Fish¬ 

eries  and  Related  Budgets, 
Programs  and  Priorities — 
Workshop. 

12:00  noon _  Lunch. 

1:45  p.m _  Progress  Report  on  Bering 

Sea  Observer  Program. 

2:30  p.m _  Role  of  Economic  Analysis  in 

NMFS. 

3:30  pm _  Report  on  Development  of 

National  Fisheries  Plan. 

February  7, 1974 

8:30  am _  Report  on  Results  of  NOAA 

Budget,  Program  and 
Priority  Workshop. 

9:30  a.m _  NOAA  Aquaculture  Proposal. 

11:30  a.m _  Department  of  Energy  and 

Natural  Resources. 

12:00  noon_ _ Lunch. 

1:30  pm _  Report  on  Fuel  Shortage. 

2:30  p.m _  Report  on  Review  of  NMFS 

Game  Fish  Program. 
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3.30  p.m _  Status  of  High  Sea*  Fisheries 

Conservation  Act. 

4:30  p.m _  Agenda  Items  Suggested  by 

MAP  AC  Members. 

February  8, 1974 

8:30  a  m _  International  Fisheries  Prob¬ 

lems.  Law  of  the  Sea  Nego¬ 
tiations. 

10:00  a.m _  Contingency  Items. 

The  meeting  will  be  open  to  the  public 

on  February  5,  6,  7,  and  8.  1974. 

Dated:  January  30,  1974. 

Robert  M.  White, 
Administrator,  National  Oceanic 
and  Atmospheric  Administration. 

[FR  Doc.74-2817  Filed  1-31-74:8:45  am] 


DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 
Federal  Disaster  Assistance  Administration 

[Docket  No.  NFD-146;  FDAA -412-DR] 

CALIFORNIA 

Notice  of  Major  Disaster  and  Related 
Determinations 

Pursuant  to  the  authority  vested  in  the 
Secretary  of  Housing  and  Urban  Devel¬ 
opment  by  the  President  under  Executive 
Order  11749  of  December  10,  1973;  and 
delegated  to  me  by  the  Secretary  under 
Department  of  Housing  and  Urban  De¬ 
velopment  Delegation  of  Authority, 
Docket  No.  D-73-238;  and  by  virtue  of 
the  Act  of  December  31,  1970,  entitled 
“Disaster  Relief  Act  of  1970“  (84  Stat. 
1744),  as  amended  by  Pub.  L.  92-209  (85 
Stat.  742) :  notice  is  hereby  given  that  on 
January  25,  1974,  the  President  declared 
a  major  disaster  as  follows: 

I  have  determined  that  the  damage  In 
certain  areas  of  the  State  of  California  re¬ 
sulting  from  severe  storms  and  flooding,  be¬ 
ginning  about  January  15. 1974,  is  of  sufficient 
severity  and  magnitude  to  warrant  a  major 
disaster  declaration  under  Public  Law  91-606. 
I  therefore  declare  that  such  a  major  disaster 
exists  in  the  State  of  California.  You  are  to 
determine  the  specific  areas  within  the  State 
eligible  for  Federal  assistance  under  this 
declaration. 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  Housing  and  Urban  Development 
under  Executive  Order  11749,  and  dele¬ 
gated  to  me  by  the  Secretary  under  De¬ 
partment  of  Housing  and  Urban  Devel¬ 
opment  Delegation  of  Authority,  Docket 
No.  D-73-238,  to  administer  the  Disaster 
Relief  Act  of  1970  (Pub.  L.  91-606,  as 
amended) ,  I  hereby  appoint  Mr.  Robert 
C.  Stevens,  HUD  Region  9,  to  act  as  the 
Federal  Coordinating  Officer  to  perform 
the  duties  specified  by  section  201  of  that 
Act  for  this  disaster. 

I  do  hereby  determine  the  following 
areas  in  the  State  of  California  to  have 
been  adversely  affected  by  this  declared 
major  disaster: 

The  counties  of : 

Glenn  Siskiyou 

Humboldt  Tehama 

Mendocino  Trinity 

Shasta 

This  disaster  has  been  designated  as 
FDAA-412-DR. 


(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  60.002,  Disaster  Assistance) 

Dated:  January  25, 1974. 

Thomas  P.  Dunns, 
Administrator,  Federal 
Disaster  Assistance  Administration. 

[FR  Doc.74-2689  Filed  1-31-74; 8: 45  am] 


[Docket  No.  NFD-147;  FDAA— 41 5-DR ] 

IDAHO 

Notice  of  Major  Disaster  and  Related 
Determinations 

Pursuant  to  the  authority  vested  in 
the  Secretary  of  Housing  and  Urban  De¬ 
velopment  by  the  President  under  Execu¬ 
tive  Order  11749  of  December  10,  1973; 
and  delegated  to  me  by  the  Secretary 
under  Department  of  Housing  and  Urban 
Development  Delegation  of  Authority, 
Docket  No.  D-73-238;  and  by  virtue  of 
the  Act  of  December  31,  1970,  entitled 
“Disaster  Relief  Act  of  1970”  (84  Stat. 
1744),  as  amended  by  Pub.  L.  92-209 
(85  Stat.  742) ;  notice  is  hereby  given 
that  on  January  25.  1974,  the  President 
declared  a  major  disaster  as  follows: 

I  have  determined  that  the  damage  in 
certain  areas  of  the  State  of  Idaho  resulting 
from  severe  storms,  snowmelt,  and  flood¬ 
ing,  beginning  about  January  13,  1974,  Is  of 
sufficient  severity  and  magnitude  to  warrant 
a  major  disaster  declaration  under  Public 
Law  91-606.  I  therefore  declare  that  such  a 
major  disaster  exists  In  the  State  of  Idaho. 
You  are  to  determine  the  specific  areas  within 
the  State  eligible  for  Federal  assistance  under 
this  declaration. 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  Housing  and  Urban  Development  un¬ 
der  Executive  Order  11749,  and  delegated 
to  me  by  the  Secretary  under  Depart¬ 
ment  of  Housing  and  Urban  Develop¬ 
ment  Delegation  of  Authority,  Docket 
No.  D-73-238,  to  administer  the  Disaster 
Relief  Act  of  1970  (Pub.  L.  91-606,  as 
amended) ,  I  hereby  appoint  Mr.  William 
H.  Mayer,  HUD  Region  10,  to  act  as  the 
Federal  Coordinating  Officer  to  perform 
the  duties  specified  by  Section  201  of 
that  Act  for  this  disaster. 

I  do  hereby  determine  the  following 
areas  in  the  State  of  Idaho  to  have  been 
adversely  affected  by  this  declared  major 
disaster: 

The  counties  of : 


[Docket  No.  NFD-148;  FDAA -4 1 3 -DR ] 

OREGON 

Notice  of  Major  Disaster  and  Related 
Determinations 

Pursuant  to  the  authority  vested  in 
the  Secretary  of  Housing  and  Urban  De¬ 
velopment  by  the  President  under  Execu¬ 
tive  Order  11749  of  December  10,  1973; 
and  delegated  to  me  by  the  Secretary 
under  Department  of  Housing  and  Urban 
Development  Delegation  of  Authority, 
Docket  No.  D-73-238;  and  by  virtue  of 
the  Act  of  December  31,  1970,  entitled 
“Disaster  Relief  Act  of  1970“  (84  Stat. 
1744) ,  as  amended  by  Pub.  L.  92-209  (85 
Stat.  742) ;  notice  is  hereby  given  that 
on  January  25,  1974,  the  President  de¬ 
clared  a  major  disaster  as  follows: 

I  have  determined  that  the  damage  in  cer¬ 
tain  areas  of  the  State  of  Oregon  resulting 
from  severe  storms,  snowmelt,  and  flooding, 
beginning  about  January  14,  1974,  Is  of  suffi¬ 
cient  severity  and  magnitude  to  warrant  a 
major  disaster  declaration  under  Public  Law 
91-606. 1  therefore  declare  that  such  a  major 
disaster  exists  In  the  State  of  Oregon.  You 
are  to  determine  the  specific  areas  within 
the  State  eligible  for  Federal  assistance  under 
this  declaration. 


Notice  is  hereby  given  that  pursuant  to 
the  authority  vested  in  the  Secretary  of 
Housing  and  Urban  Development  under 
Executive  Order  11749,  and  delegated  to 
me  by  the  Secretary  under  Department  of 
Housing  and  Urban  Development  Delega¬ 
tion  of  Authority,  Docket  No.  D-73-238. 
to  administer  the  Disaster  Relief  Act  of 
1970  (Pub.  L.  91-606,  as  amended),  I 
hereby  appoint  Mr.  William  H.  Mayer, 
HUD  Region  10,  to  act  as  the  Federal 
Coordinating  Officer  to  perform  the  du¬ 
ties  specified  by  section  201  of  that  Act 
for  this  disaster. 

I  do  hereby  determine  the  following 
areas  in  the  State  of  Oregon  to  have  been 
adversely  affected  by  this  declared  major 
disaster: 

The  counties  of : 


Benton 

Clackamas 

Columbia 

Coos 

Curry 

Douglas 

Hood  River 

Jackson 

Josephine 


Lane 

Lincoln 

Marlon 

Polk 

Tillamook 

Wasco 

Washington 

YamhUl 


This  disaster  has  been  designated  as 
FDAA-4 13-DR. 


(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  50.002,  Disaster  Assistance) 

Dated:  January  25, 1974. 


Adams  Kootenai 

Benewah  Latah 

Bonner  Shoshone 

Boundary  Washington 

This  disaster  has  been  designated  as 
FDAA-4 15-DR. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  50.002,  Disaster  Assistance) 

Dated:  January  25,  1974. 

Thomas  P.  Dunne, 
Administrator,  Federal  Disaster 
Assistance  Administration. 
[FR  Doc.74-2688  Filed  1-31-74:8:45  am] 


Thomas  P.  Dunne, 
Administrator,  Federal 
Disaster  Assistance  Administration. 
[FR  Doc.74-2687  Filed  1-31-74:8:45  am] 


[Docket  No.  NFD-149;  FDAA  4 14-DR] 

WASHINGTON 

Notice  of  Major  Disaster  and  Related 
Determinations 

Pursuant  to  the  authority  vested  in  the 
Secretary  of  Housing  and  Urban  Develop¬ 
ment  by  the  President  under  Executive 
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Order  11749  of  December  10,  1973;  and 
delegated  to  me  by  the  Secretary  under 
Department  of  Housing  and  Urban  De¬ 
velopment  Delegation  of  Authority, 
Docket  No.  D-73-238;  and  by  virtue  of 
the  Act  of  December  31,  1970,  entitled 
“Disaster  Relief  Act  of  1970”  (84  Stat. 
1744),  as  amended  by  Pub.  L.  92-209  (85 
Stat  742) ;  notice  is  hereby  given  that 
on  January  25,  1974,  the  President  de¬ 
clared  a  major  disaster  as  follows: 

I  have  determined  that  the  damage  in  cer¬ 
tain  areas  of  the  State  of  Washington  result¬ 
ing  from  severe  storms,  snowmelt,  and  flood¬ 
ing,  beginning  about  January  13,  1974,  is  of 
sufficient  severity  and  magnitude  to  warrant 
a  major  disaster  declaration  under  Public 
Law  91-606.  I  therefore  declare  that  such  a 
major  disaster  exists  in  the  State  of  Wash¬ 
ington.  You  are  to  determine  the  specific 
areas  within  the  State  eligible  for  Federal 
assistance  under  this  declaration. 

Notice  is  hereby  given  that  pursuant  to 
the  authority  vested  in  the  Secretary  of 
Housing  and  Urban  Development  under 
Executive  Order  11749,  and  delegated  to 
me  by  the  Secretary  under  Department 
of  Housing  and  Urban  Development  Dele¬ 
gation  of  Authority,  Docket  No.  D-73- 
238,  to  administer  the  Disaster  Relief  Act 
of  1970  (Pub.  L.  91-606,  as  amended) ,  I 
hereby  appoint  Mr.  William  H.  Mayer, 
HUD  Region  10,  to  act  as  the  Federal 
Coordinating  Officer  to  perform  the 
duties  specified  by  section  201  of  that  Act 
for  this  disaster. 

I  do  hereby  determine  the  following 
areas  in  the  State  of  Washington  to  have 
been  adversely  affected  by  this  declared 
major  disaster: 

The  counties  of : 

Asotin  Whitman 

Klickitat  Yakima 

This  disaster  has  been  designated  as 
FDAA-414-DR. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  60.002,  Disaster  Assistance) 

Dated:  January  25,  1974. 

Thomas  P.  Dunne, 
Administrator,  Federal 
Disaster  Assistance  Administration. 

[FR  Doc.74-2686  Filed  l-31-74;8:45  am] 


DEPARTMENT  OF 
TRANSPORTATION 

National  Highway  Traffic  Safety 
Administration 

NATIONAL  MOTOR  VEHICLE  SAFETY 
ADVISORY  COUNCIL 

Notice  of  Public  Meeting 

On  February  13  and  14,  1974,  the  Na¬ 
tional  Motor  Vehicle  Safety  Advisory 
Council  will  hold  open  meetings  in  the 
DOT  Headquarters  Building,  400  Seventh 
Street,  SW.,  Washington,  D.C.  The  Ad¬ 
visory  Council  Is  composed  of  22  mem¬ 
bers,  a  majority  of  whom  are  representa¬ 
tives  of  the  general  public,  including 
representatives  of  State  and  local  gov¬ 
ernments,  with  the  remainder  including 
representative  of  motor  vehicle  manu¬ 
facturers,  motor  vehicle  equipment  man¬ 
ufacturers,  and  motor  vehicle  dealers. 


The  Advisory  Council  makes  recommen¬ 
dations  to  the  Secretary  of  Transporta¬ 
tion  on  motor  vehicle  safety  and  property 
loss  reduction  programs  carried  out  by 
the  National  Highway  Traffic  Safety 
Administration. 

The  following  meetings  are  subject  to 
the  approval  of  the  Secretary  of  Trans¬ 
portation. 

On  February  13  at  8:30  a.m.  in  room 
10234  the  Crashworthiness  Committee 
will  meet  with  the  following  agenda: 

Review  of  50  mph  Barrier  Impact  Design 
Beat  Design  and  Occupant  Protection 
Standard  208 — Occupant  Crash  Protection 
Air  Bags  and  Small  Cars 
New  Business 

At  11:00  a.m.  on  February  13th  Con¬ 
sumer  and  Public  Information  Commit¬ 
tee  will  meet  in  room  10238  with  the 
following  agenda: 

Role  of  Mass  Media  in  Highway  Safety 
Title  n — Motor  Vehicle  Information  and  Cost 
Savings  Act 

Publicizing  Benefits  of  Motor  Vehicle  Safety 
Standards 
New  Business 

On  February  13  at  2:00  pm.  in  room 
10234  the  Accident  Avoidance  and  Oper¬ 
ating  Systems  Committee  will  meet  with 
the  following  agenda: 

Title  III — Motor  Vehicle  Information  and 
Cost  Savings  Act 
Diagnostic  Centers 
Vehicle -In-Use  Standards 
Recommendations  from  Second  International 
Congress 

a.  Recreational  Vehicles 

b.  Motorcycles 

Heavy  Duty  Truck  Underride  Protection 
New  Business 

At  8:30  a.m.  on  February  14  in  room 
10238  the  Executive  Committee  will  meet 
with  the  following  agenda: 

Future  Council  Programs 
New  Business 

On  February  14  at  9:30  a.m.  in  room 
10234  the  full  Council  will  meet  with  the 
following  agenda: 

Reports  from : 

Executive  Committee 

Accident  Avoidance  and  Operating  Systems 
Committee 

Status  Report — Evaluation  of  Safety  Belt  In¬ 
terlocks 
Reports  from : 

Consumer  and  Public  Information  Com¬ 
mittee 

Crashworthiness  Committee 
Safety  Belt  Usage  Conference  Reports 
New  Business 

This  notice  is  given  pursuant  to  sec¬ 
tion  10(a)  (2)  of  Pub.  L.  92-463,  Federal 
Advisory  Committee  Act  (FACA),  effec¬ 
tive  January  5, 1973. 

For  further  information  contact  the 
NHTSA  Executive  Secretary,  room  5215, 
400  Seventh  Street  SW.,  Washington, 
D.C.,  telephone  202-426-2872. 

Issued  on:  January  28,  1974. 

Craig  L.  Miller, 
Acting  Executive  Secretary. 
[FR  Doc.74-2725  Filed  l-31-74;8:45  am] 


ATOMIC  ENERGY  COMMISSION 

[Dockets  Nos.  50-413,  50-414] 

DUKE  POWER  CO. 

Notice  of  Continuation  of  Evidentiary 
Hearing 

In  the  matter  of  Duke  Power  Com¬ 
pany  (Catawba  Nuclear  Station  Units  1 
and  2) . 

Take  notice  that  further  evidentiary 
hearings  will  be  conducted  in  the  above- 
captioned  proceeding,  to  begin  at  1  p.m., 
local  time  on  Tuesday,  February  5,  1974, 
at  the  Holiday  Inn,  Highway  No.  21,  An¬ 
derson  Road  in  Rock  Hill,  South  Caro¬ 
lina.  The  public  is  invited  to  attend  the 
hearing.  A  hearing  conference  to  discuss 
procedural  matters  with  the  parties  will 
precede  the  opening  of  the  hearing  and 
will  commence  at  10  a.m. 

It  is  so  ordered. 

Issued  at  Washington,  D.C.,  this  29th 
day  of  January,  1974. 

The  Atomic  Safety  and  Licens¬ 
ing  Board, 

Max  D.  Paglin, 

Chairman. 

[FR  Doc.74-2820  Filed  l-31-74;8:45  am] 


[Docket  No.  50-269 A,  etc.] 

DUKE  POWER  CO. 

Notice  of  Reconstitution  of  Board 

In  the  matter  of  Duke  Power  Company 
(Oconee  Units  1,  2  and  3;  McGuire  Units 
1  and  2) ,  Docket  Nos.  50-269A,  50-270A, 
50-287A,  50-3 69 A  and  50-370A. 

Walter  W.  K.  Bennett,  Esq.,  who  was 
the  Chairman  of  the  Board  for  the  above 
proceeding,  has  retired  from  the  Atomic 
Safety  and  licensing  Board  Panel.  John 
B.  Farmakides,  Esq.,  who  has  been  a 
member  of  this  Board,  is  designated 
Chairman. 

Dr.  George  R.  Hall  is  appointed  the 
third  member  of  the  Board.  Dr.  Hall’s 
address  is  Atomic  Safety  and  Licensing 
Board  Panel,  U.S.  Atomic  Energy  Com¬ 
mission,  Washington,  D.C.  20545. 

Reconstitution  of  the  Board  in  this 
manner  is  in  accordance  with  §  2.721  of 
the  Rules  of  Practice,  as  amended. 

Dated  at  Washington,  D.C.  this  28th 
day  of  January  1974. 

Nathaniel  H.  Goodrich, 
Chairman,  Atomic  Safety 
and  Licensing  Board  Panel. 

[FR  Doc.74-2668  Filed  1-31-74; 8: 45  am] 


[Docket  No.  50-382] 

LOUISIANA  POWER  AND  LIGHT  CO. 

Notice  of  Hearing 

In  the  matter  of  Louisiana  Power  & 
Light  Co.,  (Waterford  Steam  Electric 
Station,  Unit  3). 

Take  notice,  that  pursuant  to  the 
Atomic  Energy  Commission’s  “Notice  of 
Hearing  on  Application  for  Construction 
Permits”  dated  August  7,  1972  (37  FR 
16562,  Aug.  16,  1972)  and  in  accordance 
with  the  Commission’s  rules  of  practice 
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(10  CFR  Part  2),  a  public  hearing  will 
be  held  commencing  at  9:30  a.m.  local 
time,  Tuesday,  February  19,  1974,  in  the 
West  Courtroom,  Room  265,  in  the  court¬ 
house  of  the  U.S.  Court  of  Appeals  for 
the  Fifth  Circuit,  600  Camp  Street,  New 
Orleans,  Louisiana  70130. 

This  hearing  before  an  Atomic  Safety 
and  Licensing  Board  (the  Board)  desig¬ 
nated  by  the  U.S.  Atomic  Energy  Com¬ 
mission  is  for  the  purpose  of  considering 
the  application  of  the  Louisiana  Power  & 
Light  Company  for  construction  permits, 
pursuant  to  the  Atomic  Energy  Act  and 
10  CFR  Part  50,  to  build  a  pressurized 
water  nuclear  reactor  facility  (the  fa¬ 
cility)  at  the  Applicant’s  plant  site  on 
the  west  bank  of  the  Mississippi  River 
near  the  town  of  Taft,  Louisiana  in 
St.  Charles  Parish,  about  20  miles  west  of 
New  Orleans.  The  proposed  facility,  to 
be  known  as  the  Waterford  Steam  Elec¬ 
tric  Generating  Station,  is  designed  for 
initial  operation  at  approximately  3390 
megawatts  thermal,  with  a  net  electrical 
output  of  1165  megawatts. 

This  evidentiary  hearing  is  open  to  the 
public  and  will  concern  the  radiological 
health  and  safety  matters  and  environ¬ 
mental  matters  set  forth  in  the  Commis¬ 
sion’s  August  7,  1972  “Notice  of  Hearing 
on  Application  for  Construction  Per¬ 
mits,”  including  the  specific  contentions 
and  matters  in  controversy  identified  in 
prior  Prehearing  Conference  Orders  and 
other  orders  of  the  Board  assigned  to  this 
proceeding. 

The  hearing  will  continue  daily  from 
9:30  a.m.  to  6:00  p.m.  the  week  of  Feb¬ 
ruary  19-23,  1974,  including  Saturday, 
if  necessary  to  complete  the  proceedings. 
Persons  making  a  limited  appearance 
will  be  heard  early  on  the  first  day  of 
the  hearing,  and  if  necessary,  on  the 
morning  of  the  second  day.  Due  to  the 
number  of  limited  appearance  requests, 
persons  making  such  presentations  orally 
are  requested  to  limit  such  statements  to 
ten  minutes.  Oral  statements  may  be 
supplemented  by  filing  additional  written 
statements,  with  no  limitation  on  length, 
or  the  entire  limited  appearance  state¬ 
ment  may  be  filed  in  writing.  If  a  lim¬ 
ited  appearance  statement  is  entirely  in 
writing,  it  may  be  filed  by  mail  without 
the  necessity  of  a  personal  appearance 
at  the  hearing.  Such  written  limited  ap¬ 
pearance  statements  should  be  mailed  to 
the  Secretary  of  the  Commission,  U.S. 
Atomic  Energy  Commission,  Washington, 
D.C.  20545,  Attn:  Chief,  Public  Proceed¬ 
ings  Branch. 

All  interested  members  of  the  public 
are  invited  to  attend  the  hearing. 

Issued  at  Washington,  D.C.,  this  29th 
day  of  January  1974. 

It  is  so  ordered. 

For  the  Atomic  Safety  and  Licensing 
Board. 

Thomas  W.  Reilly, 
Chairman. 

[FR  Doc.74-2669  Filed  1-3 1-74; 8: 45  am] 


[Docket  Nos.  50-434  and  50-435] 

VIRGINIA  ELECTRIC  AND  POWER  CO. 

Notice  of  Reconstitution  of  Board 

In  the  matter  of  Virginia  Electric  and 
Power  Company,  (Surry  Power  Station, 
Units  3  and  4) ;  Docket  Nos.  50-434  and 
50-435. 

Charles  A.  Haskins,  Esq.,  the  desig¬ 
nated  Chairman  in  the  above  entitled 
proceeding,  died  on  December  18,  1973. 
Frederic  T.  Suss,  Esq.,  the  designated 
Alternate  Chairman,  has  resigned  from 
the  Atomic  Safety  and  Licensing  Board 
Panel.  Accordingly,  James  R.  Yore,  Esq., 
is  designated  as  the  successor  Chairman 
of  the  Board  for  this  proceeding. 

Dr.  John  C.  Geyer,  because  of  a 
schedule  conflict,  is  unable  to  continue  in 
his  duties  as  the  environmentalist  scien¬ 
tist  member  of  this  Board.  Dr.  Frederick 
P.  Cowan,  whose  address  is  Conquistador 
11-104,  100  Rinconado,  Stuart,  Florida 
33494,  is  appointed  a  member  of  the 
Board  to  replace  Dr.  Geyer.  Mr.  Ralph 
S.  Decker  will  continue  his  duties  as  an 
alternate  member  of  the  Board. 

Reconstitution  of  the  Board  in  this 
manner  is  in  accordance  with  §  2.721  of 
the  Rules  of  Practice,  as  amended. 

Dated  at  Washington,  D.C.  this  28th 
day  of  January  1974. 

Nathaniel  H.  Goodrich, 
Chairman,  Atomic  Safety 
and  Licensing  Board  Panel. 

[FR  Doc.74-2667  Filed  l-31-74;8:45  am] 


URANIUM  ENRICHMENT  SERVICES 
Termination  Charges 

The  United  States  Atomic  Energy 
Commission  ( AEC)  hereby  announces 
the  applicable  charges  for  termination 
of  short-term  and  long-term  Fixed- 
Commitment  Uranium  Enrichment  Serv¬ 
ices  Agreements  entered  into  pursuant  to 
“Uranium  Enrichment  Services  Crite¬ 
ria”,  as  published  in  the  Federal  Reg¬ 
ister  on  May  9,  1973  (38  FR  12180), 
and  as  the  same  may  be  amended  from 
time  to  time.  The  charges  have  been  es¬ 
tablished  on  the  basis  of  recovery  of  the 
costs  which  the  Commission  estimates 
may  arise  from  (a)  termination  by  the 
customers  or  (b)  termination  by  the 
Commission  in  the  event  (i)  the  right  of 
the  owner  of  the  designated  facility  to 
possess  enriched  uranium  to  be  delivered 
to  the  customer  expires  or  is  suspended 
or  terminated  by  any  authority  having 
power  to  take  such  action:  (ii)  The  cus¬ 
tomer  shall  fail  to  perform  its  obliga¬ 
tions,  and  shall  fail  to  take  corrective  ac¬ 
tion  within  30  days  of  the  date  of  the 
written  notice  of  such  failure  to  per¬ 
form  as  provided  above,  unless  such 
failure  arises  out  of  causes  beyond  the 
control  and  without  the  fault  or  negli¬ 
gence  of  the  customer,  its  contractors  or 
agents;  (iii)  bankruptcy  or  insolvency 
proceedings  are  commenced  by  or  against 
the  customer  or  the  owner  of  the  desig¬ 


nated  facility,  or  if  receivers  are  ap¬ 
pointed  to  take  possession  of  the  busi¬ 
ness  of  the  customer  or  the  business  of 
the  owner  of  the  designated  facility;  or 
(iv)  the  agreement  for  cooperation  pur¬ 
suant  to  which  the  enrichment  services 
agreement  has  been  executed  is  termi¬ 
nated,  and  said  enrichment  services 
agreement  provides  that  in  such  event 
the  customer  shall  pay  a  termination 
charge. 

1.  The  termination  charge  applicable 
to  termination  of  a  Long-Term,  Fixed- 
Commitment  Agreement  prior  to  the 
receipt  of  the  construction  permit .  (or 
comparable  authorization  in  the  case  of 
an  agreement  entered  into  pursuant  to 
an  agreement  for  cooperation  with  a 
foreign  nation)  from  the  cognizant  reg¬ 
ulatory  body  for  the  facility  designated 
therein  shall  be  the  termination  charge 
prescribed  by  the  provisions  of  such 
Agreement  which  is  hereby  incorporated 
herein  by  reference. 

2.  The  termination  charge  applicable 
to  termination,  in  whole  or  part,  of  a 
Long-Term,  Fixed-Commitment  Agree¬ 
ment  subsequent  to  the  receipt  of  a  con¬ 
struction  permit  for  the  facility  desig¬ 
nated  therein  and  the  termination 
charge  applicable  to  termination,  in 
whole  or  part,  of  a  Short-Term,  Fixed- 
Commitment  Agreement  shall  be  deter¬ 
mined  by  applying  to  the  terminated  en¬ 
riching  services  a  unit  charge  or  charges 
as  provided  in  the  following  table: 


For  advance  notice  of 
termination  1 

Termination  charge 
per  kilogram  unit  of 
separative  work 

At  least 

eentage  of  applicable 
But  less  than  enriching  service 

charge  1 

Percent 

57.3 

1  Year _ 

- 2  Years . 

53.6 

2  Years _ 

50.  8 

3  Years _ 

_ 4  Years . 

46. 1 

4  Years . 

41.8 

5  Years _ 

_ 6  Years . 

39.0 

36.4 

7  Years _ 

_ 8  Years _ 

34.6 

8  Years _ 

_ 9  Years _ 

25.2 

9  Years . 

_  10  Years _ 

23.9 

1  For  purposes  of  determining  when  enriching  service* 
would  have  been  furnished  but  for  such  termination, 
enriching  services  scheduled  to  be  delivered  on  a  monthly 
basis  shall  be  deemed  to  be  scheduled  for  delivery  on 
the  15th  day  of  such  months;  and  for  services  scheduled 
for  delivery  on  a  fiscal  year  basis,  they  shall  be  deemed 
to  be  scheduled  for  delivery  on  January  1  of  such  fiscal 
years. 

2  For  purposes  of  determining  the  applicable  enriching 
services  charge  per  kilogram  units  of  separative  work 
terminated  which  have  not  been  scheduled  for  delivery 
on  other  than  a  fiscal  year  basis,  such  applicable  charge 
shall  be  the  average  of  the  applicable  charges  scheduled 
to  be  effective  during  such  fiscal  year. 

For  advance  notices  of  termination  of 

10  years  or  more,  the  applicable  unit 
termination  charge  shall  be  23.9  percent 
of  the  applicable  enriching  services 
charge  divided  by  ( 1.055  )n  where  n  is 
the  number  of  years  in  excess  of  9  years, 

11  months  and  29  days  for  such  notice 
of  termination;  provided,  however,  that 
if  n  has  a  fractional  part  it  shall  be 
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rounded  up  to  the  next  higher  integer 
before  being  applied  as  an  exponent. 

3.  Enriching  Services  charges  applica¬ 
ble  to  the  terminated  enriching  services 
shall  be  determined  in  accordance  with 
the  established  charges  for  enriching 
services  in  effect  on  the  date  of  receipt 
of  notice  of  termination;  provided,  how¬ 
ever,  that  in  the  event  revisions  in  the 
standard  table  of  enriching  services, 
revisions  in  the  established  charges  for 
enriching  services,  and/or  automatic 
periodic  increases  in  the  enriching  serv¬ 
ices  charges  have  been  announced  and 
are  to  become  effective  subsequent  to 
receipt  of  notice  of  termination,  the  kg 
units  of  separative  work  and  the  enrich¬ 
ing  services  charge  applicable  to  the 
terminated  enriching  services  which, 
but  for  such  termination,  would  have 
been  furnished  under  this  agreement  on 
and  after  the  effective  date  of  such  re¬ 
vision  or  automatic  periodic  increases 
shall  be  determined  in  accordance  with 
such  revised  table  of  enriching  services 
and/or  revised  or  automatic  periodic  in¬ 
creases  in  charges  for  enriching  services. 

Effective  date.  This  notice  is  effective 
February  1,  1974. 

Dated  at  Washington,  D.C.,  this  25th 
day  of  January  1974. 

Gordon  M.  Grant, 
Acting  Secretary 
of  the  Commission. 

(FR  Doc.74-2672  Filed  1-31-74; 8: 45  ami 


(Docket  Nos.  50-463,  50-4641 

PHILADELPHIA  ELECTRIC  CO. 

Special  Prehearing  Conference 

January  28,  1974. 

In  the  matter  of  Philadelphia  Electric 
Company,  Fulton  Generating  Station 
Units  1  and  2. 

Take  notice,  that  pursuant  to  the 
Atomic  Energy  Commission’s  “Notice  of 
Hearing  on  Application  for  Construction 
Permits,”  dated  December  5,  1973,  and 
in  accordance  with  §  2.751a  of  said  Com¬ 
mission’s  rules  of  practice,  a  special  pre- 
hearing  conference  will  be  held  in  the 
subject  proceeding  on  March  11,  1974,  at 
1:00  p.m.,  local  time,  in  Courtroom  No.  2 
(Second  Floor),  York  County  Court¬ 
house,  28  East  Market  Street,  York, 
Pennsylvania  17405. 

The  special  prehearing  conference  will 
deal  with  the  following  matters: 

1.  Identification  and  simplification  of  the 
issues; 

2.  Outstanding  petitions  for  intervention; 

3.  Establishment  of  schedules  for  further 
action; 

4.  Need  for  discovery,  and  the  time  re¬ 
quired  for  such  discovery; 

5.  Motions  to  be  addressed  to  the  Atomic 
Safety  and  Licensing  Board  (Board) ;  and 

6.  Such  other  matters  as  may  aid  in  the 
orderly  disposition  of  the  instant  proceeding. 

The  attorneys  for  the  respective  par¬ 
ties,  including  petitioners  for  interven¬ 
tion,  are  hereby  directed  to  confer  in 
advance  and  report  to  the  Board  at  the 
time  said  conference  on  the  prospects  of : 

1.  Settlement; 

2.  A  stipulation  of  the  matters  in  contro¬ 
versy; 


3.  A  stipulation  or  statement  of  the  un¬ 
contested  facts. 

At  the  special  prehearing  conference, 
the  Board  will  hear  oral  argument  on  the 
outstanding  petitions  to  Intervene.  The 
petitioners,  as  well  as  the  parties,  will  be 
permitted  to  be  heard  in  this  regard. 
Omission  of  the  identities  and  addresses 
of  individual  members  of  certain  peti¬ 
tioning  organizations,  and  their  interests 
in  this  proceeding  will  be  topics  of 
discussion. 

It  is  so  ordered. 

Issued  at  Washington,  D.C.,  this  28th 
day  of  January  1974. 

Atomic  Safety  and  Licens¬ 
ing  Board, 

Jerome  Garfinkel, 

Chairman. 

(FR  Doc.74-2670  Filed  l-31-74;8.45  am] 


SANDIA  CORP.  SITES 
Trespassing  on  Commission  Property 

The  notice  concerning  unauthorized 
entry  into  or  upon  the  Sandia  Corp.  sites 
of  the  Atomic  Ener'gy  Commission  ap¬ 
pearing  at  pages  13289-90  of  the  Federal 
Register  of  October  19,  1965  (30  FR 
13289,  FR  Doc.  65-11115)  as  amended  by 
the  notice  appearing  at  page  5384  of  the 
Federal  Register  of  March  30,  1967  (32 
FR  5384,  FR  Doc.  67-3475),  and  at  page 
17738  of  the  Federal  Register  of  Novem¬ 
ber  1,  1969,  34  FR  17738  (FR  Doc.  69- 
13011),  is  hereby  further  amended  in  the 
following  respects; 

The  following  installations  and  facili¬ 
ties  are  added  or  deleted  from  this  notice: 


Building  or 
facility 

County 

Sec¬ 

tion 

NMPM  township 
and  range 

Additions: 

402 _  Bernalillo.. 

31 

T.  10  N.,  K.  4  E. 

9020 _ 

-.do - 

34 

T.  9  N.,  R.  4  E. 

9022 _ 

.  do _ 

34 

T.  9  N.,  R.  4  E. 

9023 _ 

-  .do _ 

34 

T.  9  N.,  R.  4  E. 

9028 . 

.  .do — 

35 

T.  9  N.,  R.  4  E. 

9029. . 

..do _ 

35 

T.9N.,  R.  4  E. 

9833 _ ;. 

..do _ 

16 

T.  9  N.,  R.5E. 

9835 _ 

...do — 

.  20 

T.  9  N.,  R.  5  E. 

9935 _ 

--do _ 

.  27 

T.  9  N.,  R.  5  E. 

9936 _ 

...do _ 

.  27 

T.  9  N.,  R.  4  E. 

9937 _ 

...do _ 

.  27 

T.  9  N.,  R.  4  E. 

9938 _ 

...do _ 

27 

T.  9  N.,  R.  4  E. 

9939 . 

...do _ 

27 

T.  9  N.,  R.  4  E. 

9957 . 

...do _ 

.  21 

T.  9  N.,  R.  4  E. 

9968 _ 

...do _ 

.  33 

T  .9  N.,  R.  4  E. 

9969 _ 

...do _ 

33 

T.  9  N.,  R.  4  E. 

9973 . 

...do.-.- 

.  35 

T.  9  N.,  R.  4  E. 

9974 . 

...do _ 

.  35 

T.  9  N.,  R.  4  E. 

9978 . 

...do _ 

35 

T.  9  N.,  R.  4  E. 

9991 _ 

...do _ 

.  24 

T.  9  N.,  R.  4 Yi  E. 

Fuel  stg. 

...do _ 

.  32 

T.  ION.,  R.  4  E. 

tanks 

690,  691,  692, 
693,  698, 

695,  697. 
Deletions: 

9801 _ 

...do . 

..  13 

T.  9  N„  R.  4  E. 

9851 _ 

...do . 

24 

T.  9  N.,  R.  4  E. 

Micro  met  . . 

...do . 

..  17 

T.9N.,  R.  3  E. 

sta.  No.  2. 
Micro  met  . . 

...do . 

..  11 

T.  9  N.,  R.  3  E. 

sta.  No.  3. 
Micro  met 

..do _ 

-  0) 

T.  10  N.,  R.  2  E. 

sta.  No.  6. 
Micro  met  . . 

...do . 

..  32 

T.  9  N„  R.  4  E. 

sta.  No.  7. 

•  Town  of  Albuquerque  grant. 

Dated  at  Washington,  D.C.  this  25th 
day  of  January  1974. 

John  A.  Erlewine, 
Acting  General  Manager. 
(FR  Doc.74-2671  Filed  l-31-74;8:45  am] 


[Docket  Nos.  50-438  and  50-439] 

TENNESSEE  VALLEY  AUTHORITY 

Availability  of  AEC  Draft  Environmental 
Statement  for  Bellefonte  Nuclear  Plant 

Pursuant  to  the  National  Environ-  ' 
mental  Policy  Act  of  1969  and  the  United 
States  Atomic  Energy  Commission’s  reg¬ 
ulations  in  Appendix  D  to  10  CFR  Part  50, 
notice  is  hereby  given  that  a  Draft  En¬ 
vironmental  Statement  prepared  by  the 
Commission’s  •  Directorate  of  Licensing 
related  to  the  proposed  Bellefonte  Nu¬ 
clear  Plant,  to  be  constructed  by  Ten¬ 
nessee  Valley  Authority  in  Jackson 
County,  Alabama,  is  available  for  inspec¬ 
tion  by  the  public  in  the  Commission’s 
Public  Document  Room  at  1717  H  Street 
NW.,  Washington,  D.C.  and  in  the  Scotts- 
boro  Public  Library,  1002  South  Broad 
Street,  Scottsboro,  Alabama  35768.  The 
Draft  Statement  is  also  being  made 
available  at  the  Alabama  Development 
Office,  State  Office  Building,  Montgom¬ 
ery,  Alabama  36104,  and  Top  of  Alabama 
Regional  Council  of  Governments,  P.O. 
Box  308,  City  Hall  6th  Floor,  Huntsville, 
Alabama  35801.  Copies  of  the  Commis¬ 
sion’s  Draft  Environmental  Statement 
may  be  obtained  by  request  addressed  to 
the  U.S.  Atomic  Energy  Commission, 
Washington,  D.C.  20545,  Attention:  Dep¬ 
uty  Director  for  Reactor  Projects,  Direc¬ 
torate  of  Licensing. 

The  Applicant’s  Draft  Environmental 
Statement  submitted  by  Tennessee  Valley 
Authority  is  also  available  for  public  in¬ 
spection  at  the  above-designated  loca¬ 
tions.  Notice  of  availability  of  the  Appli¬ 
cant’s  Draft  Environmental  Statement 
was  published  in  the  Federal  Register 
on  August  3,  1973  (38  FR  20932) . 

Pursuant  to  10  CFR  Part  50,  Appendix 
D,  interested  persons  may  submit  com¬ 
ments  on  the  Applicant’s  Environmental 
Report,  as  supplemented,  and  the  Draft 
Environmental  Statement  for  the  Com¬ 
mission’s  consideration.  Federal  and 
State  agencies  are  being  provided  with 
copies  of  the  Applicant’s  Environmental 
Report  and  the  Draft  Environmental 
Statement  (local  agencies  may  obtain 
these  documents  upon  request) .  Com¬ 
ments  are  due  by  March  25,  1974.  When 
comments  thereon  by  Federal,  State, 
and  local  officials  are  received  by  the 
Commission,  such  comments  will  be 
made  available  for  public  inspection  at 
the  Commission’s  Public  Document 
Room  in  Washington,  D.C.  and  the 
Scottsboro  Public  Library,  1002  South 
Broad  Street,  Scottsboro,  Alabama 
35758.  Upon  consideration  of  comments 
submitted  with  respect  to  the  Draft  En¬ 
vironmental  Statement,  the  Regulatory 
staff  will  prepare  a  Final  Environmental 
Statement,  the  availability  of  which  will 
be  published  in  the  Federal  Register. 

Comments  on  the  Draft  Environmen¬ 
tal  Statement  from  interested  members 
of  the  public  should  be  addressed  to  the 
U.S.  Atomic  Energy  Commission,  Wash¬ 
ington,  D.C.  20545,  Attention:  Deputy 
Director  for  Reactor  Projects,  Directo¬ 
rate  of  Licensing. 
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Dated  at  Bethesda,  Maryland,  this 
28th  day  of  January  1974. 

For  the  Atomic  Energy  Commission. 

Wm.  H.  Regan,  Jr., 
Chief,  Environmental  Projects 
Branch  No.  4,  Directorate  of 
Licensing. 

[FR  Doc .74-2762  Filed  l-31-74;8:45  am] 

COMMISSION  ON  CIVIL  RIGHTS 

ARIZONA  STATE  ADVISORY  COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  Arizona 
State  Advisory  Committee  (SAC)  to  this 
Commission  will  convene  at  7:00  p.m.  on 
February  18,  1974,  in  the  Sonora  Room 
of  the  Hunter  Inn,  124  South  24  Street, 
Phoenix,  Arizona  85034. 

Persons  wishing  to  attend  this  meet¬ 
ing  should  contact  the  Committee  Chair¬ 
man,  or  the  Mountain  States  Regional 
Office  of  the  Commission,  Room  216, 1726 
Champa  Street,  Denver,  Colorado  80202. 

The  purpose  of  this  meeting  shall  be 
to  discuss  plans  for  the  Arizona  SAC’s 
factfinding  meeting  on  prisons  tenta¬ 
tively  scheduled  for  March  15-16,  1974. 

This  meeting  will  be  conducted  pur¬ 
suant  to  the  Rules  and  Regulations  of 
the  Commission. 

Dated  at  Washington,  D.C.,  January 
28,  1974. 

Isaiah  T.  Creswell,  Jr., 
Advisory  Committee 
Management  Officer. 

(FR  Doc.74-2714  Filed  1-31-74:8:45  am] 


MICHIGAN  STATE  ADVISORY 
COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  Michigan 
State  Advisory  Committee  (SAC)  to  this 
Commission  will  convene  at  1:45  p.m.  on 
February  7,  1974,  in  Room  206  of  the 
Main  Post  Office  Building,  250  East 
Boulevard  Drive,  Flint,  Michigan  48501. 

Persons  wishing  to  attend  this  meeting 
should  contact  the  Committee  Chairman, 
or  the  Midwestern  Regional  Office  of  the 
Commission,  Room  1428,  219  South  Dear¬ 
born  Street,  Chicago,  Illinois  60604. 

The  purposes  of  this  meeting  shall  be 
(1)  to  discuss  the  feasibility  of  conduct¬ 
ing  an  Indian  project  in  the  State  of 
Michigan,  and  (2)  to  brief  new  SAC 
members  on  the  activities  now  underway 
and  future  activities  planned  for  the 
Michigan  SAC. 

This  meeting  will  be  conducted  pur¬ 
suant  to  the  Rules  and  Regulations  of 
the  Commission. 

Dated  at  Washington,  D.C.,  January 
28,  1974. 

Isaiah  T.  Creswell,  Jr., 
Advisory  Committee 
Management  Officer. 

[FR  Doc.74-2715  Filed  1-31-74:8:45  am] 


UTAH  STATE  ADVISORY  COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  Utah 
State  Advisory  Committee  (SAC)  to  this 
Commission  will  convene  at  7:00  p.m. 
on  February  4,  1974,  in  the  Governor’s 
Board  Room,  State  Capitol  Building, 
State  Street,  Salt  Lake  City,  Utah  84103. 

Persons  wishing  to  attend  this  meeting 
should  contact  the  Committee  Chairman, 
or  the  Mountain  States  Regional  Office 
of  the  Commission,  Room  216,  1726 
Champa  Street,  Denver,  Colorado  80202. 

The  purpose  of  this  meeting  shall  be 
to  discuss  plans  for  a  proposed  project 
on  Credit  Availability  for  Women  to  be 
undertaken  by  the  Utah  SAC. 

This  meeting  will  be  conducted  pursu¬ 
ant  to  the  Rules  and  Regulations  of  the 
Commission. 

Dated  at  Washington,  D.C.,  January 
28,  1974. 

Isaiah  T.  Creswell,  Jr., 

Advisory  Committee 
Management  Officer. 

[FR  Doc.74-2712  Filed  l-31-74;8:45  am] 


VERMONT  STATE  ADVISORY  COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  Vermont 
State  Advisory  Committee  (SAC)  to  this 
Commission  will  convene  at  7:30  p.m.  on 
February  7, 1974,  at  the  Montpelier  Motor 
Inn,  Montpelier,  Vermont  05602. 

Persons  wishing  to  attend  this  meet¬ 
ing  should  contact  the  Committee  Chair¬ 
man,  or  the  Northeastern  Regional  Office 
of  the  Commission,  Room  1639,  26  Fed¬ 
eral  Plaza,  New  York,  New  York  10007. 

The  purposes  of  this  meeting  shall  be 
(1)  to  review  followup  activities  to  the 
Vermont  SAC  report  entitled  “Closing 
the  Ethnic  Gap”  and  (2)  to  discuss  plans 
for  a  proposed  conference  on  the  minor¬ 
ity  student  in  the  State  of  Vermont. 

This  meeting  will  be  conducted  pur¬ 
suant  to  the  Rules  and  Regulations  of 
the  Commission. 

Dated  at  Washington,  D.C.,  Janu¬ 
ary  28,  1974. 

Isaiah  T.  Creswell,  Jr., 

Advisory  Committee 
Management  Officer. 

[FR  Doc.74-2713  Filed  l-31-74;8:45  am] 


COMMITTEE  FOR  THE  IMPLEMEN¬ 
TATION  OF  TEXTILE  AGREEMENTS 

CERTAIN  WOOL  TEXTILE  PRODUCTS  PRO¬ 
DUCED  OR  MANUFACTURED  IN  THE 
REPUBLIC  OF  KOREA 

Entry  or  Withdrawal  From  Warehouse  for 
Consumption 

On  October  4,  1973,  there  was  pub¬ 
lished  in  the  Federal  Register  (38  FR 
27547)  a  letter  of  September  28,  1973 
from  the  Chairman,  Committee  for  the 
Implementation  of  Textile  Agreements, 


to  the  Commissioner  of  Customs  imple¬ 
menting  those  provisions  of  the  Bilateral 
Wool  and  Man-Made  Fiber  Textile 
Agreement  of  January  4,  1972  between 
the  Governments  of  the  United  States 
and  the  Republic  of  Korea  which  estab¬ 
lish  specific  export  limitations  on  wool 
and  man-made  fiber  textile  products  in 
certain  categories,  produced  or  manu¬ 
factured  in  the  Republic  of  Korea,  for 
the  agreement  year  which  began  on  Octo¬ 
ber  1,  1973. 

The  agreement  also  provides  for  the 
limitations  for  the  agreement  year  which 
categories  not  having  specific  export 
limitations  for  the  agreement  year  which 
began  on  October  1,  1973.  These  levels 
which  are  initially  controlled  by  the 
Government  of  the  Republic  of  Korea, 
can  also  be  controlled  at  a  later  date  by 
the  U.S.  Government  in  the  same  man¬ 
ner  as  those  categories  having  specific 
export  limitations. 

A  level  of  188,889  units  has  been  estab¬ 
lished  for  wool  textile  products  in  Cate¬ 
gory  121  produced  or  manufactured  in 
the  Republic  of  Korea  lot  the  agreement 
year  which  began  on  October  1, 1973.  The 
United  States  Government  has  decided 
to  control  imports  in  this  category  for 
the  remainder  of  the  agreement  year. 
The  level  of  restraint  contained  in  the 
letter  published  below  has  been  adjusted 
to  reflect  entries  charged  against  such 
level  through  November  30,  1973. 

Accordingly,  there  is  published  below 
a  letter  of  January  29,  1974,  from  the 
Chairman  of  the  Committee  for  the 
Implementation  of  Textile  Agreements  to 
the  Commissioner  of  Customs  directing 
that  the  amounts  of  wool  textile  products 
in  Category  121,  produced  or  manufac¬ 
tured  in  the  Republic  of  Korea,  which 
may  be  entered  or  withdrawn  from  ware¬ 
house  for  consumption  in  the  United 
States  for  the  twelve-month  period  be¬ 
ginning  October  1,  1973  and  extending 
through  September  30,  1974,  be  limited 
to  the  designated  adjusted  level. 

Seth  M.  Bodner, 
Chairman,  Committee  for  the 
Implementation  of  Textile 
Agreements,  and  Deputy  As¬ 
sistant  Secretary  for  Re¬ 
sources  and  Trade  Assistance. 

January  29,  1974. 
Committee  for  the  Implementation  of 
Textile  Agreements 

Commissioner  of  Customs, 

Department  of  the  Treasury, 

Washington,  D.C.  20229. 

Dear  Mr.  Commissioner:  Under  4he  provi¬ 
sions  of  the  Bilateral  Wool  and  Man-Made 
Fiber  Textile  Agreement  of  January  4,  1972, 
between  the  Governments  of  the  United 
States  and  the  Republic  of  Korea  and  in  ac¬ 
cordance  with  the  procedures  of  Executive 
Order  11651  of  March  3, 1972,  you  are  directed 
to  prohibit,  effective  as  soon  as  possible,  and 
for  the  period  extending  through  September 
30,  1974,  entry  into  the  United  States  for 
consumption  and  withdrawal  from  ware¬ 
house  for  consumption  of  wool  textile 
products  in  Category  121,  produced  or  manu¬ 
factured  in  the  Republic  of  Korea,  in  excess 
of  143,925  units.1 


1  The  adjusted  level  of  restraint  reflects 
entries  made  through  November  30,  1973.  The 
level  has  not  been  adjusted  to  reflect  any 
entries  made  after  November  30,  1973. 
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Entries  of  wool  textile  products  In  Category 
121  produced  or  manufactured  In  the  Re¬ 
public  of  Korea  and  which  have  been  ex¬ 
ported  to  the  United  States  prior  to  October 
1,  1973  shall  not  be  subject  to  this  directive. 

Wool  textile  products  which  have  been  re¬ 
leased  from  the  custody  of  the  UR.  Customs 
Service  under  the  provisions  of  19  US.C. 
1448(b)  prior  to  the  effective  date  of  this 
directive  shall  not  be  denied  entry  under  this 
directive. 

A  detailed  description  of  the  wool  textile 
categories  In  terms  of  T.S.U.S.A.  numbers  was 
published  In  the  Federal  Register  on  April 
29,  1972  (37  FR  8802),  as  amended  on  Febru¬ 
ary  14,  1973  (38  FR  4436)  and  on  January  2, 
1974  (39  FR  28). 

In  carrying  out  this  directive,  entry  Into 
the  United  States  for  consumption  shall  be 
construed  to  Include  entry  for  consumption 
into  the  Commonwealth  of  Puerto  Rico. 

The  actions  taken  with  respect  to  the  Gov¬ 
ernment  of  the  Republic  of  Korea  and  with 
respect  to  imports  of  wool  textile  products 
from  the  Republic  of  Korea  have  been  deter¬ 
mined  by  the  Committee  for  the  Implementa¬ 
tion  of  Textile  Agreements  to  involve  foreign 
affairs  functions  of  the  United  States.  There¬ 
fore,  the  directions  to  the  Commissioner  of 
Customs,  being  necessary  to  the  implementa¬ 
tion  of  such  actions,  fall  within  the  foreign 
affairs  exception  to  the  rule-making  provi¬ 
sions  of  6  UR.C.  653.  This  letter  will  be 
published  in  the  Federal  Register. 


For  the  purposes  of  this  order  petro¬ 
leum  products  and  crude  oil  mean  prod¬ 
ucts  described  in  the  1972  edition, 
Standard  Industrial  Classification  Man¬ 
ual,  under  Industrial  Codes  1311  (exclud¬ 
ing  natural  gas) ,  132  (excluding  ethane) 
or  2911  (including  benzene  and  toluene 
but  excluding  ortho- xylene,  meta- xylene, 
para-xylene  and  butadienes)  and  all 
forms  of  benzene  and  toluene. 

This  order  shall  be  effective  on  Janu¬ 
ary  30,  1974. 

Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  30,  1974. 

George  P.  Shultz, 
Chairman, 

Cost  of  Living  Council. 

[FR  Doc.74-2865  Filed  1-30-74;5:04  pm] 


COUNCIL  ON  ENVIRONMENTAL 
QUALITY 

ENVIRONMENTAL  IMPACT  STATEMENTS 
Availability 

Environmental  Impact  Statements  re¬ 
ceived  by  the  Council  on  Environmental 
Quality  from  January  21  through  Janu¬ 
ary  25,  1974. 


Sincerely, 

Seth  M.  Bodner, 

Chairman,  Committee  for  the  Imple¬ 
mentation  of  Textile  Agreements, 
and  Deputy  Assistant  Secretary 
for  Resources  and  Trade  Assist¬ 
ance. 

[FR  Doc .74-2695  Filed  l-31-74;8:45  am] 


COST  OF  LIVING  COUNCIL 

[Order  No.  47,  Arndt.  1] 

ADMINISTRATOR  OF  THE  FEDERAL 
ENERGY  OFFICE 

Delegation  of  Authority 

On  January  2,  1974,  the  Council  pub¬ 
lished  Order  No.  47  (39  FR  24).  That 
order  delegated  to  the  Administrator, 
Federal  Energy  Office,  the  authority  to 
exercise  certain  price  stabilization  au¬ 
thority  over  petroleum  products  and 
crude  oil  pursuant  to  the  Economic  Sta¬ 
bilization  Act  of  1970,  as  amended.  The 
Council  retained  and  still  retains  its  price 
stabilization  authority  with  respect  to 
such  products  as:  Ethylene,  propylene, 
butylenes,  insoprene,  acetylene,  and 
naphthalene  (methyl  and  dimethyl). 

The  purpose  of  this  amendment  is  to: 

(1)  Clearly  delineate  those  products  over 
which  the  Federal  Energy  Office  exer¬ 
cises  price  stabilization  authority  because 
of  its  mandate  under  the  Emergency 
Petroleum  Allocation  Act  of  1973,  and 

(2)  identify  those  petrochemical  prod¬ 
ucts  over  which  the  Council  exercises 
price  stabilization  authority.  This  action 
is  related  to  a  series  of  actions  which  the 
Council  is  undertaking  today  in  an  effort 
to  relieve  the  severe  shortages  of  petro¬ 
chemical  products  which  the  nation  Is 
currently  experiencing. 

Accordingly,  Council  Order  No.  47  is 
hereby  amended  by  inserting  the  follow¬ 
ing  new  paragraph  In  lieu  of  the  last 
paragraph  in  numbered  paragraph  (1)  of 
that  order: 


Note:  At  the  head  of  the  listing  of  state¬ 
ments  received  from  each  agency  Is  the  name 
of  an  individual  who  can  answer  questions 
regarding  those  statements. 

Department  of  Agriculture 

Contact:  Dr.  Fred  H.  Tschlrley,  Acting 
Coordinator,  Environmental  Quality  Activi¬ 
ties,  Office  of  the  Secretary,  U.S.  Department 
of  Agriculture,  Room  331-E,  Administration 
Building,  Washington,  D  C.  20250,  202-447- 
3965. 

agricultural  research  service 

Final 

Pilot  Study,  Municipal  Waste  Composting 
Prince  Georges  County,  Maryland,  Janu¬ 
ary  24:  The  statement  refers  to  a  proposed 
research-demonstration  pilot  study  under 
which  sewage  sludge  cake  from  the  Blue 
Plains  Waste  Water  Treatment  Plant  will  be 
transported  to  a  6-10  acre  site  of  the  Agri¬ 
cultural  Research  Center  in  Beltsville.  There 
It  will  be  composted  and  cured,  and  used 
for  research  or  land  improvement.  Possible 
adverse  environmental  effects  include  those 
of  odor  and  flies,  and  drainage  water  pollu¬ 
tion  (28  pages).  Comments  made  by:  EPA, 
HEW,  NCPC,  DOI,  AUP,  and  local  agencies. 
(ELR  Order  No.  40148.)  (NTIS  Order  No.  EIS 
74  0148-F.) 

forest  service 

Draft 

Proposed  Mogollon  Rim  Land  Use  Plan,  Co¬ 
conino,  Gila,  and  Navajo  Counties,  Arizona, 
January  23:  The  statement  refers  to  a  land 
use  proposal  for  the  750,000-acre  Mogollon 
Rim  Area,  which  lies  within  the  Coconino, 
Sitgreaves,  and  Tonto  National  Forests.  The 
proposal  recommends  land  use  emphasis  and 
management  for  each  of  the  area’s  32  man¬ 
agement  units,  based  upon  land  sensitivity 
and  capabilities.  Under  the  plan,  existing 
levels  of  productivity  would  be  maintained. 
(ELR  Order  No.  40139.)  (NTIS  Order  No.  EIS 
74  0139-D.) 

Timber  Management  Plan,  Klamath  N.F., 
California  and  Oregon,  January  23:  The 
statement  refers  to  a  proposed  timber  man¬ 
agement  plan  for  the  1,695,000  acre  Klamath 
National  Forest,  which  is  located  within  Sis¬ 
kiyou  County,  California,  and  Jackson  Coun¬ 
ty,  Oregon.  The  plan  proposes  an  annual  har¬ 
vest  of  267  million  board  feet;  in  carrying 


out  the  plan,  between  1,000  and  1,100  miles 
of  roadway  will  be  constructed  within  the 
next  ten  years.  Implementation  of  the  plan 
will  have  Impact  upon  water  quality  and 
quantity,  air  quality,  aesthetic  values,  and 
fish  and  wildlife  habitat.  (ELR  Order  No. 
40140.)  (NTIS  Order  No.  EIS  74  0140-D.) 

Horseshoe  Meadow  Land  Use  Plan,  Cali¬ 
fornia,  January  21:  The  statement  refers  to 
the  construction  of  year-round  recreational 
facilities  of  a  moderate  scale  near  Horseshoe 
Meadows,  within  the  Cottonwood  Basin  of 
the  Inyo  National  Forest.  The  plan  calls  for 
a  100-unit  overnight  campground,  a  program 
interpreting  the  Golden  Trout  and  its  High 
Sierra  environs,  trail  facilities  for  the  Pacific 
Crest  trail,  a  pack  station,  and  limited  devel¬ 
opment  for  crosscountry  skiing.  Adverse  en¬ 
vironmental  impacts  include:  some  impact 
on  soils,  water,  and  aesthetics;  some  vege¬ 
tation  will  be  removed  and  soil  disturbed 
during  construction  (51  pages).  (ELR  Order 
No.  40115.)  (NTIS  Order  No.  EIS  74  0115-D.) 

Soldier  Mountain  Ski  Area,  Sawtooth  N.F., 
Camas  County,  Idaho,  January  22:  The  state¬ 
ment  refers  to  the  proposed  expansion  and 
development  of  the  Soldier  Mountain  Ski 
Area  of  the  Sawtooth  National  Forest.  Ex¬ 
pansion  would  be  from  235  acres  to  1,240 
acres,  with  five  new  chair  lifts  and  support 
facilities  being  constructed.  Ultimate  Area 
capacity  is  planned  at  1,500  skiiers  per  day. 
Major  impact  will  be  to  soil,  water,  and  aes¬ 
thetic  values  (40  pages).  (ELR  Order  No. 
40131.)  (NTIS  Order  No.  EIS  74  0131-D.) 

Draft 

Elk  City  Planning  Unit,  Nezperce  N.F.,  Ida¬ 
ho  County,  Idaho,  January  24:  The  statement 
refers  to  the  proposed  multiple  use  plan  for 
the  89,000-acre  Elk  City  Planning  Unit,  Elk 
City  Ranger  District,  Nezperce  National  For¬ 
est.  The  Unit  contains  66,000  acres  of  Na¬ 
tional  Forest  lands,  of  which  27,000  acres  are 
presently  roadless.  Under  the  plan,  manage¬ 
ment  would  be  for  the  enhancement  of  tim¬ 
ber  production,  for  watershed  protection  (the 
Unit  incorporates  the  entire  American  River 
watershed  and  portions  of  three  other  river 
drainages),  for  big  game  habitat  improve¬ 
ment,  and  for  scenic  viewing,  among  other 
values.  Major  impacts  will  include  those  re¬ 
sulting  from  timber  harvest,  mining,  do¬ 
mestic  livestock  grazing,  ORV  use,  and  rec¬ 
reational  uses.  (ELR  Order  No.  40143.)  (NTIS 
Order  No.  EIS  74  0143-D.) 

American  Fork  Canyon — Provo  Peak  Unit. 
Unita  N.F.,  Utah  and  Wasatch  Counties, 
Utah,  January  21:  The  statement  refers  to 
the  proposed  land  use  plan  for  the  130,848- 
acre  American  Fork  Canyon-Provo  Peak 
Planning  Unit  of  the  Uftita  National  Forest. 
The  protection  of  watershed  values  and  the 
continuation  of  recreational  uses  are  the  key 
items  of  the  plan.  Adverse  impact  will  result 
from  the  construction  of  new  campgrounds, 
roads,  and  other  facilities.  Expanded  recrea¬ 
tional  use  will  have  particular  adverse  effects 
upon  wildlife  habitat  (approximately  360 
pages).  (ELR  Order  No.  40119.)  (NTIS  Order 
No.  EIS  74  0119-D.) 

Libby  Face  Planning  Unit,  Kootenai  N.F., 
Montana,  January  21:  The  statement  refers 
to  the  multiple  use  plan  for  the  67,356 -acre 
Libby  Face  Planning  Unit  of  the  Kootenai 
National  Forest.  Under  the  plan  there  will  be 
recreational  use,  timber  harvesting  and  road 
construction,  and  enhancement  of  big  game 
wildlife  habitat.  Adverse  impact  will  include 
soil  disturbance,  erosion,  and  fish  habitat 
degradation  (164  pages).  (ELR  Order  No. 
40112.)  (NTIS  Order  No.  EIS  74  0112-D.) 

Swan  Lake  Planning  Unit,  Flathead  NJ, 
Lake  County,  Montana,  January  21:  Hie 
statement  refers  to  a  proposed  multiple-use 
plan  for  the  60,000-acre  Swan  Lake  Planning 
Unit,  Flathead  National  Forest.  The  plan 
would  allow  road  construction  and  timber 
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harvesting  recreational  use,  and  wildlife  hab¬ 
itat  protection.  Seven  thousand  three  hun¬ 
dred  and  sixty  acres  of  currently  roadless 
area  Is  proposed  for  development  (56  pages) . 
(ELR  Order  No.  40113.)  (NTIS  Order  No.  EIS 
74  0113-D.) 

Weyerhaeuser  Road  Construction,  Snoqual- 
mle  N.P.,  King  County,  Washington,  January 
21 :  The  statement  refers  to  a  request  by  the 
Weyerhaeuser  Company  of  Tacoma,  Wash¬ 
ington,  for  non  share  cost  easements  for  con¬ 
struction  and  use  of  short  segments  of  three 
roads  across  Snoqualmle  National  Forest 
Lands.  The  area  Is  covered  by  a  joint  Forest 
Service- Weyerhaeuser  agreement  of  Sept.  21, 
1970,  for  the  joint  development  of  road  sys¬ 
tems.  It  Is  anticipated  that  the  Company  will 
place  its  accessed  lands  under  management 
for  timber  production;  this,  as  well  as  the 
actual  road  development,  would  affect  scenic 
values  (36  pages).  (ELR  Order  No.  40114.) 
(NTIS  Order  No.  EIS  74  0114-D.) 

SOU,  CONSERVATION  SERVICE 

Final 

Poinsett  Watershed  Project,  Poinsett  and 
Craighead  Counties,  Arkansas,  January  23: 
The  statement  refers  to  a  watershed  protec¬ 
tion  project  which  will  involve  land  treat¬ 
ment  measures,  land  stabilization  measures, 
and  the  construction  of  47  floodwater  re¬ 
tarding  structures  and  217  miles  of  channel 
enlargement.  Erosion  and  sedimentation  will 
be  decreased,  and  flood  damages  will  be  re¬ 
duced  by  94%  on  the  10,452  acre  flood  plain. 
Approximately  1,100  acres,  some  of  it  to  be 
Inundated,  will  be  committed  to  the  project; 
1,400  acres  of  wildlife  habitat  will  be  dis¬ 
rupted  during  construction;  the  clearing  of 
the  remaining  693  acres  of  woodland  on  the 
flood  plain  may  be  accelerated  (66  pages). 
Comments  made  by;  DOD,  DOI,  EPA,  and 
state  agencies.  (ELR  Order  No.  40138)  (NTIS 
Order  No.  EIS  74  0138-F.) 

Chippewa  Creek  Watershed,  several  coun¬ 
ties  in  Ohio,  January  22:  The  statement  re¬ 
fers  to  a  proposed  flood  protection  project 
on  10,300  acres  of  the  Chippewa  Creek  Water¬ 
shed,  located  In  Wayne,  Medina,  Summit,  and 
Stark  Counties.  The  project  Involves  land 
treatment  measures  on  1,800  acres,  and  the 
construction  of  3  floodwater  retarding  struc¬ 
tures  and  33.2  miles  of  channel  modification. 
Approximately  123  acres  of  woodland  and  33 
acres  of  other  land  will  be  disturbed  by  chan¬ 
nel  modification;  334  acres  of  agricultural, 
•wildlife,  and  recreation  use  land  will  be  pe¬ 
riodically  inundated  by  detention  pools;  38 
acres  will  be  permanently  committed  to  proj¬ 
ect  structures  (201  pages).  Comments  made 
by:  USDA,  DOD,  HEW.  DOI,  DOT,  EPA,  and 
state  and  local  agencies.  (ELR  Order  No. 
40120)  (NTIS  Order  No.  EIS  74  012O-F.) 

Atomic  Energy  Commission 

Contact:  For  Non-Regulatory  Matters:  Mr. 
W.  Herbert  Pennington,  Office  of  Assistant 
General  Manager,  E-201,  AEC,  Washington, 
D.C.  20545,  301-973-4241.  For  Regulatory 
Matters:  Mr.  A.  Giambusso,  Deputy  Director 
for  Reactor  Projects,  Directorate  of  Licensing, 
P-722,  AEC,  Washington,  D.C.  20545,  301-973- 
7373. 

Draft 

New  Waste  Calcining  Facility,  National 
Testing  Station,  Butte  County,  Idaho,  Janu¬ 
ary  24:  The  statement  refers  to  proposed 
legislation  which  would  authorize  and  ap¬ 
propriate  funds  for  the  design  and  construc¬ 
tion  of  a  new  waste  calcining  facility  at  the 
Idaho  Chemical  Processing  Plant,  National 
Reactor  Testing  Station.  The  facility  will 
eventually  replace  the  original  calcining  plan 
which  has  been  In  operation  since  1963;  the 
new  facility  Is  scheduled  for  operation  In 
1977.  Adverse  impact  of  the  action  will  in¬ 
clude  the  discharge  of  small  amounts  at 
radioactive  gaseous  and  particulate  matter 


(112  pages).  (ELR  Order  No.  40150)  (NTIS 
Order  No.  EIS  74  0150-D.) 

High  Level  Waste  Facilities,  Savannah 
River  Plant,  Aiken  and  Barnwell  Counties, 
South  Carolina,  January  24:  The  statement 
refers  to  proposed  legislative  authorization 
and  appropriation  for  the  design  and  con¬ 
struction  of  additional  high  level  radioactive 
waste  management  facilities  at  the  Savannah 
River  Plant.  New  facilities  will  Include  a 
waste  evaporator  and  associated  auxiliaries, 
and  six  1.3  million  gallon  steel  tanks,  each 
of  which  will  be  enclosed  In  a  steel-lined,  un¬ 
derground,  concrete  containment  vessel.  Nu¬ 
clear  wastes  will  be  dewatered  by  a  factor  of 
one  third.  Impacts  of  the  action  will  Include 
those  resulting  from  construction  disruption, 
and  the  release  of  small  amounts  of  radioac¬ 
tivity  during  operation  of  the  evaporator  (87 
pages).  (ELR  Order  No.  40151)  (NTIS  Order 
No.  EIS  74  0151-D.) 

Department  or  Defense 

ARMY  CORPS 

Contact:  Mr.  Francis  X.  Kelly,  Director, 
Office  of  Public  Affairs,  Attn:  DAEN-PAP,  Of¬ 
fice  of  the  Chief  of  Engineers,  U.S.  Army 
Corps  of  Engineers,  1000  Independence  Ave¬ 
nue  S.W.,  Washington,  D.C.  20314,  202-693- 
7168. 

Draft 

Millers  Ferry  Lock  and  Dam,  Alabama,  Jan¬ 
uary  24 :  The  statement  refers  to  the  comple¬ 
tion  of  construction  and  the  continued  op¬ 
eration  and  maintenance  of  the  Millers  Ferry 
project.  The  project  consists  of  a  concrete 
gravity  type  dam,  a  powerhouse,  a  navigation 
lock,  a  reservoir,  and  public  use  areas.  Im¬ 
pact  of  the  project  Includes  a  conversion  of 
1 .689  acres  of  agricultural  and  forest  lands  to 
project  measures;  the  loss  stream  and  mussel 
fisheries;  and  temporary  Increases  In  water 
turbidity  (Mobile  District)  (32  pages).  (ELR 
Order  No.  40149)  (NTIS  Order  No.  EIS  74 
0149-D.) 

Morro  Bay  Harbor,  Operation  and  Main¬ 
tenance,  January  22:  California,  The  project 
Involves  the  performance  of  maintenance 
dredging  within  Morro  Bay  Harbor  to  main¬ 
tain  Federal  channels  at  presently  authorized 
depths.  Spoils  will  be  deposited  In  the  Pacific 
Ocean  about  2,500  ft.  seaward  of  the  entrance 
to  Morro  Bay.  Adverse  effects  Include:  short¬ 
term  loss  of  benthic  organisms  on  the  chan¬ 
nel  floor  and  at  the  offshore  disposal  site; 
temporary  lncrea.se  of  turbidity:  and  possible 
temporary  Inconvenience  to  harbor  traffic 
(Los  Angeles  District)  (67  pages).  (ELR 
Order  No.  40122)  (NTIS  Order  No.  EIS  74 
0122-D.) 

Clearwater  Lake,  Missouri,  Operation  and 
Maintenance,  January  21:  The  project  In¬ 
volves  the  operation  and  maintenance  of 
Clearwater  lake  flood  control  project,  32  miles 
northwest  of  Poplar  Bluff  on  the  Black  River. 
Normal  operation  and  maintenance  consists 
of  flood  control,  maintenance  of  parks  and 
management  of  land  and  water  resources. 
Adverse  Impacts  are  flood  control  procedures, 
that  result  in  lake  fluctuations,  adversely 
affect  shoreline  vegetation  and  lake  fish : 
agricultural  and  grazing  leases  contribute  to 
the  euthrophlcation  of  the  lake  by  the  addi¬ 
tion  of  agricultural  wastes,  fertilizer,  and 
Insecticide  contamination  (38  pages).  (ELR 
Order  No.  40108)  (NTIS  Order  No.  EIS  74 
0108-D.) 

Stockton  Lake,  Sac  River,  Missouri,  Janu¬ 
ary  23 :  The  statement  refers  to  the  continued 
operation  and  maintenance  of  Stockton  Lake 
and  Its  project  lands.  The  Lake  Is  operated 
for  hydroelectric  power  generation,  flood  con¬ 
trol,  public  recreation,  and  fish  and  wildlife 
habitat  maintenance.  Lake  fluctuation  dur¬ 
ing  hydroelectric  power  production  has  Im¬ 
pact  upon  fish  spawning  habitat  and  shore¬ 
line  vegetation  (Kansas  City  District).  (ELR 


Order  No.  40136)  (NTIS  Order  No.  EIS  74 
0136-D.) 

Flathead  Flood  Control,  Flathead  River, 
Flathead  County,  Montana,  January  21:  The 
statement  refers  to  the  construction  of  a 
setback  levee  6.25  miles  long,  and  appurte¬ 
nant  structures  on  the  right  bank  of  the 
Flathead  River  near  Kalispell.  The  purpose 
of  the  project  is  to  provide  a  comprehensive 
flood  control  plan  for  the  communities  of 
Evergreen  and  Days  Acres,  and  for  unpro¬ 
tected  areas  along  the  Flathead  River.  The 
project  will  reduce  flood  damages  over  a 
3,500  acre  area.  Adverse  Impacts  Include: 
possible  lowering  of  water  quality,  loss  of 
agricultural  potential  and  loss  of  wildlife 
habitat  (Seattle  District)  (71  pages).  (ELR 
Order  No.  40106)  (NTIS  Order  No.  EIS  74 
0106-D.) 

Oregon  Slough  Dredging,  North  Portland 
Harbor,  Oregon,  January  21:  The  plan  in¬ 
volves  the  construction  of  a  40  foot  deep, 
400  foot  wide  navigation  channel  from  the 
Columbia  River  to  the  Oregon  Slough.  The 
channel  will  be  1.5  miles  In  length.  Initial 
construction  will  involve  the  removal  of  an 
estimated  1,100,000  cubic  yards  of  sand  and 
sandy  slit  by  pipeline  dredge.  Dredging  will 
have  an  adverse  environmental  impact  on 
aquatic  organism.  Also,  the  necessity  of  dis¬ 
posal  sites  will  cause  the  dislocation  of  some 
land  animals  (Portland  District)  (88  pages). 
(ELR  Order  No.  40109)  (NTIS  Order  No.  EIS 
74  0109— D.) 

Pat  Mayse  Lake,  Sanders  Creek,  Texas, 
January  24:  The  statement  refers  to  the 
continued  operation  and  maintenance  of  Pat 
Mayse  Lake,  Sanders  Creek,  a  flood  control 
and  reservoir  regulation  project.  Adverse  ef¬ 
fects  of  the  operation  are  those  which  result 
from  heavy  recreational  use,  and  the  action 
of  pool  fluctuation  on  the  shoreline  (Tulsa 
District)  (58  pages).  (ELR  Order  No.  40145) 
(NTIS  Order  No.  EIS  74  0145-D.) 

Parker  Creek,  Virginia,  Maintenance  Dredg¬ 
ing,  January  21 :  The  statement  refers  to 
the  maintenance  dredging  of  a  channel  40 
feet  wide  and  5  feet  deep  from  the  mouth  of 
Parker  Creek  to  the  Metomkln  Bay  Channel. 
An  expected  30,000  cubic  yards  of  spoil  will 
be  dredged  by  hydraulic  pipeline  and  placed 
on  Metomkln  Island.  The  major  adverse  en¬ 
vironmental  impact  is  the  removal  and  sub¬ 
sequent  loss  of  organisms  at  the  dredging 
site  and  disposal  area  (20  pages) .  (ELR  Order 
No.  40107)  (NTIS  Order  No.  EIS  74  0107-D.) 

Galllpolis  Locks  and  Dam,  Ohio  River,  West 
Virginia.  January  24:  The  statement  refers 
to  the  proposed  modernization  of  the  exist¬ 
ing  dam,  and  the  replacement  of  the  exist¬ 
ing  navigation  locks  with  new  locks  in  a  by¬ 
pass  canal.  The  project  is  Intended  to  make 
this  reach  of  the  Ohio  River  compatible  with 
other  parts  of  the  Ohio  River  navigation  sys¬ 
tem.  The  plan  will  result  In  Increased  po¬ 
tential  for  pollution  from  the  increased  use 
of  the  River  by  barge  and  pleasure  craft 
(Huntington  District)  (31  pages).  (ELR 
Order  No.  40144)  (NTIS  Order  No.  EIS  74 
0144-D.) 

Final 

Preferential  Mall  Center.  Manchester,  New 
Hampshire,  January  22:  The  statement  re¬ 
fers  to  the  proposed  construction  of  a  prefer¬ 
ential  mail  center  on  a  45  acre  site  In  Man¬ 
chester.  Adverse  Impact  will  result  from  con¬ 
struction  disruption  and  runoff  to  a  local 
brook  (Waltham  District)  (86  pages) .  Com¬ 
ments  made  by:  USDA,  HEW,  HUD,  DOI, 
DOT,  and  EPA.  (ELR  Order  No.  40123)  (NTIS 
Order  No.  EIS  74  0123-F.) 

Slsuslaw  River  and  Bar,  Oregon,  January 
21 :  The  statement  refers  to  the  proposed  con¬ 
struction  of  a  navigation  channel  extension 
12'  deep  x  160'  wide  from  river  mile  8.5  to 
16.5,  with  widening  at  bends  and  a  turning 
basin.  Seventeen  acres  of  upland  will  be  used 
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for  spoil  deposit.  Riparian  habitat  will  be  dis¬ 
turbed  (121  pages) .  Comments  made  by:  EPA, 
DOI,  USD  A,  HEW,  HUD,  USCG,  FPC,  and 
state  and  local  agencies.  (ELR  Order  No. 
40104)  (NTIS  Order  No.  EIS  74  0104-P.) 

Town  Creek  Small  Navigation  Project, 
South  Carolina,  January  21:  Proposed  Is  a 
navigation  project  which  will  involve  the 
deepening  of  the  natural  channel  in  Town 
Creek,  and  the  construction  of  an  entrance 
channel  In  the  Atlantic  Ocean.  Adverse  im¬ 
pact  will  Include  the  temporary  disruption  of 
benthic  communities  and  oyster  banks,  and 
the  conversion  of  irregularly  flooded  marsh 
to  a  terrestrial  environment.  (Charleston  Dis¬ 
trict)  (34  pages).  Comments  made  by:  DOC, 
EPA,  USDA,  DOI,  and  state  agencies.  (ELR 
Order  No.  40105)  (NTIS  Order  No.  EIS  74 
0105-F.) 

Snyder-Winnebago  Lakes,  Iowa  and  Ne¬ 
braska,  January  22:  The  statement  refers  to 
the  construction  of  a  protective  levee  and 
water  control  structures  which  will  protect 
a  planned  recreation  complex  in  Iowa  and 
Nebraska.  The  agricultural  productivity  of 
290  acres  will  be  lost  to  the  action  (108 
pages).  Comments  made  by:  DOI,  USDA, 
HEW,  DOT,  and  state  and  local  agencies  and 
concerned  citizens.  (ELR  Order  No.  40129) 
(NTIS  Order  No.  EIS  74  0129-F.) 

Environmental  Protection  Agency 

Contact:  Mr.  Sheldon  Meyers:  Director, 
Office  of  Federal  Activities,  Room  3630,  Wa¬ 
terside  Mall,  Washington,  D.C.  20460,  202- 
755-0940. 

Final 

Sewage  Treatment  Plant,  Fulton  and  Cobb 
Counties,  Georgia,  January  22:  The  state¬ 
ment  refers  to  projects  which  have  been 
funded  or  are  proposed  for  funding.  Included 
are  interceptor  sewers,  pumping  stations  and 
force  mains,  and  expansions  to  the  existing 
Bay  Creek  sewage  treatment  plant.  Sanitary 
sewage  will  be  treated  prior  to  discharge  to 
the  Chattahochee  River.  The  primary  ad¬ 
verse  Impact  of  the  action  is  the  stimulation 
of  secondary  effects  caused  by  urban  devel¬ 
opment,  including  a  reduction  of  the  aes¬ 
thetic  values  of  the  Chattahochee  River  cor¬ 
ridor  (280  pages).  Comments  made  by:  DOI, 
USDA,  HEW,  DOT,  and  state  and  local  agen¬ 
cies  and  concerned  citizens.  (ELR  Order  No. 
40130)  (NTIS  Order  No.  EIS  74  0130-F.) 

Village  Creek  Facility,  Fort  Worth,  Texas: 
January  21 :  The  statement  refers  to  the  pro¬ 
posed  construction  of  additional  wastewater 
treatment  facilities  at  the  Village  Creek 
Wastewater  Treatment  Facility,  Fort  Worth. 
Work  includes  the  51  MOD  expansion  of  the 
existing  45  MGD  facility.  The  proposed  proj¬ 
ect  is  expected  to  increase  water  quality  of 
the  Trinity  River  and  aid  in  the  orderly  de¬ 
velopment  of  member  communities.  There 
will  be  construction  disruption,  and  increased 
odor  and  noise  from  the  new  project  (216 
pages) .  Comments  made  by:  DOT,  DOI,  COE, 
HUD,  USDA,  and  state  and  local  agencies. 
(ELR  Order  No.  40116)  (NTIS  Order  No.  EIS 
74  0116-F.) 

Department  of  Interior 

Contact:  Mr.  Bruce  Blanchard,  Director, 
Environmental  Project  Review,  Room  7260, 
Department  of  the  Interior,  Washington,  D.C. 
20240,  202-343-3891. 

BUREAU  OF  LAND  MANAGEMENT 

Final 

1974  OCS  Oil  and  Gas  Lease  Sale,  Louisiana, 
January  23:  The  statement  refers  to  the  pro¬ 
posed  sale  of  oil  and  gas  leases  to  215  tracts 
(totalling  952,592.48  acres)  of  Outer  Conti¬ 
nental  Shelf  Lands.  Twelve  of  the  tracts  are 
situated  in  water  depths  of  300  meters  or 
more.  All  tracts  pose  some  degree  of  pollu¬ 
tion  risk.  Each  tract  offered  is  subject  to  a 


matrix  analytical  technique  in  order  to  evalu¬ 
ate  significant  environmental  impacts  should 
leasing  occur  and  subsequent  oil  and  gas 
exploration  ensue.  The  sale  is  tentatively 
scheduled  to  be  held  in  early  spring,  1974 
(three  volumes).  Comments  made  by:  AEC, 
EPA,  DOC,  FPC,  DOI,  agencies  of  Louisiana, 
Alabama,  and  Mississippi,  and  concerned 
citizens.  (ELR  Order  No.  40134)  (NTIS  Order 
No.  EIS  74  0134— F.) 

BUREAU  OF  RECLAMATION 

Final 

Granite  Reef  Aqueduct,  Arizona,  Janu¬ 
ary  22:  The  proposed  project  is  a  feature  of 
the  Central  Arizona  Project.  The  aqueduct 
and  its  pumping  plants  will  convey  water 
from  Lake  Havasu  at  Buckskin  Mountains 
Tunnel,  182  miles  southeast  to  the  Central 
Arizona  service  area.  An  annual  average  of 
1.1  million  acre-feet  will  be  pumped  through 
the  system  for  multiple-use  purposes.  This 
import  of  water  will  utilize  the  major  portion 
of  Arizona’s  remaining  entitlement  to  Colo¬ 
rado  River  water.  Approximately  8,900  acres 
will  be  committed  to  the  project  (approx.  481 
pages).  Comments  made  by:  DOI,  USDA, 
HEW,  HUD,  FPC,  and  State  and  local  agen¬ 
cies  and  concerned  citizens.  (ELR  Order  No. 
40124)  (NTIS  Order  No.  EIS  74  0124-F.) 

NATIONAL  PARK  SERVICE 

Draft 

Proposed  Wilderness,  Lake  Mead  National 
Recreation,  Nevada  and  Arizona,  January  22: 
The  statement  refers  to  the  proposed  legisla¬ 
tive  designation  of  469,300  acres  of  land  in 
Lake  Mead  National  Recreation  Area,  Clark 
County,  Nevada,  and  Mohave  and  Coconino 
Counties,  Arizona  as  wilderness  within  the 
National  Wilderness  Preservation  System.  The 
action  will  increase  long-term  protection  of 
natural  and  cultural  resources.  Adverse  ef¬ 
fects  could  occur  due  to  the  permissibility 
of  mining,  prospecting,  grazing,  and  recla¬ 
mation  activities  in  recreation-area  wilder¬ 
ness  (124  pages).  (ELR  Order  No.  40132) 
(NTIS  Order  No.  EIS  74  0132-D.) 

Department  of  Transportation 

Contact:  Mr.  Martin  Convisser,  Director, 
Office  of  Environmental  Quality,  400  7th 
Street  SW„  Washington,  D.C.  20590,  202- 
426-4357. 

federal  highway  administration 

Draft 

Sawmill  Creek  Road,  Sitka,  Alaska,  Janu¬ 
ary  22 :  The  statement  refers  to  the  improve¬ 
ment  of  the  Sawmill  Creek  Road  in  the  town 
of  Sitka.  The  project  requires  the  improve¬ 
ment  of  the  existing  roadway  surface  with 
some  reconstruction  and  modifications  in 
various  sections  to  eliminate  existing  and 
potential  accident  locations.  Adverse  Impacts 
are:  increases  in  air  and  noise  pollution 
levels  during  construction;  sedimentation 
and  spillage  in  Thimbleberry  Creek  and  the 
proximal  waters  during  construction;  and 
loss  of  vegetation  and  slopes  (61  pages). 
(ELR  Order  No.  40125)  (NTIS  Order  No.  EIS 
74  0125-D.) 

SR-200,  Nassau  County,  Florida,  January 
21 :  The  statement  refers  to  the  upgrading  of 
SR-200  in  Nassau  County,  from  a  rural  road 
to  a  divided  four-lane  facility.  The  project 
begins  in  the  town  of  Yulee  west  of  US-17 
and  extends  eastward  to  the  approach  to  the 
Amelia  River  Bridge,  a  distance  of  approxi¬ 
mately  6.1  miles.  Two  two-hundred-foot 
bridges  will  span  Lofton  Creek.  Adverse  im¬ 
pacts  Include:  water  quality  changes  in  the 
three  creeks;  loss  of  some  marsh  area;  noise 
level  increases;  and,  displacement  of  28  fami¬ 
lies  and  4  businesses.  A  4(f)  determination 
will  have  to  be  made  concerning  Lofton  Creek 
and  the  Nassau  River-St.  Johns  River 
Marshes  Aquatic  Preserve  (100  pages).  (ELR 


Order  No.  40117)  (NTIS  Order  No.  EIS  74 
0117-D.) 

SR  25  and  SR  28,  Bourne,  Barnstable 
County,  Massachusetts,  January  22:  The 
project,  located  In  the  town  of  Bourne,  in¬ 
volves  the  improvement  of  a  section  of  Route 
28,  approximately  4.1  miles  in  length,  from 
Bourne  Bridge  to  Connery  Circle,  and  a  4.4 
mile  extension  of  Route  26  from  Bourne 
Bridge  to  the  Mid-Cape  Highway  (U.S.  6), 
terminating  at  the  Sandwich  town  line.  Ad¬ 
verse  impacts  Include:  dislocation  of  2  fami¬ 
lies  and  3  businesses;  slight  increase  in  noise 
levels  on  Route  28;  loss  of  deer  habitat;  and 
reduction  in  the  land  area  of  Otis  AFB  (85 
pages).  (ELR  Order  No.  40128)  (NTIS  Order 
No.  EIS  74  0128-D.) 

1-394,  Hennepin  County,  Minnesota,  Janu¬ 
ary  21 :  The  project  involves  the  construction 
of  an  east-west  Interstate  freeway,  1-394, 
from  Minnetonka  to  Minneapolis,  a  distance 
of  8.5  miles.  1-394  will  provide  six  continuous 
through  lanes  with  interchanges  spaced  at 
1  mile  intervals.  Adverse  impacts  are:  the 
dislocation  of  from  58  to  89  families  and  39 
to  51  businesses,  depending  on  which  of  the 
three  alternatives  is  chosen;  the  destruction 
of  from  42  to  8  acres  of  wildlife  habitat;  and 
the  increase  of  air  and  noise  pollution  levels. 
A  4(f)  determination  will  probably  have  to  be 
made  concerning  parkland  in  the  area  (210 
pages).  (ELR  Order  No.  40118)  (NTIS  Order 
No.  EIS  74  0118-D.) 

Draft 

I-80N,  Portland,  Multnomah  County,  Ore¬ 
gon,  January  23:  The  statement  refers  to  a 
study  of  seven  proposed  transportation  op¬ 
tions  for  the  Mt.  Hood  Freeway,  I-80N,  in 
Portland.  The  options  range  up  to  an  eight 
lane  freeway,  with  various  transit  and  de¬ 
pressed-transit/freeway  combinations  also 
being  considered.  Impacts  of  the  action  would 
vary  according  to  the  option  chosen.  (ELR 
Order  No.  40141)  (NTIS  Order  No.  EIS  74 
0141-D.) 

1-820,  Tarrant  County,  Texas,  January  22: 
The  statement  refers  to  the  construction  of 
1-820  in  the  northwest  portion  of  Tarrant 
County  and  within  the  cities  of  White  Settle¬ 
ment,  Lake  Worth,  and  Fort  Worth.  The 
highway  will  be  a  basic  six-lane  freeway  hav¬ 
ing  controlled  access  and  continuous  front¬ 
age  roads  for  most  of  its  entire  13.5  mile 
length.  Approximately  800  acres  are  to  be 
used  as  right-of-way.  Adverse  impacts  are: 
the  displacement  of  wildlife;  the  conversion 
of  grazing  and  urban  open  lands  to  perma¬ 
nently  paved  roadways;  and  increases  in  air, 
water,  and  noise  pollution  (58  pages).  (ELR 
Order  No.  40121)  (NTIS  Order  No.  EIS  74 
0121-D.) 

SR  262,  Staunton,  Augusta  County,  Vir¬ 
ginia,  January  22:  The  statement  refers  to 
the  construction  of  Route  262,  which  will 
begin  at  1-81  and  continue  northwest  to 
Route  250.  The  new  corridor  will  provide  a 
controlled-access,  four-lane  divided  facility 
on  the  southern  perimeter  of  the  city  of 
Staunton.  Five  interchanges  and  two  over¬ 
passes  are  proposed.  There  are  six  alterna¬ 
tive  route  combinations  being  considered 
which  vary  in  length  from  6.17  to  7.27  miles. 
Adverse  impacts  are:  displacement  of  a 
maximum  of  75  families  and  8  businesses; 
conversion  of  pastureland  to  roadway;  and 
the  increase  of  noise  and  air  pollution  (91 
pages) .  (ELR  Order  No.  04012)  (NTIS  Order 
No.  EIS  74  0126-D.) 

Draft 

Cross  Island  Highway,  St.  Croix,  Virgin 
Islands,  January  24:  The  statement  refers  to 
the  proposed  construction  of  8.25  miles  of 
four-lane  highway  between  Christ lansted 
and  Frederiksted.  Right-of-way  acquisition 
would  impact  55  residences,  25  businesses, 
3  churches,  and  1  school.  Additionally,  sev¬ 
eral  thousand  large  shade  trees  would  be 
destroyed  by  the  project  (74  pages).  (FLR 
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Order  No.  40147)  (NTIS  Oder  No.  EIS  74 
0147-D.) 

Final 

ITS  Rte.  101,  Humboldt  County,  California. 
January  21:  The  proposed  project  consists 
of  reconstructing  a  1.7  mile  segment  of  an 
existing  4-lane  facility  to  an  Initial  4-lane 
divided  freeway  with  provisions  for  two  ad¬ 
ditional  lanes.  The  project  will  displace  167 
families,  17  businesses  and  two  churches;  63 
acres  of  land  win  be  acquired  for  right-of- 
way.  A  section  4(f)  statement  was  filed  to 
obtain  Vlnum  Part.  Adverse  effects  will  In¬ 
clude  Increased  air  and  noise  poUutlon  (231 
pages).  Comments  made  by:  EPA,  DOI,  DOT, 
and  state  and  local  agencies.  (ELR  Order 
No.  40110)  (NTIS  Order  No.  EIS  74  0110-F.) 

Pomona  Freeway,  SR  60,  Los  Angeles 
County,  California,  January  24:  The  state¬ 
ment  refers  to  the  proposed  widening  of  the 
Pomona  Freeway,  Route  60,  from  Mednlk 
Avenue  to  0.2  mile  east  of  Rosemead  Boule¬ 
vard,  and  ramp  metering  from  the  Long 
Beach  Freeway,  Route  7,  to  the  San  Gabriel 
Freeway,  In  the  cities  of  Montebello,  Mon¬ 
terey  Park,  Roasemead,  and  South  El  Monte. 
Adverse  Impact  will  Include  the  need  to 
acquire  three  residences  and  a  five  unit 
apartment  complex.  Comments  made  by: 
DOI,  HEW,  COE,  and  local  agencies.  (ELR 
Order  No.  40142)  (NTIS  Order  No.  EIS  74 
0142— F.) 

Interstate  Route  95,  Massachusetts,  Jan¬ 
uary  22:  The  statement  refers  to  the  pro¬ 
posed  reconstruction  of  1-95  from  the  Dan- 
vers-Middleton  town  line  north  to  the  Merri¬ 
mack  River  at  the  west  edge  of  the  City  of 
Newburyport.  The  existing  17-mile  section 
of  four-lane  highway  will  be  widened  to 
eight  lanes.  Twenty-four  residences  and 
eight  businesses  will  be  displaced.  Three 
hundred  and  twenty  acres  will  be  acquired 
for  right-of-way.  Section  4(f)  land  from  the 
George town-Rowley  State  Forest,  the  Down¬ 
fall  Wildlife  Management  Area,  and  the 
Newburyport  City  Forest  will  be  encroached 
upon  (approx.  465  pages).  Comments  made 
by:  DOI,  DOC,  HEW,  FPC,  EPA,  USDA,  GSA, 
and  state  and  local  agencies.  (ELR  Order 
No.  40133)  (NTIS  Order  No.  EIS  74  0133-F.) 

Major  Deegan  Expressway,  Bronx  County, 
New  York,  January  23 :  Proposed  Is  the  recon¬ 
struction  of  the  existing  Interchange  between 
the  Major  Deegan  Expressway,  1-87,  and 
Macombs  Dam  Bridge.  One  or  two  of  the 
existing  ramps  will  be  relocated,  depending  on 
the  alternate  selected.  Length  of  the  project 
is  0.9  mile  (203  pages).  Comments  made  by: 
USDA,  HEW,  DOI,  FPC,  EPA,  USCG,  DOT, 
COE,  and  local  agencies.  (ELR  Order  No. 
40135)  (NTIS  Order  No.  EIS  74  0135-F.) 

County  Road  No.  65C  (Bridge  Street), 
Montgomery  County,  New  York,  January  24: 
The  statement  refers  to  the  proposed  recon¬ 
struction  of  CR  65C  (Bridge  Street)  including 
a  new  structure  over  the  Penn  Central  Rail¬ 
road  tracks.  Nine  families  and  two  businesses 
will  be  displaced  (52  pages) .  Comments  made 
by:  DOI,  USDA,  and  state  and  local  agencies 
and  concerned  citizens.  (ELR  Order  No. 
40146)  (NTIS  Order  No.  EIS  74  0146-F.) 

US  52,  SR  7,  SR  607,  Lawrence  County, 
Ohio,  January  21 :  The  plan  Involves  the  con¬ 
struction  of  approximately  10  miles  of  4  lane 
highway  from  Chesapeake  to  east  of  Proctor  - 
ville.  Included  In  the  project  is  the  construc¬ 
tion  of  a  connecting  road  (SR  607)  from  the 
proposed  new  SR  7  facility  to  a  bridge.  Ad¬ 
verse  impacts  of  the  project  Include:  the 
removal  of  natural  vegetation,  relocation  of 
the  sections  of  channels  of  three  streams,  and 
the  displacement  of  106  families,  businesses 
and  farms.  A  4(f)  determination  will  have  to 
be  made  concerning  the  construction  of 
bridge  piers  on  a  public  use  area  (63  pages). 
Comments  made  by:  DOI,  EPA,  HUD,  HEW, 
USDA,  COE,  USCG,  and  state  and  local 
agencies.  (ELR  Order  No.  40111)  (NTIS  Order 
No.  EIS  74  0111-F.) 


Spur  351,  US  90A  to  Lelssner  Road,  Guada¬ 
lupe  County,  Texas,  January  23:  The  pro¬ 
posed  project  is  a  2.2  mile  extension  of  Spur 
351  from  US.  Highway  90  (Alternate)  west 
of  Sequin,  south  to  Lelssner  Road.  The  work 
Involves  the  construction  of  a  two-lane  high¬ 
way  on  new  location  and  Includes  a  major 
drainage  structure  over  the  Guadalupe  River. 
Two  families  may  be  displaced  and  an  un¬ 
specified  number  of  businesses  displaced  (61 
pages).  Comments  made  by:  HEW,  DOD, 
USDA,  DOI,  EPA,  and  state  and  local  agencies. 
(ELR  Order  No.  40137)  (NTIS  Order  No.  EIS 
74  0137-F.) 

S.T.H.  56,  Richland  County,  Wisconsin, 
January  22:  The  proposed  project  consists  of 
replacing  a  deficient  bridge  and  reconstruct¬ 
ing  0.32  miles  of  approaches  on  Highway  66. 
Nine  to  twelve  trees  will  be  removed;  2.9  acres 
of  cropland  will  be  acquired  for  right-of-way 
(31  pages) .  Comments  made  by:  USDA,  DOI, 
EPA,  COE,  and  USCG.  (ELR  Order  No.  40127) 
(NTIS  Order  No.  EIS  74  0127-F.) 

Gary  L.  Widman, 
General  Counsel. 

[FR  Doc.74-2709  Filed  l-31-74;8:45  am] 


ENVIRONMENTAL  PROTECTION 
AGENCY 

1976  NITROGEN  OXIDE  EMISSION 
STANDARD 

Applications  for  Suspension 

Applicants: 

American  Motors  Corporation 
Baverlsche  Motoren  Werke  AG  (BMW) 
British  Leyland  Motor  Corporation 
S.A.  Automobiles  Citroen 
Daimler-Benz  AG 
Ferrari  S.p.A.  SEFAC 
Fiat  S.pA.. 

Fuju  Heavy  Industries,  Ltd. 

Jensen  Motors,  Ltd. 

Lancia  S.p.A. 

Officlne  Alfleri  Maserati  S.pA.. 

Nissan  Motor  Co.,  Ltd. 

Regie  Nationale  Des  Uslne  Renault 
Rolls  Royce,  Ltd. 

Volkswagenwerk  A.G. 

AB.  Volvo 

Decision  of  the  Administrator 

Section  202(b)  (5)  (B)  of  the  Clean  Air 
Act,  as  amended,  provides  that  at  any 
time  after  January  1,  1973,  any  auto¬ 
mobile  manufacturer  may  file  with  the 
Administrator  of  the  Environmental  Pro¬ 
tection  Agency  an  application  requesting 
the  suspension  for  one  year  only  of  the 
effective  date,  with  regard  to  that  manu¬ 
facturer,  of  the  nitrogen  oxides  emission 
standard  applicable  to  light  duty  *vehi- 
cles  manufactured  beginning  with  the 
1976  model  year.  If  the  Administrator 
determines  that  suspension  should  be 
granted,  he  must  simultaneously  with 
such  determination  prescribe  by  regula¬ 
tion  an  interim  emission  standard  appli¬ 
cable  to  such  vehicles  manufactured  dur¬ 
ing  the  1976  model  year. 

On  July  30,  1973,  the  Administrator 
granted  to  Chrysler  Corporation,  Ford 
Motor  Company,  and  General  Motors 
Corporation  a  one-year  suspension  of  the 
effective  date  of  the  statutory  nitrogen 
oxides  (NO,)  emission  standard  applica¬ 
ble  to  1976  model  light  duty  motor  vehi¬ 
cles.  The  Administrator  simultaneously 
established  an  interim  NO,  emission 
standard  of  2.0  grams  per  mile  applicable 
to  each  applicant’s  1976  model  year  vehi¬ 
cles  (see  38  FR  22474,  August  21,  1973). 


The  Administrator’s  decision  was 
based  on  findings  required  by  section 
202(b)(5)(D)  (i),  (ii),  (ill)  and  (iv)  of 
the  Clean  Air  Act,  as  amended.  EPA  re¬ 
gards  findings  (i)  (a  suspension  is  essen¬ 
tial  to  the  public  interest)  and  (ill)  and 
(lv)  (technology  required  to  meet  the 
standards  is  not  generally  available)  as 
applicable  to  the  automobile  industry  as 
a  whole  and,  hence,  conclusive  as  to  any 
applications  for  suspension  of  the  1976 
NO,  statutory  standard.  The  remaining 
finding,  that  the  applicant  has  made 
all  good  faith  efforts  to  meet  the  statu¬ 
tory  standard  (section  202(b)(5) 
(D)  (ii) ) ,  is  made  with  respect  to  each 
applicant  on  the  basis  of  an  application, 
and  after  adequate  time  for  public  re¬ 
view  and  comment.  A  decision  granting 
or  denying  any  application  shall  be  made 
within  60  days  after  receipt  thereof.  Any 
manufacturer  granted  a  suspension  is 
subject  to  the  interim  2.0  grams  per  mile 
NO,  standard  established  by  the  July  30, 
1973,  decision. 

On  November  15,  1973,  Offlcine  Alfleri 
Maserati  S.p.A.  filed  with  the  Adminis¬ 
trator  an  application  for  a  one  year 
suspension  with  respect  to  that  company 
of  the  effective  date  of  the  1976  NO, 
emission  standard.  Subsequent  applica¬ 
tions  for  suspension  have  been  filed  by 
Daimler-Benz  (received  November  20, 
1973),  Jensen  Motors  (received  No¬ 
vember  28,  1973),  Renault  (received 
December  4,  1973),  Volkswagen  (re¬ 
ceived  November  30,  1973),  Fuju  Heavy 
Industries  (received  December  11,  1973), 
Rolls  Royce  (received  December  11, 
1973),  American  Motors  (received  De¬ 
cember  11,  1973),  Volvo  (received  De¬ 
cember  18,  1973),  BMW  (received 

.December  19,  1973),  Ferrari  (received 
December  20,  1973),  Fiat  (received  De¬ 
cember  20,  1973),  Lancia  (received  De¬ 
cember  28,  1973),  Citroen  (received 
January  2,  1974),  British  Leyland  (re¬ 
ceived  January  2,  1974),  and  Nissan 
(received  January  3,  1974). 

On  December  28,  1973,  notice  was 
given  in  the  Federal  Register  (38  FR 
35528)  for  disposition  of  all  suspension 
applications  received  by  the  Administra¬ 
tor  prior  to  January  4,  1974.  In  accord¬ 
ance  with  the  procedures  outlined 
therein,  each  application  was  made 
available  for  public  review  and  comment. 
Since  no  public  comments  were  received 
on  the  submitted  applications,  I  have 
determined  that  no  useful  purpose  would 
be  served  by  holding  a  suspension  hear¬ 
ing  on  these  applications. 

On  the  basis  of  our  review  of  the  sub¬ 
mitted  applications,  I  have  determined 
that  each  applicant  has  made  all  good 
faith  efforts  to  meat  the  1976  NO,  statu¬ 
tory  standard.  Accordingly,  I  hereby 
grant  suspension  of  the  1976  NO,  stand¬ 
ard  to  each  of  the  sixteen  (16)  applicants 
set  forth  above.  Each  applicant’s  1976 
model  year  light  duty  vehicles  sold  in 
the  United  States  will  be  required  to 
meet  the  interim  NO,  standard  of  2.0 
grams  per  mile. 

Dated:  January  25, 1974. 

John  Quarles, 

Acting  Administrator. 

[FR  Doc.74-2658  Filed  l-31-74;8:45  am] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 
PANEL  9 — CTAC  COMMITTEE 
Notice  of  Meeting 

January  24,  1974. 

Pursuant  to  Pub.  L.  92-463,  notice  is 
hereby  given  of  a  meeting  of  the  Panel  9 
Committee  on  Monday,  February  4, 1974, 
to  be  held  by  Theta-Com  of  California, 
at  the  Airport  Marina  Hotel,  Corner  of 
Manchester  and  Lincoln  Boulevard,  Los 
Angeles,  California,  beginning  at  10  a.m. 

(1)  Approval  of  minutes  of  Last  Meeting. 

(2)  Report  on  Steering  Committee  Activi¬ 
ties. 

(3)  Report  of  Sub-Committee  on  Survey 
of  Data  Systems  Characteristics  Question¬ 
naire. 

(4)  Report  of  Sub-Committee  on  Draft 
Recommendations  for  Panel  9  Final  Report. 

(6)  Discussion  of  measurements  on  exist¬ 
ing  two-way  systems. 

(6)  Review  of  Bi-Directional  Field  Test 
Activities. 

(7)  Task  assignments. 

(8)  Other  business. 

(9)  Date  of  next  meeting. 

Any  member  of  the  public  may  attend 
or  may  file  a  written  statement  with  the 
Committee  either  before  or  after  the 
meeting.  Any  member  of  the  public  wish¬ 
ing  to  make  an  oral  statement  must  con¬ 
sult  with  the  Committee  prior  to  the 
meeting.  Inquiries  may  be  directed  to 
Mr.  S.  R.  Efifros,  FCC,  1919  M  Street 
NW,  Washington,  D.C.  20554 — Tele¬ 
phone  202-632-6468. 

Federal  Communications 
Commission, 

[seal]  Vincent  J.  Mullins, 
Secretary. 

[FR  Doc.74-2716  Filed  l-31-74;8:45  am] 


[Docket  No.  19660,  RM-690] 

RCA  GLOBAL  COMMUNICATIONS,  INC. 

Order  Extending  Time 

In  the  matter  of  International  Record 
Carriers’  scope  of  operations  in  the  con¬ 
tinental  United  States,  Including  possible 
revisions  to  the  formula  prescribed  un¬ 
der  section  222  of  the  Communications 
Act. 

1.  By  memorandum  opinion  and  order 
in  the  above-captioned  matter  released 
November  26,  1973,  F.C.C.  73-1203,  43 
F.C.C.  2d  — ,  we.  instituted  an  investiga¬ 
tion  into  the  international  formula.  That 
order  directed  the  parties  to  submit  by 
January  25,  1974,  statements  of  fact  and 
memorandums  of  law  with  respect  to  the 
issues  designated  for  investigation. 

2.  We  have  received  from  RCA  Global 
Communications,  Inc.  (RCA)  a  request 
for  an  extension  of  time  in  which  to  file 
the  required  comments.  RCA  states  that 
the  extension  is  needed  to  permit  evalua¬ 
tion  of  data  which  is  being  prepared  for 


submission  to  the  parties  by  the  Inter¬ 
national  Quota  Bureau  and  which  will 
enable  them  more  adequately  to  frame 
their  comments.  The  request  has  not 
been  opposed. 

3.  Additionally,  RCA  requested  that  we 
convene  a  meeting  of  the  parties  during 
the  period  of  the  extension  so  that  pro¬ 
cedures  may  be  developed  which  will  fa¬ 
cilitate  eliciting  of  information  relevant 
to  the  proceeding.  We  believe  that  such  a 
meeting  will  be  beneficial  and  will  con¬ 
vene  it  by  appropriate  notification  to  the 
parties. 

4.  Since  RCA  has  shown  good  cause  for 
its  request,  and  since  the  extension  is  un¬ 
opposed  and  will  not  seriously  delay  the 
proceeding,  we  will  grant  an  extension  of 
three  weeks. 

Accordingly,  it  is  ordered,  Pursuant  to 
§  0.303(c)  of  the  Commission’s  rules,  that 
the  time  for  the  parties  to  submit  their 
comments  in  this  proceeding  is  extended 
until  February  15, 1974. 

Adopted:  January  24, 1974. 

Released:  January  28, 1974. 

*  [seal]  Walter  R.  Hinchman, 
Chief,  Common  Carrier  Bureau. 

[FR  Doc.74-2717  Filed  I-31-74;8:46  am] 

FEDERAL  POWER  COMMISSION 

[Project  No.  271] 

ARKANSAS  POWER  AND  LIGHT  CO. 

Notice  of  Issuance  of  Annual  License 
January  28,  1974. 

On  February  4, 1970,  and  supplemented 
on  October  8,  1970,  Arkansas  Power  and 
Light  Company,  Licensee  for  Carpenter 
and  Remmel  Developments  Project  No. 
271,  located  on  Quachita  River  in  Hot 
Spring  and  Garland  and  Montgomery 
Counties,  Arkansas,  filed  an  application 
for  a  new  license  under  Section  15  of  the 
Federal  Power  Act  and  Commission  regu¬ 
lations  thereunder  (5  16.1-16.6). 

The  present  license  for  Project  No.  271 
was  issued  effective  February  7, 1923,  for 
a  period  ending  February  6, 1973.  In  order 
to  authorize  the  continued  operation  of 
the  project  pursuant  to  section  15  of  the 
Act  pending  completion  of  Licensee’s  ap¬ 
plication  and  Commission  action  thereon 
it  is  appropriate  and  in  the  public  in¬ 
terest  to  issue  an  annual  license  to 
Arkansas  Power  and  Light  Company  for 
the  continued  operation  and  mainte¬ 
nance  of  Project  No.  271. 

Take  notice  that  an  annual  license  is 
issued  to  Arkansas  Power  and  Light 
Company  (Licensee)  under  section  15  of 
the  Federal  Power  Act  for  the  period 
February  7,  1974,  to  February  6,  1975.  or 
until  Federal  takeover,  or  the  issuance  of 
a  new  license  for  the  project,  whichever 
comes  first,  for  the  continued  operation 
and  maintenance  of  the  Carpenter  and 


Remmel  Developments  Project  No.  271, 
subject  to  the  terms  and  conditions  of  its 
license. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-2837  Filed  l-31-74;8:46  am] 

[Docket  No.  RP71-107,  etc.] 

NORTHERN  NATURAL  GAS  CO. 

Notice  of  Filing  of  Change  in  Rates 

January  28,  1974. 

Take  notice  that  on  January  23,  1974, 
Northern  Natural  Gas  Company  (North¬ 
ern)  Docket  Nos.  RP71-107  (Phase  II) , 
RP72-127,  RP73-105,  RP74-9,  filed  with 
the  Commission  Fourth  Revised  Sheet 
No.  4a  and  Second  Revised  Sheet  No.  59 
of  Third  Revised  Volume  No.  1  and  First 
Revised  Sheet  No.  lc  of  Original  Volume 
No.  2  of  Northern’s  FPC  Gas  Tariff,  to 
become  effective  December  27,  1973. 
Northern  states  that  Fourth  Revised 
Sheet  4a  and  First  Revised  Sheet  No.  lc 
contain  the  Settlement  Rates  with  the 
adjustments  ordered  by  the  Commission 
in  their  “Order  Approving  Rate  Settle¬ 
ment  with  Conditions  and  Setting  Pro¬ 
cedural  Dates  for  Reserved  Issues”  dated 
January  4,  1974.  According  to  Northern, 
these  two  sheets  also  contain  modifica¬ 
tions  to  Northern’s  October  25,  1973,  ad¬ 
vance  payment  and  research  and  devel¬ 
opment  tracking  filings  to  reflect  (1) 
elimination  of  the  preliminary  costs  of 
locating  new  storage  fields  amounting  to 
.05tf  per  Mcf,  as  required  by  Ordering 
Paragraph  (L)  of  the  January  4,  1974, 
order  mentioned  above,  and  (2)  elimina¬ 
tion  of  the  rate  effect  of  certain  costs 
associated  with  expenditures  for  the 
testing  and  development  of  the  Dallas 
Center  Underground  Storage  Project  in 
Docket  No.  RP74-9,  amounting  to  .03tf 
per  Mcf. 

Second  Revised  Sheet  No.  59  deletes 
Northern’s  proposed  change  to  Para¬ 
graph  9.1  of  the  General  Terms  and 
Conditions  to  permit  Northern  to  reduce 
deliveries  below  Contract  Demand  to 
conserve  available  supplies  of  gas.  This 
change  in  tariff  language  was  also  part  of 
the  Stipulation  and  Agreement  as  ap¬ 
proved.  Northern  states  that  copies  of  the 
filing  have  been  served  upon  each  of  its 
“Gas  Utility  Customers  and  interested 
State  Commissions”. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street  NE.,  Washington,  D.C.  20426,  in 
accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  February  12,  1974.  Protests  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
this  application  are  on  file  with  the  Com- 
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mission  and  available  for  public  inspec¬ 
tion. 

Kenneth  F.  Plumb, 

Secretary 

[PR  Doc.74-2836  Filed  1-3 1-74; 8: 46  am] 


[Docket  No.  E-8582] 

WASHINGTON  WATER  POWER  CO. 

Notice  of  Application 

January  28,  1974. 

Take  notice  that  on  January  7,  1974, 
the  Washington  Water  Power  Company 
(Applicant)  tendered  for  filing  pursuant 
to  section  205  of  the  Federal  Power  Act 
and  Part  35  of  the  Regulations  issued 
thereunder,  an  Agreement  executed 
April  12,  1973  for  the  exchange  of  elec¬ 
tric  power  and  energy  with  the  Bonne¬ 
ville  Power  Administration  (BPA). 

The  Agreement  provides  for  delivery 
to  BPA  of  a  portion  of  Applicant’s  share 
of  the  output  from  the  Centralia  Thermal 
Project  in  exchange  for  availability  of 
BPA  firm  energy.  Exchange  arrange¬ 
ments  were  developed  to  (1)  market  Ap¬ 
plicant’s  share  of  the  Centralia  Project 
output,  and  (2)  render  energy  available 
for  sale  to  industrial  customers  of  BPA. 
Pursuant  exchange  transactions  are  de¬ 
pendent  upon  contract  determination  of 
Project  capability,  currently  considered 
to  total  1,000,000  KW  for  the  purposes 
of  the  Agreement.  The  contract  forbids 
exchange  transactions  until  such  time 
as  project  capability  exceeds  1,000,000 
KW,  and  delivery  of  nonfirm  energy  by 
BPA  is  not  anticipated  to  begin  until  the 
summer  of  1974. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  should  on  or  before  February 
20,  1974,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426, 
protests  or  petitions  to  intervene  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10).  AH  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Persons  wishing  to  be¬ 
come  parties  to  a  proceeding  or  to  par¬ 
ticipate  as  a  party  in  any  hearing  therein 
must  file  petitions  to  intervene  in  accord¬ 
ance  with  the  Commission’s  rules.  The 
application  is  on  file  with  the  Commis¬ 
sion  and  available  for  public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-2835  Filed  l-31-74;8:45  am] 


[Docket  No.  E-8365] 

KANSAS  CITY  POWER  &  LIGHT  CO. 

Further  Extension  of  Time  and  Postpone¬ 
ment  of  Prehearing  Conference  and 
Hearing 

January  29,  1974. 

On  January  21,  1974,  Staff  Counsel  re¬ 
quested  an  extension  of  the  procedural 
dates  fixed  by  order  issued  October  16, 
1973,  in  the  above-designated  matter. 
The  motion  states  that  Counsel  for  Kan¬ 
sas  City  Power  and  Light  Company  and 


counsel  for  all  intervenors  either  support 
or  do  not  object  to  the  motion. 

Upon  consideration,  notice  la  hereby 
given  that  the  procedural  dates  in  the 
above  matter  are  modified  as  follows: 

Staff  Service  of  Testimony,  March  7,  1074. 
Intervenors  Service  of  Testimony,  March  21, 
1974. 

KCP&L  Rebuttal  Testimony,  April  4,  1974. 
Prehearing  Conference,  April  18,  1074  (10:00 
a.m,  e.d.t. ) . 

Commence  Cross-Examination,  AprU  25,  1974 
(10:00  am.,  e.d.t.). 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.74-2840  Filed  l-Sl-74;8:46  am] 


[Docket  No.  RP74-12] 

NORTHERN  NATURAL  GAS  CO. 
(PEOPLES  DIVISION) 

Extension  of  Time  and  Postponement  of 
Prehearing  Conference  and  Hearing 

January  28,  1974. 

On  January  17.  1974,  Staff  Counsel 
filed  a  motion  to  extend  the  service  dates 
fixed  by  order  Issued  October  16,  1973,  In 
the  above-designated  matter.  The  mo¬ 
tion  states  that  all  parties  concur  In  this 
motion. 

Upon  consideration,  notice  Is  hereby 
given  that  the  procedural  dates  are  modi¬ 
fied  as  follows: 

Service  of  Evidence  by  8taff  Prehearing  Con¬ 
ference.  February  20,  1974,  March  4.  1974. 
(10:00  am.  euLt.) 

Service  of  Evidence  by  Intervenors,  March  12, 
March  12,  1974. 

Service  of  Evidence  by  Intervenors,  March  12, 
1974. 

Hearing,  April  2,  1974,  (10:00  am.  e.d.t.) 

Kenneth  P.  Plumb, 
Secretary. 

[FR  Doc.74-2841  Filed  1-3 1-74; 8: 45  am] 


[Project  No.  184] 

PACIFIC  GAS  AND  ELECTRIC  CO. 

Notice  of  Issuance  of  Annual  License 
January  28,  1974. 

On  February  27,  1970,  Pacific  Gas  and 
Electric  Company,  Licensee  for  El  Do¬ 
rado  Project  No.  184  located  in  El  Dorado, 
Alpine  and  Amador  Counties,  California 
on  the  South  Fork  of  the  American  River 
partially  within  the  boundaries  of  El 
Dorado  National  Forest,  filed  an  applica¬ 
tion  for  a  new  license  under  section  15 
of  the  Federal  Power  Act  and  Commis¬ 
sion  regulations  thereunder  (§5  16.1- 
16.6).  Licensee  also  made  supplemental 
filings  on  June  22,  1970,  and  January  22, 
1971. 

The  license  for  Project  No.  184  was 
issued  effective  February  23,  1922,  for  a 
period  ending  February  22, 1972.  In  order 
to  authorize  the  continued  operation  of 
the  Project  pursuant  to  section  15  of  the 
Act  pending  completion  of  Licensee’s  ap¬ 
plication  and  Commission  action  thereon 
it  is  appropriate  and  in  the  public  inter¬ 
est  to  issue  an  annual  license  to  Pacific 
Gas  and  Electric  Company  for  continued 
operation  and  maintenance  of  Project 
No.  184. 


Take  notice  that  an  annual  license  Is 
Issued  to  Pacific  Gas  and  Electric  Com¬ 
pany  (Licensee)  under  Section  15  of  the 
Federal  Power  Act  for  the  period  Febru¬ 
ary  23,  1974,  to  February  22,  1975,  or 
until  Federal  takeover,  or  the  Issuance  of 
a  new  license  for  the  project,  whichever 
comes  first,  for  the  continued  operation 
and  maintenance  of  the  El  Dorado  Proj¬ 
ect  No.  184,  subject  to  the  terms  and 
conditions  of  its  license. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-2838  Filed  1-31-74:8:45  am] 


[Docket  No.  E-7655] 

WISCONSIN-MICH IGAN  POWER  CO. 

Notice  of  Further  Extension  and 
Postponement  of  Hearing 

January  29,  1974. 

On  January  23,  1974,  Staff  Counsel 
filed  a  motion  for  a  further  extension  of 
the  procedural  dates  fixed  by  notice  is¬ 
sued  January  17,  1974,  in  Docket  Nos. 
E-7174  and  E-7555.  The  motion  states 
that  the  Interveners  concur  in  the  mo¬ 
tion  and  the  Company  does  not  object. 

Upon  consideration,  notice  Is  hereby 
given  that  the  procedural  dates  are  fur¬ 
ther  modified  as  follows: 

Service  of  Evidence  by  Staff  and  Interveners, 
March  12. 1974. 

Service  of  Rebuttal  Evidence,  March  26,  1974. 
Hearing,  April  16,  1974  (10:00  am.,  e.d.t.). 

Kenneth  F.  Plumb, 

.  Secretary, 

[FR  Doc.74-2839  Filed  1-3 1-74; 8: 45  am] 


[Project  No.  2301] 

MONTANA  POWER  CO. 

Mystic  Lake  Protect;  Notice  of  Availability 
of  Staff  Draft  Environmental  Impact 
Statement 

Notice  lshereby  given  In  the  captioned 
Project,  that  on  January  30,  1974,  as  re¬ 
quired  by  section  2.81(b)  of  Commission 
Order  No.  415-C,  a  draft  environmental 
impact  statement  prepared  by  the  Staff 
of  the  Federal  Power  Commission  was 
made  available  for  comments.  This  state¬ 
ment  deals  with  an  application  for  a  new 
license  filed  pursuant  to  the  Federal 
Power  Act  for  the  existing  Mystic  Lake 
Project  No.  2301,  located  on  West  Rose¬ 
bud  Creek  In  Stillwater  and  Carbon 
Counties,  Montana. 

This  statement  has  been  circulated 
for  comments  to  Federal,  State  and  local 
agencies,  has  been  placed  in  the  public 
files  of  the  Commission,  and  is  available 
for  public  inspection  both  in  the  Com¬ 
mission’s  Office  of  Public  Information, 
Room  1000,  825  North  Capitol  Street, 
NE„  Washington,  D.C.  20426  and  at  its 
Chicago  Regional  Office  located  at  610 
S.  Canal  Street,  Room  1051,  Chicago, 
Illinois  60606. 

Copies  may  be  ordered  from  the  Na¬ 
tional  Technical  Information  Service, 
Department  of  Commerce,  Springfield, 
Virginia  22151,  and  the  Commission’s 
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Office  of  Public  Information,  Washing¬ 
ton,  D.C,  20426. 

The  existing  project  consists  of  a  46-foot 
high  concrete  arch  dam;  a  446-acre  reser¬ 
voir  (Mystic  Lake);  a  pipeline  and  pen¬ 
stock  extending  to  a  powerhouse  having  an 
InstaUed  capacity  of  10,000  kW  and  located 
on  West  Rosebud  Creek;  and  about  20  miles 
of  transmission  line.  The  Applicant  also  pro¬ 
poses  to  construct  a  49-acre  re -regulating  res¬ 
ervoir  downstream  of  the  powerhouse  to  re¬ 
duce  the  fluctuation  of  stream  flows  caused 
by  project  operation. 

Any  person  who  wishes  to  do  so  may 
file  comments  on  the  staff  draft  state¬ 
ment  for  the  Commission’s  consideration. 
All  comments  must  be  filed  on  or  before 
March  18,  1974. 

Any  person  who  wishes  to  present  evi¬ 
dence  regarding  environmental  matters 
in  this  proceeding  must  file  with  the 
Commission  a  petition  to  Intervene  pur¬ 
suant  to  S  1.8  of  the  Commission’s  rules 
of  practice  and  procedure.  Petitioners 
must  also  file  timely  comments  on  the 
draft  statement  in  accordance  with  sec¬ 
tion  2.81(c)  of  Order  No.  415-C. 

All  petitions  to  Intervene  must  be  filed 
on  or  before  March  18,  1974. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-2642  Filed  1-3 1-74;  8: 46  am] 


GENERAL  SERVICES 
ADMINISTRATION 

[Federal  Property  Management  Regs.; 
Temporary  Reg.  F-208J 

DATA  SERVICES  OF  THE  FEDERAL  TELE¬ 
COMMUNICATIONS  SYSTEM  INTERCITY 

VOICE  NETWORK 

1.  Purpose.  This  regulation  prescribes 
revised  procedures  and  reporting  require¬ 
ments  and  updated  rates  for  the  data 
services  provided  by  the  Federal  Tele¬ 
communications  System  (FTS)  intercity 
voice  network. 

2.  Effective  date.  This  regulation  is  ef¬ 
fective  on  February  1, 1974. 

3.  Expiration  date.  This  regulation  ex¬ 
pires  June  30, 1974,  unless  sooner  revised 
or  superseded. 

4.  Conditions  of  service.  This  regula¬ 
tion  contains  provisions  for  conditions  of 
service  and  methods  of  charging  for  di¬ 
rect  use  of  the  FTS  intercity  voice  net¬ 
work  for  transmission  of  data  by  fac¬ 
simile,  magnetic  tape,  card  transceiver, 
or  similar  data  terminal  equipment. 

a.  General.  The  FTS  intercity  voice 
network  is  available  under  controlled 
conditions  for  direct  subscriber  access 
by  Federal  agencies  or  their  approved 
cost  reimbursement  contractors  for  the 
transmission  of  only  that  data  which  can 
be  accommodated  over  normal  voice- 
grade,  unconditioned  switched  channels. 

b.  Suspension  of  service.  Daytime  use 
of  the  FTS  intercity  voice  network  for 
data  transmission  is  subject  to  restric¬ 
tions  necessary  to  protect  the  quality  of 
regular  network  service  for  voice  trans¬ 
mission.  In  the  event  of  deterioration  of 
quality  of  service  for  voice  transmission 
at  any  location,  the  General  Services  Ad¬ 
ministration  may  inform  agencies  of  the 
necessity  for  temporary  or  permanent 


cessation  of  use  of  particular  FTS  voice 
circuits  for  data  transmission  during  the 
daytime  usage  hours. 

c.  Service  availability.  Service  is  offered 
between  locations  which  are  served  direct 
by  the  FTS  intercity  voice  network.  No 
off-net  originating  service  is  available. 
Off-net  terminating  service  is  available 
only  by  special  arrangement. 

5.  Direct  subscriber  use  between  agency 
terminals.  This  service  is  available  to 
agencies  having  a  data  transmission  re¬ 
quirement  between  locations  served 
direct  by  the  FTS  intercity  voice  net¬ 
work.  The  following  general  provisions, 
rates,  and  method  of  billing  will  apply: 

a.  Prior  approval.  Prior  approval  must 
be  obtained  from  GSA  in  accordance 
with  FPMR  101-35.2  before  the  inception 
of  service. 

b.  Charges.  (1)  Data  transmission  dur¬ 
ing  daytime  hours  (7  a.m.  to  7  p.m.  e.s.t., 
Mondays  through  Fridays,  except  holi¬ 
days)  will  be  at  the  rate  of  14  cents  per 
minute.  Although  calls  may  be  subject  to 
sampling,  such  calls  will  not  be  included 
in  the  sampling  results. 

(2)  Night,  holiday,  and  weekend  service 
(7  pjn.  to  7  a.m.  e.s.t.,  Mondays  through 
Fridays,  and  24  hours  per  day  on  Satur¬ 
days,  Sundays,  and  holidays)  will  be  pro¬ 
vided  without  charge. 

(3)  All  costs  associated  with  data  ter¬ 
minal  equipment,  data  sets,  channel 
terminations,  installation  charges,  spe¬ 
cial  circuitry,  metering  devices,  etc.,  will 
continue  to  be  borne  by  the  subscribing 
agency  unless  agreements  have  been 
made  with  GSA  wherein  GSA  will  pro¬ 
vide  a  total  communications  service  for 
the  agency  at  a  rate  which  also  covers 
such  items  as  those  listed  above. 

(4)  Agency  subscribers  of  GSA’s  Re¬ 
mote  Access  Multi-User  System  (RA¬ 
MUS),  provided  by  the  Federal  Data 
Processing  Center  in  Atlanta,  Georgia, 
and  located  within  a  100-mile  radius  of 
the  entry  points  listed  below  to  the  At¬ 
lanta  time-sharing  computer,  are  not 
subject  to  the  above  usage  charges  or  to 
the  reporting  requirements  of  subpara¬ 
graphs  5c  and  d,  below,  since  the  ITS 
intercity  costs  within  this  radius  are  in¬ 
cluded  in  the  charges  for  the  RAMUS 
service. 

List  of  Entry  Points 

Chicago,  IL  New  York,  NY 

Detroit,  MI  Washington,  DC 

Boston,  MA  Vicksburg,  MS 

Atlanta,  OA 

c.  Reports  and  billing.  (1)  Agencies  us¬ 
ing  the  FTS  intercity  voice  network  for 
data  usage  shall  submit  no  later  than  30 
calendar  days  after  the  end  of  each  quar¬ 
ter  usage  reports  on  GSA  Form  2830, 
Individual  Terminal  Report  of  FTS 
Intercity  (Voice  Network)  Data  Trans¬ 
mission.  GSA  Form  2830  requires  the 
number  of  calls  and  minute  usage  for 
daytime  hours  for  each  terminal  loca¬ 
tion  (address — number,  street,  city,  State, 
ZIP  code,  and  room  number)  and,  for 
information  purposes,  a  listing  of  the 
treminals  used  at  night,  holidays,  and 
weekends.  Reports  shall  be  forwarded  to 
the  General  Services  Administration 
(CXM) ,  Washington,  DC  20405. 


(2)  For  that  part  of  agency  traffic  that 
is  carried  over  the  FTS  intercity  voice 
network  under  the  GSA  Teleprocessing 
Services  Contract,  a  quarterly  report  of 
usage  need  not  be  submitted  since  this 
traffic  will  be  reported  to  GSA  by  the  con¬ 
tractor. 

(3)  GSA  will  render  a  quarterly  bill  to 
the  agency  headquarters  level  based  on 
its  quarterly  usage  reported  in  (1)  and 
(2) ,  above,  and  d,  below. 

d.  Alternate  data  usage  reporting. 
Agencies  using  the  FTS  intercity  voice 
network  for  data  usage  may  submit 
agencywide  monthly  bulk  minute  usage 
for  daytime  hours  in  lieu  of  the  report¬ 
ing  requirements  set  forth  in  c,  above. 
In  the  case  of  night,  holiday,  and  week¬ 
end  usage,  a  report  listing  terminals  used 
will  be  submitted  for  traffic  analysis.  This 
alternate  reporting  method  may  be  used 
through  June  30,  1974.  Agencies  may  use 
GSA  Form  2830  for  this  report. 

6.  Forms  availability.  Agency  field  offi¬ 
ces  should  submit  all  requirements  for 
GSA  Form  2830  to  their  Washington,  DC 
headquarters  office  which  will  forward 
consolidated  annual  requirements  to 
the  General  Services  Administration 
(BRAF) ,  Washington,  DC  20405. 

7.  Service  to  Alaska,  Hawaii,  and  Puer¬ 
to  Rico.  This  service  continues  to  be  avail¬ 
able  on  an  authorized  and  controlled 
basis  for  certain  types  of  record  and  data 
traffic  requiring  the  use  of  unconditioned 
voice  circuits  serviced  direct  by  the  FTS 
intercity  voice  network. 

a.  To  avoid  interruption  of  transmis¬ 
sion,  it  is  required  that  the  originator  of 
data  calls  to  and  from  Alaska,  Hawaii, 
and  Puerto  Rico  inform  the  FTS  over¬ 
seas  operator  that  the  call  is  a  data  call 
and  give  the  approximate  length  of 
transmission. 

b.  The  following  rates  cover  only  the 
cost  of  service  from  the  gateway  centers 
(San  Francisco  to  Hawaii  for  Hawaii 
service:  Seattle  to  Alaska  for  Alaska 
service:  and  Washington,  DC,  to  Puerto 
Rico  for  Puerto  Rico  service)  and  are 
effective  July  1, 1973. 


,  Rate/ 

To  and  from  gateway  centers  and :  Minute 

Alaska _  .  90 

Hawaii _  1. 00 

Puerto  Rico _  1.00 


c.  Data  transmissions  originating  or 
terminating  in  Alaska,  Hawaii,  or  Puerto 
Rico  are  not  subject  to  the  reporting  re¬ 
quirements  of  paragraph  5,  above.  GSA 
will  render  a  quarterly  bill  at  the  head¬ 
quarters  level  based  on  tickets  prepared 
by  GSA  operators  at  the  gateway  cen¬ 
ters.  GSA  will  also  bill  at  the  rate  of  14 
cents  per  minute  for  any  data  traffic 
(7  a.m.  to  7  p.m.  e.s.t.,  Monday  through 
Friday,  except  holidays)  that  passes 
over  the  conterminous  48-State  portion 
of  the  FTS  intercity  voice  network.  Al¬ 
though  such  conterminous  traffic  may  be 
subject  to  sampling,  such  calls  will  not 
be  included  in  sampling  results. 

8.  General-usage  magnetic  tape  and 
card  service.  Service  to  agencies  having 
a  requirement  for  the  delivery  of  mag¬ 
netic  tapes  and  punched  cards  is  cur¬ 
rently  available  by  arrangement  between 
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any  of  the  GSA  terminal  stations  In  the 
following  locations: 

Atlanta.  OA  Fort  Worth.  TX 

Auburn,  WA  Kansas  City,  MO 

Boston,  MA  New  York,  NY 

Chicago,  IL  San  Francisco,  CA 

Denver,  CO  Washington,  DC 

a.  The  reimbursement  rate  for  the 
transmission  of  magnetic  tape  between 
any  two  GSA  terminal  locations.  Includ¬ 
ing  usage  of  the  FTS  intercity  voice  net¬ 
work,  will  be  $1  per  minute.  Service  Is 
also  available  to  agencies  operating  their 
own  magnetic  tape  terminal  having  ac¬ 
cess  to  the  FTS  intercity  voice  network. 
The  charge  for  magnetic  tape  service 
from  an  agency-operated  terminal  to 
any  of  the  above  GSA  locations  or  from 
any  of  the  above  GSA  locations  to  an 
agency-operated  terminal  will  be  at  the 
rate  of  57  cents  per  minute.  This  rate 
includes  FTS  usage  and  use  of  the  single 
GSA  magnetic  tape  terminal. 

b.  The  reimbursement  rate  for  the 
transmission  of  punched  card  traffic  be¬ 
tween  any  two  GSA  terminal  locations  is 
2^2  cents  per  card.  The  card  transceiver 
network  is  also  interconnected  with  the 
Defense  Communications  System  Auto¬ 
matic  Digital  Network  (AUTODIN) ,  en¬ 
abling  the  exchange  of  card  traffic  with 
any  location  served  by  the  military 
worldwide  system. 

c.  The  pickup  and  delivery  of  mag¬ 
netic  tapes  and  card  decks  from  GSA- 
operated  terminals  are  the  responsibili¬ 
ties  of  the  subscribing  agency.  Agencies 
are  to  return  or  make  suitable  replace¬ 
ment  for  magnetic  tapes  provided  by 
GSA. 

d.  Billing  for  services  will  be  made 
monthly  by  GSA  on  the  basis  of  usage 
reports  from  the  GSA  data  communica¬ 
tions  centers  providing  the  service. 

9.  Prior  approval  and  information. 

a.  Prior  arrangements  must  be  made 
with  GSA  before  the  inception  of  service. 
Requests  for  information  and  approval 
in  connection  with  initial  requirements 
should  be  directed  to: 

General  Services  Administration  (CP) 
Washington,  DC  20405 
Telephone:  FTS  202  254-6306 
IDS  193-46306 
Centrex  A  46306 

b.  Information  regarding  specific  rate 
applications  and  billing  may  be  obtained 
from: 

General  Services  Administration  (CX) 
Washington,  DC  20405 
Telephone:  FTS  202  254-6364 
IDS  193-46364 
Centrex  A  46364 

10.  Effect  on  other  issuances.  This 
regulation  cancels  FPMR  Temporary 
Regulation  P-185. 

Arthur  F.  Sampson, 
Administrator  of  General  Services. 

January  25, 1974. 

[FR  Doc.74-2701  Filed  l-31-74;8:45  am] 


[Federal  Property  Management  Regs, 
Temporary  Reg.  F-200J 

SECRETARY  OF  DEFENSE 
Delegation  of  Authority 

1.  Purpose.  This  regulation  delegatee 
authority  to  the  Secretary  of  Defense  to 
represent  the  consumer  Interests  of  the 
executive  agencies  of  the  Federal  Gov¬ 
ernment  in  an  electric  rate  proceeding. 

2.  Effective  date.  This  regulation  is 
effective  immediately. 

3.  Delegation,  a.  Pursuant  to  the  au¬ 
thority' vested  in  me  by  the  Federal  Prop¬ 
erty  and  Administrative  Services  Act  of 
1949,  63  Stat.  377,  as  amended,  par¬ 
ticularly  sections  201(a)(4)  and  205(d) 
(40  U.S.C.  481(a)(4)  and  486(d)),  au¬ 
thority  is  delegated  to  the  Secretary  of 
Defense  to  represent  the  consumer  in¬ 
terests  of  the  executive  agencies  of  the 
Federal  Government  before  the  Kansas 
State  Corporation  Commission  in  a  pro¬ 
ceeding  (Docket  No.  99486-U)  Involving 
the  application  of  the  Kansas  Gas  and 
Electric  Company  for  an  electric  rate  in¬ 
crease. 

b.  The  Secretary  of  Defense  may  re¬ 
delegate  this  authority  to  any  officer,  of¬ 
ficial,  or  employee  of  the  Department  of 
Defense. 

c.  This  authority  shall  be  exercised  in 
accordance  with  the  policies,  procedures, 
and  controls  prescribed  by  the  General 
Services  Administration,  and,  further, 
shall  be  exercised  in  cooperation  with  the 
responsible  officers,  officials,  and  em¬ 
ployees  thereof. 

Arthur  F.  Sampson, 
Administrator  of  General  Services. 

January  25, 1974. 

[FR  Doc.74-2699  Filed  I-31-74;8:45  am] 

[Federal  Property  Management  Regs.; 
Temporary  Reg.  F-207] 

SECRETARY  OF  DEFENSE 
Delegation  of  Authority 

1.  Purpose.  This  regulation  delegates 
authority  to  the  Secretary  of  Defense  to 
represent  the  consumer  Interest  of  the 
Federal  Government  in  a  communica¬ 
tions  services  rate  proceeding. 

2.  Effective  date.  This  regulation  is 
effective  immediately. 

3.  Delegation,  a.  Pursuant  to  the  au¬ 
thority  vested  in  me  by  the  Federal  Prop¬ 
erty  and  Administrative  Services  Act  of 
1949,  63  Stat.  377,  as  amended,  par¬ 
ticularly  sections  201(a)(4)  and  205(d) 
(40  U.S.C.  481(a)(4)  and  486(d)),  au¬ 
thority  is  delegated  to  the  Secretary  of 
Defense  to  represent  the  consumer  in¬ 
terest  of  the  executive  agencies  of  the 
Federal  Government  before  the  Hawai¬ 
ian  Public  Utilities  Commission  in  a 
remand  proceeding  Involving  intrastate 
rates  for  communications  services  pro¬ 
vided  by  the  Hawaiian  Telephone  Com¬ 
pany  (Docket  No.  1871). 


b.  The  Secretary  of  Defense  may  re- 
delegate  this  authority  to  any  officer,  of¬ 
ficial,  or  employee  of  the  Department  of 
Defense. 

c.  This  authority  shall  be  exercised  in 
accordance  with  the  policies,  procedures, 
and  controls  prescribed  by  the  General 
Services  Administration,  and,  further 
shall  be  exercised  in  cooperation  with 
the  responsible  officers,  officials,  and  em¬ 
ployees  thereof. 

Arthur  F.  Sampson, 
Administrator  of  General  Services. 

January  25, 1974. 

[FR  Doc.74-2700  Filed  l-31-74;8:45  am] 

LIBRARY  OF  CONGRESS 

[LCR  2010-1] 

DIRECTOR  OF  PERSONNEL 
Delegation  of  Authority 

Subject:  Appointive  Authority.  2, 
U.S.C.  (140)  provides  that  “AH  persons 
employed  in  and  about  said  Library  of 
Congress  under  the  Librarian  shall  be  ap¬ 
pointed  solely  with  reference  to  their 
fitness  for  their  particular  duties.’’ 

2,  U.S.C.  (141  and  142a)  provide  that 
duties  required  to  be  performed  shall  be 
performed  “under  the  direction  of  the 
Librarian  of  Congress,  by  such  persons 
as  the  Librarian  may  appoint  for  those 
purposes.” 

Under  the  provisions  of  LCR  2011-4, 
the  Librarian  hae  delegated  authority  to 
the  Director  of  Personnel  to  give  final  ap¬ 
proval  on  certain  Personnel  Action  Rec¬ 
ommendations,  including  “appointments, 
transfers,  and  promotions  to  positions  up 
to  and  Including  grade  GS-13.”  PAR’S 
above  GS-13  are  forwarded  through  the 
Assistant  Librarian  and  the  Deputy  li¬ 
brarian  to  the  Librarian  for  final  action. 

[seal]  L.  Quincy  Mumford, 

Librarian  of  Congress. 

Approved  February  23,  1973. 

[FR  Doc.74-2637  Filed  1-3 1-74; 8: 46  am] 

[LCR  2010-3] 

EQUAL  EMPLOYMENT  OPPORTUNITY 
PROGRAM  AND  PLAN 

Assignment  of  Responsibilities 

Section  1.  Purpose.  This  regulation  as¬ 
signs  responsibilities  for  the  Equal  Em¬ 
ployment  Opportunity  Program  and  Plan 
for  the  Library  deriving  from  the  provi¬ 
sions  of  the  Equal  Employment  Oppor¬ 
tunity  Act  of  1972  (Pub.  L.  92-261)  [see 
section  2.B.  of  LCR  2010-2].  It  states  the 
responsibilities  of  officials  and  staff  mem¬ 
bers,  provides  for  affirmative  action  pro¬ 
grams  to  promote  and  assure  fair  and 
equal  treatment  of  all  staff  members  and 
candidates  for  positions,  and  provides  for 
Impartial  counsel  and  investigation  and 
resolution  of  claims  of  discrimination 
(under  LCR  2010-3.1).  These  programs 
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shall  be  achieved  in  part  through  the  an¬ 
nual  preparation,  review,  and  approval 
of  an  Equal  Employment  Opportunity 
Plan  which  will  define  and  contain  ele¬ 
ments  of  the  over-all  Equal  Employment 
Opportunity  Program. 

Sec.  2.  Assignment  of  responsibilities. 

A.  The  Librarian  will  receive  annually, 
review,  and  approve  the  Equal  Employ¬ 
ment  Opportunity  Plan,  on  which  he 
shall  publish  semiannual  progress  re¬ 
ports.  The  Plan  shall  be  concerned  with 
the  principal  functional  areas  as  out¬ 
lined  below  and  shall  set  forth  objectives 
of  the  Program,  as  well  as  continuing  af¬ 
firmative  action  programs  and  specific 
assignments  established  to  be  performed 
on  an  annual  basis  or  other  reasonably 
achievable  time  period. 

B.  The  Director  of  Personnel  with  the 
assistance  of  the  Assistant  Director  for 
Equality  Programs,  shall  be  responsible 
for  developing,  assembling,  and  coordi¬ 
nating  with  the  Equal  Opportunity  Co¬ 
ordinator,  interested  individuals,  groups 
and  organizations  and  management  of¬ 
ficials  the  Equal  Employment  Opportu¬ 
nity  Plan  based  on  requirements  of  law 
and  Library  Regulations.  He  shall  trans¬ 
mit  this  annually  to  the  Librarian  for 
review  and  approval.  The  Director  of 
Personnel  shall  be  responsible  also  for 
the  implementation,  through  the  Assist¬ 
ant  Director  for  Equality  Programs  and 
the  staff  of  the  Personnel  Office  and  all 
managers  and  supervisors  of  the  Library, 
of  an  affirmative  action  program  based 
on  the  annually  approved  Equal  Employ¬ 
ment  Opportunity  Plan  and  for  the  prep¬ 
aration  and  submission  to  the  Librarian 
of  semi-annual  reports  on  the  program 
conducted  under  this  and  related  regula¬ 
tions. 

C.  It  shall  be  the  responsibility  of  the 
Equal  Opportunity  Coordinator  to  ad¬ 
minister  the  Equal  Opportunity  Office 
and,  with  the  assistance  of  the  Equal  Op¬ 
portunity  Officers,  the  Investigator,  and 
the  Equal  Opportunity  Counselors,  in  ac¬ 
cordance  with  the  provisions  of  LCR 
2010-3.1  and  the  direction  of  the  Deputy 
Librarian,  to  counsel,  investigate  and  su¬ 
pervise  investigations,  coordinate  and 
make  recommendations  concerning  the 
resolution  of  specific  cases  of  alleged  dis¬ 
crimination  brought  by  members  of  the 
staff  as  individuals  or  as  groups  or  by  ap¬ 
plicants  for  employment.  He  shall  make 
recommendations  relating  to  the  Equal 
Employment  Opportunity  Program  and 
Plan  and  shall  participate  in  evaluating 
appropriate  affirmative  action  items  in 
the  Plan.  The  Coordinator  shall  also 
report  semi-annually  to  the  Deputy  Li¬ 
brarian  on  the  activities  of  the  Equal  Op¬ 
portunity  Office  and  perform  other 
duties  as  enumerated  in  LCR  2010-3.1. 

D.  The  Federal  Woman’s  Program  Co¬ 
ordinator.  The  Federal  Woman’s  Pro¬ 
gram  Coordinator,  a  staff  member  desig¬ 
nated  by  the  Librarian  to  serve  on  a 
part-time  basis  for  a  two-year  term,  shall 
advise  the  Deputy  Librarian,  the  Direc¬ 
tor  of  Personnel,  the  Assistant  Director 
for  Equality  Programs,  the  Equal  Oppor¬ 
tunity  Coordinator,  and  other  appropri¬ 
ate  officers  concerning  the  special  Equal 
Employment  Opportunity  Program  needs 


in  the  Library  for  women,  including  af¬ 
firmative  action  items  for  the  Equal  Em¬ 
ployment  Opportunity  Plan,  special 
studies  relating  to  the  employment  of 
women  and  other  matters  of  special  con¬ 
cern  to  women  in  the  Library.  This  offi¬ 
cer  shall  make  recommendations  relating 
to  the  Equal  Employment  Opportunity 
Program  and  Plan. 

Sec.  3.  The  Equal  Employment  Oppor¬ 
tunity  Plan.  A.  In  accordance  with  the 
requirements  of  the  Equal  Employment 
Opportunity  Act  of  1972  and  as  indi¬ 
cated  in  section  2.B.  of  this  regulation, 
the  Director  of  Personnel  is  responsible 
for  assembling  for  final  approval  by  the 
Librarian  an  annual  Equal  Employment 
Opportunity  Plan.  The  purpose  of  the 
plan  is  to  present  specific  affirmative  ac¬ 
tion  items  relating  primarily  to  the  areas 
of  personnel  management  and  discrimi¬ 
nation  complaint  resolution  to  be  accom¬ 
plished  within  an  indicated  reasonable 
time  frame  and  which  will  contribute  di¬ 
rectly  to  the  accomplishment  of  the  aims 
of  the  Equal  Employment  Opportunity 
Program.  The  elements  specified  in  the 
plan  shall  include  the  following: 

(1)  Orientation,  training,  and  educa¬ 
tion  programs  designed  to  provide  a 
maximum  opportunity  for  employees  to 
advance  so  as  to  perform  at  their  high¬ 
est  potential. 

(2)  Solicitation  from  interested  groups 
and  individuals  of  views  and  proposals 
concerning  the  Equal  Employment  Op¬ 
portunity  Program  and  Plan. 

(3)  Organization,  staff,  and  other  re¬ 
sources  (funds,  space,  facilities,  equip¬ 
ment)  needed  to  carry  out  the  Program 
and  Plan. 

(4)  A  description  of  the  qualifications 
and  training  relating  to  equal  employ¬ 
ment  opportunity  required  to  be  met  by 
the  principal  and  operating  officials 
responsible  for  carrying  out  the  Li¬ 
brary’s  Equal  Employment  Opportunity 
Program. 

(5)  A  program  for  the  review,  coun¬ 
seling  and  appeal  of  complaints  or 
charges  of  discrimination  on  an  infor¬ 
mal  and  formal  basis. 

The  Plan  may  encompass  but  not  lim¬ 
ited  to  the  following: 

( 1 )  Promotion  and  reassignment 
programs. 

(2)  Evaluation  of  performance  and 
potential  of  staff. 

(3)  Counseling  and  advisory  services 
with  respect  to  career  advancement  and 
utilization. 

(4)  Internal  and  external  recruitment, 
placement,  examining,  testing,  and  se¬ 
lection  programs. 

(5)  Data  collection  and  analysis  pro¬ 
grams. 

(6)  Communication  concerning  the 
Equal  Employment  Opportunity 
Program. 

(7)  Employee  services  and  Community 
Relations. 

(8)  Performance  recognition  and  in¬ 
centive  programs. 

[seal!  L.  Quincy  Mumford, 
Librarian  of  Congress. 

Approved  February  23, 1973. 

[FR  Doc.74-2639  Filed  1-31-74:8:46  am] 


[LOR  2010-2] 

NON-DISCRIMINATION 

Library  Employment  and  Staff 
Relationships 

Section  1.  Purpose.  This  Regulation 
restates  the  Library  of  Congress’  estab¬ 
lished  policy  of  non-discrimination  in 
employment  and  all  staff  relationships 
and  in  accordance  with  the  Equal  Em¬ 
ployment  Opportunity  Act  of  1972;  it  es¬ 
tablishes  the  Equal  Employment  Oppor¬ 
tunity  Program  in  the  Library  under  the 
terms  of  that  Act. 

Sec.  2.  Policy  and  legal  basis.  A.  It  is 
the  policy  of  the  Library  not  to  dis¬ 
criminate  in  staff  relationships  and  per¬ 
sonnel  actions  (including  consideration 
of  candidates  for  employment).  To  this 
end  management  officials,  supervisors, 
and  staff  members  at  all  levels  shall  do 
everything  possible  to  assure  that  all 
personnel  actions  affecting  staff  mem¬ 
bers  or  applicants  for  employment  are 
free  from  any  discrimination  based 
upon  race,  color,  religion,  sex,  national 
origin,  or  lawful  political  affiliation  and 
to  provide  a  work  environment  wherein 
equal  opportunity  and  equal  considera¬ 
tion  are  given  to  all.  This  policy  is  based 
on  the  philosophy  that  every  individual 
is  a  person  of  dignity  and  worth  and 
must  be  so  treated.  In  order  to  carry  out 
this  policy,  the  Library  is  establishing  an 
Equal  Employment  Opportunity  Pro¬ 
gram.  Management  officers  and  supervis¬ 
ors  at  all  levels  shall  consider  the  aims 
and  policies  of  this  program,  as  set  forth 
in  this  and  related  regulations,  as  an 
integral  part  of  their  responsibilities  at 
all  times. 

B.  Library  policy  is  also  in  accordance 
with  the  provisions  of  section  717  of  the 
Equal  Employment  Opportunity  Act  of 
1972  (Pub.  L.  92-261)  which  states  in 
part  that  “All  personnel  actions  affecting 
employees  or  applicants  for  employment 
*  *  *  in  the  Library  of  Congress  shall  be 
made  free  from  any  discrimination  based 
on  race,  color,  religion,  sex  or  national 
origin.”  This  section  further  sets  forth 
that  the  Librarian  shall : 

(1)  Have  the  authority  to  enforce  the 
provisions  of  the  above  through  appro¬ 
priate  remedies,  including  reinstatement 
or  hiring  of  employees  with  or  without 
back  pay,  and  shall  issue  rules,  regula¬ 
tions,  orders  and  instructions  as  he 
deems  necessary  and  appropriate  to  carry 
out  his  resDonsibilities  under  this  section ; 

(2)  Be  responsible  for  an  annual  re¬ 
view  and  approval  of  an  Equal  Employ¬ 
ment  Opportunity  Plan  in  order  to  main¬ 
tain  an  affirmative  program  of  equal  em¬ 
ployment  opportunity  for  all  employees 
and  applicants  for  employment: 

(3)  Review  and  evaluate  the  operation 
of  an  Equal  Employment  Opportunity 
Program  and  publish  on  at  least  a  semi¬ 
annual  basis  progress  reports  on  such  a 
program: 

(4)  Consult  with  and  solicit  the  rec¬ 
ommendations  of  interested  individuals, 
groups  and  organizations  with  regard  to 
equal  employment  opportunity; 

(5)  Notify  any  employee  or  applicant 
of  any  final  action  taken  on  any  com- 
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plaint  of  discrimination  filed  by  him 
under  the  Program; 

(6)  Establish  an  Equal  Employment 
Opportunity  Plan  which  shall  Include 
among  other  things : 

(a)  Provisions  for  the  establishment  of 
training  and  education  programs 
designed  to  provide  maximum  oppor¬ 
tunity  for  employees  to  advance  so  as  to 
perform  at  their  highest  potential; 

(b)  A  description  of  the  qualifications 
in  terms  of  training  and  experience  relat¬ 
ing  to  equal  employment  opportunity  for 
the  principal  and  operating  officials  of 
the  Library  responsible  for  carrying  out 
the  Equal  Employment  Opportunity  Pro¬ 
gram;  and 

(c)  A  description  of  the  allocation  of 
personnel  and  resources  proposed  by  the 
Library  to  effectuate  the  Equal  Employ¬ 
ment  Opportunity  Program. 

Section  717  further  permits  employees 
and  applicants  to  file  private  civil  suits 
as  a  result  of  an  agency’s  final  adverse 
action  on  a  discrimination  complaint  or 
as  a  result  of  an  agency’s  inaction  on 
such  complaints.  Specifically,  this  sec¬ 
tion  provides  that  an  employee  or  ap¬ 
plicant  may  file  a  civil  action,  as  pro¬ 
vided  in  Section  706  of  the  Civil  Rights 
Act  of  1964  (78  Stat.  253;  (42  U.S.C.  2000e 
et  seq) ) ; 

(1)  Within  30  days  of  such  notice  of 
final  action;  or 

(2)  After  180  days  from  the  filing  of 
an  initial  charge  of  discrimination  with 
the  Library,  if  the  Library  fails  to  take 
final  action  on  said  complaint.  (Suits 
filed  under  this  provision  will  not  enjoin 
the  agency  from  taking  or  completing 
final  action  on  a  complaint.) 

[seal]  L.  Quincy  Mumford, 

Librarian  of  Congress. 
Approved  February  23,  1973. 

[PR  Doc.74-2638  Plied  1-31-74:8:45  am] 

[LCR  2010-3.1] 

PROBLEMS.  COMPLAINTS,  AND 

CHARGES  OF  DISCRIMINATION 
Policies  and  Procedures 

Section  1.  Purpose.  This  regulation 
states  the  Library’s  policies  and  pro¬ 
cedures  for  the  resolution  of  problems, 
complaints,  or  charges  relating  to  dis¬ 
crimination,  as  defined  in  LCR  2010-2, 
section  2.A.,  received  from  individuals  or 
groups  in  the  Library  or  from  applicants 
for  employment.1 

Sec.  2.  Policy.  A.  It  is  the  policy  of  the 
Library  to  provide  an  impartial  and  ex¬ 
peditious  counseling  and  investigatory 
activity  as  part  of  the  Equal  Employment 
Opportunity  Program,  which  shall  assure 
access  by  all  staff  and  attempt  prompt 
solution  to  problems,  complaints,  or 
charges  of  discrimination  based  on 
grounds  of  race,  color,  religion,  sex,  or 
national  origin.  All  staff  members  shall 
cooperate  in  providing  information  and 
consultation,  and  supervisors  shall  allow 
an  adequate  amount  of  official  time  for 
solutions  to  equal  opportunity  problems. 
Conciliation  and  resolution  of  complaints 
should  be  sought  by  all  parties  concerned 
at  all  stages  of  the  process  provided  for  in 
this  regulation. 

1  Chart  erf  procedures  filed  as  part  of 
original  document. 


B.  Should  discrimination  be  found 
and/or  charges  of  discrimination  sus¬ 
tained  under  this  Regulation,  discipli¬ 
nary  action  against  those  responsible 
shall  be  taken  when  It  is  appropriate. 

C.  Where  it  has  been  determined  that 
remedial  action  is  appropriate,  it  shall  be 
provided  within  the  law  and  Library 
Regulations. 

Sec.  3.  Assignment  of  responsibilities — 
A.  Equal  Opportunity  Office.  The  Equal 
Opportunity  Office  shall  be  responsible 
for  developing  and  executing  the  pro¬ 
gram  and  procedures  for  the  resolution 
of  complaints  and  charges  of  discrimina¬ 
tion  including  the  hearing  procedures.  It 
shall  operate  under  the  general  guidance 
of  the  Deputy  Librarian  of  Congress,  who 
provides  direction  to  the  Equal  Oppor¬ 
tunity  Office  Coordinator,  who,  in  turn, 
directs  the  Equal  Opportunity  Office 
staff.  Any  conflicts  which  staff  members 
may  have  between  their  duties  as  Equal 
Opportunity  Officers  and  Counselors  and 
their  official  positions  shall  be  resolved  by 
the  Coordinator. 

8.  Deputy  Librarian.  The  Deputy  Li¬ 
brarian  provides  leadership  for  the  Equal 
Opportunity  Office  and  its  needs  through 
advice  to  and  reports  from  the  Coordi¬ 
nator.  The  Deputy  Librarian  shall  review 
findings  and  recommendations  of  the 
Equal  Opportunity  Office  and  attempt 
resolution  of  complaints.  With  respect 
to  all  third  party  problems,  complaints 
or  charges,  and  those  of  outside  appli¬ 
cants,  his  decision  shall  be  a  final  agency 
decision.  Where  the  Deputy  Librarian 
does  find  discrimination,  he  is  hereby 
authorized  to  take  any  appropriate  reme¬ 
dial  action  he  deems  necessary. 

C.  Equal  Opportunity  Coordinator. 
Through  close  association  with  the  Dep¬ 
uty  Librarian,  Library  staff  members, 
and  Library  organizations,  the  Coordi¬ 
nator  shall  direct  the  Equal  Opportunity 
Office  Program.  He  shall  have  the  au¬ 
thority  to  direct  that  personnel  actions 
involved  in  an  allegation  of  discrimina¬ 
tion  be  suspended  for  a  period  not  to 
exceed  10  workdays  from  the  date  of  the 
request.  If  an  extension  beyond  this  time 
is  desired,  such  extension  must  be  ap¬ 
proved  by  the  Director  of  Personnel.  The 
Coordinator  shall  furnish  data  and  sta¬ 
tistics,  initiate  studies,  develop  and  im¬ 
plement  uniform  procedures,  participate 
in  recommendations  in  discrimination 
cases,  counsel  the  Equal  Opportunity 
staff  and  other  Library  officers,  and  assist 
the  hearing  examiners  as  needed. 

D.  Equal  Opportunity  Officers.  Equal 
Opportunity  Officers  shall  be  available 
for  consultation  by  Counselors.  These 
Officers  shall  be  appointed  by  the  Librar¬ 
ian  and  shall  serve  terms  of  two  years, 
and  they  shall  be  eligible  for  reappoint¬ 
ment.  The  Officers  shall  review,  process 
and  attempt  resolution  of  problems  or 
complaints  referred  by  the  Coordinator, 
and  they  shall  make  findings  and  recom¬ 
mendations  thereon.  In  addition,  they 
shall  handle  pre-complaints  and  com¬ 
plaints  by  third  parties  and  groups.  The 
Officers  shall  act  for  the  Coordinator  as 
assigned.  They  may  also  assist  the  Co¬ 
ordinator  or  the  Deputy  Librarian  in  spe¬ 
cial  studies  and  planning  relating  to  the 
program. 


E.  Equal  Opportunity  Counselors. 
Equal  Opportunity  Counselors  shall  be 
available  to  any  staff  member  or  qualified 
applicant  who  wishes  to  state  the  belief, 
and  reasons  therefore,  that  he  or  she  Is 
being  or  has  been  discriminated  against. 
Counselors  are  appointed  by  the  Librar¬ 
ian  and  shall  serve  a  term  of  two  years 
and  shall  be  eligible  for  reappointment. 
Hie  Counselors  shall  Inquire  into  such 
allegations,  assist  a  grievant  and  man¬ 
agement,  and  seek  resolution  of  such 
matters  on  as  informal  and  confidential 
a  basis  as  possible.  Counselors  shall  pre¬ 
pare  all  necessary  records  and  they  shall 
report  promptly,  in  writing,  to  the  Coor¬ 
dinator  as  required  by  this  Regulation. 

F.  Equal  Opportunity  Investigators. 
Investigators  are  responsible  for  investi¬ 
gating  assigned  complaints  pursuant  to 
the  procedures  set  out  in  section  8.B., 
below. 

G.  Supervisors.  It  is  the  responsibility 
of  department  directors,  division  chiefs, 
and  Immediate  supervisors  to  make  the 
contents  of  this  Regulation  available  to 
their  staff  members  and  to  assure  that 
the  names,  photographs,  locations,  and 
telephone  numbers  of  the  Coordinator, 
Equal  Opportunity  Officers,  and  Coun¬ 
selors  are  posted  on  the  bulletin  boards 
In  their  respective  work  areas.  In  addi¬ 
tion,  supervisors  shall  be  responsible  for 
notifying  the  Equal  Opportunity  Coordi¬ 
nator  Immediately  of  any  allegations  of 
discrimination  brought  to  their  attention 
from  within  their  jurisdiction.  They  also 
shall  be  responsible  for  cooperating  with 
the  Equal  Opportunity  Office  in  its  inves¬ 
tigation,  and  they  shall  take  or  recom¬ 
mend  remedial  measures  where  possible 
to  resolve  specific  cases. 

Sec.  4.  Pre-complaint  procedures.  This 
section  shall  apply  to  individual  problems 
or  charges  of  discrimination  only.  Gen¬ 
eral  allegations  of  discrimination  by  or¬ 
ganizations  or  other  third  parties  shall 
be  considered  third  party  allegations, 
and  provisions  for  processing  the  same 
are  provided  for  in  Section  12.,  below. 
The  pre-complaint  procedures  are  as 
follows; 

A.  A  staff  member,  or  qualified  appli¬ 
cant,  who  believes  that  he  or  she  has 
been,  or  is  being,  discriminated  against, 
and  who  wishes  to  resolve  the  matter, 
shall  notify  and  consult  with  an  Equal 
Opportunity  Counselor  not  later  than  20 
workdays  after  the  date  of  the  alleged 
discriminatory  matter.  The  counseling 
process  shall  be  informal  and  at  the  re¬ 
quest  of  the  dissatisfied  employee  con¬ 
fidential.  The  dissatisfied  employee’s 
name  may  be  used  only  with  his  per¬ 
mission.  The  allegation  need  not  be  in 
writing. 

B.  The  time  limitation  for  notifying 
the  Equal  Opportunity  Counselor  may  be 
extended  upon  written  request  to,  and 
approval  of,  the  Equal  Opportunity  Co¬ 
ordinator.  In  such  request,  the  grievant 
shall  cite  justification  for  the  delay.  The 
Coordinator’s  reply  shall  be  In  writing. 
The  Coordinator  shall  extend  the  time 
limits  upon  his  prior  determination  that 
the  grievant  was  prevented  by  circum¬ 
stances  beyond  his  control  from  submit¬ 
ting  the  matter  within  the  required  time 
limits. 
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C.  After  recording  the  initial  counsel¬ 
ing  date,  the  Counselor  shall  make  what¬ 
ever  inquiry  he  considers  necessary  into 
the  matter,  with  the  aim  of  assisting  the 
grievant  and  management  in  defining 
and  understanding  the  problem  or 
charge.  He  shall  seek  also  to  resolve  the 
problem  on  an  informal  basis  to  the 
satisfaction  of  all  parties.  The  Counselor 
shall  keep  a  record  of  his  counseling  ac¬ 
tivities.  Where  the  Counselor  concludes 
that  a  matter  does  not  involve  discrimi¬ 
nation,  as  defined  by  LCR  2010-2,  sec¬ 
tion  2A...  he  shall  advise  the  grievant  of 
such  conclusion  within  the  time  period 
and  pursuant  to  the  procedures  set  out 
in  Sub-section  D.,  below.  Should  the 
Counselor  recognize,  however,  that  there 
1s  in  the  problem  a  matter  requiring  other 
management  attention,  he  shall  refer  the 
grievant  to  the  appropriate  Library  of¬ 
ficer. 

D.  Insofar  as  is  practicable,  the  Equal 
Opportunity  Counselor  shall  conduct  a 
final  interview  with  the  dissatisfied  em¬ 
ployee  not  later  than  15  workdays  after 
the  initial  counseling  date.  If,  at  that 
time,  the  Counselor  has  not  resolved  the 
matter  to  the  satisfaction  of  the  parties, 
he  shall  notify  the  dissatisfied  employee, 
in  writing,  of  his  right  to  file  a  complaint 
at  any  time  after  receipt  of  the  said 
notice  up  to  10  workdays  thereafter,  and 
the  appropriate  official  with  whom  to  file 
the  complaint.  A  copy  of  this  notice  shall 
be  sent  to  the  Coordinator.  The  Coun¬ 
selor  shall  not  restrain  a  dissatisfied  em¬ 
ployee  from  filing  a  complaint  nor  shall 
a  counselor  restrain  an  employee  charged 
from  independently  seeking  counsel  or 
otherwise  exercising  his  right  to  defend 
himself  against  charges  of  discrimina¬ 
tion.  In  carrying  out  his  responsibilities 
under  this  Section  the  Counselor  shall 
have  the  full  cooperation  of  all  staff 
members,  and  he  shall  be  free  from  re¬ 
straint,  interference,  coercion,  or  reprisal 
in  connection  with  the  performance  of 
these  duties. 

E.  When  advised  by  the  Coordinator 
that  a  complaint  of  discrimination  has 
been  accepted,  the  Counselor  shall  sub¬ 
mit  a  written  report  to  the  Coordinator, 
with  a  copy  of  the  same  to  the  complain¬ 
ant,  summarizing  the  counseling  and  ad¬ 
vice  he  gave  the  grievant  and  manage¬ 
ment  officials.  If  the  Counselor  had  been 
able  to  propose  a  solution  which  he  con¬ 
sidered  to  be  equitable,  and  where  the 
complainant  or  management  refused  to 
accept  that  solution,  offering  no  reason 
or  reasons  which  the  Counselor  con¬ 
sidered  justifiable,  the  Counselor  shall 
make  a  record  of  this  in  his  report.  Where 
such  refusal  was  by  the  complainant,  the 
record  may  serve  as  the  basis  for  accept¬ 
ance  or  rejection  of  a  complaint  by  the 
Coordinator  (see  section  6.F.,  below). 
Where  such  refusal  was  by  management, 
the  reasons  for  the  refusal  shall  be  stated 
in  writing;  the  Coordinator  may  then 
take  the  matter  and  the  pertinent  files 
directly  to  the  Deputy  Librarian  of  Con¬ 
gress  for  a  decision  on  implementing  ap¬ 
propriate  corrective  action  immediately. 

Sec.  5.  Filing  and  presentation  of  com¬ 
plaints.  A.  In  pursuing  all  processes  un¬ 
der  this  Regulation,  a  dissatisfied  em¬ 
ployee  and  any  employee (s)  charged,  as 


well  as  their  representatives,  shall  be  free 
from  restraint,  interference,  coercion, 
or  reprisal.  The  dissatisfied  employee  and 
any  employee(s)  charged  shall  each  have 
the  right  to  be  accompanied,  represented, 
and  advised  by  a  representative  of  their 
own  choosing.  Subject  to  the  provisions 
of  Sub-section  B.,  below,  a  staff  member 
may  serve  as  the  representative  for  a 
dissatisfied  employee  or  employee(s) 
charged;  however,  he  may  so  represent 
a  nonemployee  complainant  only  while 
on  his  own  time. 

B.  Dissatisfied  employees  or  employees 
charged  shall  be  permitted  to  have  as 
their  representative  a  particular  em¬ 
ployee  of  the  Library,  provided  that  said 
employee  consents  and  that  such  repre¬ 
sentation  would  not  result  in  a  conflict 
of  interest.  Dissatisfied  employees, 
employees  charged,  and  their  represent¬ 
atives  shall  be  permitted  to  have  a 
reasonable  amount  of  official  time  for 
consultation  and/or  preparation  and 
presentation  or  defense  of  a  complaint. 

Should  issues  develop  over  these  rights 
they  shall  be  resolved  by  the  Coordina¬ 
tor.  In  resolving  conflicts  the  Coordina¬ 
tor  may  seek  information  or  advice  from 
appropriate  Library  officers  or  staff  mem¬ 
bers. 

C.  The  complainant  shall  submit  his 
complaint  In  writing  on  the  proper  form. 
A  complaint  may  be  submitted  by  a  com¬ 
plainant’s  representative,  and  in  such  in¬ 
stances,  a  written  designation  of  repre¬ 
sentation,  signed  by  the  complainant, 
shall  be  attached  to  the  complaint  when 
filed.  In  all  cases,  whether  filed  by  the 
complainant  or  by  his  representative,  the 
complaint  shall  be  signed  by  the  com¬ 
plainant. 

D.  Complaints  shall  be  addressed  to 
the  Coordinator  and  submitted  to  the 
Equal  Opportunity  Coordinator  in  per¬ 
son  or  by  mail.  Complaints  shall  be 
deemed  filed  on  the  date  they  are  deliv¬ 
ered  to  the  Coordinator,  or  if  mailed  to 
the  Coordinator,  on  the  postmark  date. 

E.  The  Coordinator  shall  extend  the 
time  limits  (see  section  4.B.  above)  for 
filing  a  complaint  upon  his  prior  deter¬ 
mination  that  the  complainant  was  pre¬ 
vented  by  circumstances  beyond  his  con¬ 
trol  from  submitting  the  complaint  on 
time. 

F.  The  Coordinator  shall  acknowledge 
acceptance  of  a  complaint  using  the 
proper  form.  Said  acknowledgement  shall 
be  sent  to  the  complainant  or  his  rep¬ 
resentative  and  shall  advise  the  com¬ 
plainant  of  his  administrative  rights  and 
of  his  right  to  file  a  civil  action,  and  it 
shall  further  inform  him  of  the  time 
limits  imposed  on  the  exercise  of  these 
rights. 

Sec.  6.  Acceptance  of  complaints.  A. 
The  Coordinator  shall  accept  a  com¬ 
plaint  for  processing  under  this  Regula¬ 
tion  only  if  the  requirements  of  this  Sec¬ 
tion  are  met. 

B.  Complaints  which  are  within  the 
purview  of  this  Regulation  and  which  are 
filed  with  the  Equal  Opportunity  Co¬ 
ordinator  shaljl  be  accepted  for  processing 
only  if: 

(1)  The  complaint  is  in  writing  (Form 
LW  13-152)  and  alleges,  in  sufficient  spe¬ 
cificity,  discrimination  on  the  basis  of 


race,  color,  religion,  sex,  or  national 
origin; 

(2)  The  complainant  brought  to  the 
attention  of  an  Equal  Opportunity  Coun¬ 
selor  the  matter  causing  him  to  believe 
he  was  discriminated  against,  and  he 
did  so  within  20  workdays  after  the  date 
of  the  alleged  discriminatory  matter,  or 
such  extension  of  said  time  period  as  was 
granted  under  the  provisions  of  4.B., 
above;  and 

(3)  The  complainant  or  his  represen¬ 
tative  submitted  the  written  complaint  to 
the  Coordinator  within  10  workdays  of 
the  date  of  receipt  of  a  final  notice  from 
an  Equal  Opportunity  Counselor  (see 
Section  4.D.,  above) . 

C.  Complaints  filed  with  the  Equal  Op¬ 
portunity  Coordinator  shall  be  within 
the  purview  of  this  regulation.  In  mak¬ 
ing  that  determination,  the  Coordinator 
shall  be  guided  by  the  report  of  the  Equal 
Opportunity  Counselor  and  the  allega¬ 
tion  requirements  of  sub-section  B.I., 
above. 

D.  If  an  allegation  of  discrimination 
is  filed  by  a  group  of  grievants  reflecting 
an  individual  complaint  which  they  have 
in  common,  and  it  otherwise  satisfies  the 
requirements  of  this  section,  it  shall  be 
accepted  for  processing  under  this  regu¬ 
lation  as  a  single  complaint,  with  a  joint 
investigation  and,  if  necessary,  a  joint 
hearing  (see  section  9E.,  below).  If  the 
allegation  filed  by  the  group  does  not  re¬ 
flect  an  individual  complaint  which  they 
have  in  common,  it  shall  be  treated  as 
a  third  party  allegation  and  processed 
under  section  12,  below. 

E.  The  Coordinator  shall  not  accept  a 
complaint  that  (1)  is  not  filed  on  time 
(see  sections  4.D.  and  5.E.,  above) ;  or  (2) 
contains  allegations  which  do  not  come 
within  the  purview  of  this  regulation; 
or  (3)  contains  allegations  which  set 
forth  substantially  identical  matter  as 
that  which  gave  rise  to  a  previous  com¬ 
plaint,  filed  by  the  same  complainant, 
which  is  pending  in  the  Library  or  has 
been  decided  by  the  Library. 

F.  In  addition  to  the  above,  the  Coor¬ 
dinator  shall  not  accept  a  complaint  in 
which,  under  section  4.E,  above,  the  ac¬ 
companying  report  of  the  Equal  Oppor¬ 
tunity  Counselor  leads  the  Coordinator 
to  concur  with  that  Counselor’s  proposed 
solution,  because  he  finds  it  to  be  favor¬ 
able  to  the  complainant,  equitable  under 
the  circumstances,  and  acceptable  to 
management,  and  that  the  complainant 
has  refused  to  accept  that  solution,  of¬ 
fering  no  reason  or  no  justifiable  reason 
for  his  refusal. 

G.  Where  he  has  determined  that  a 
complaint  will  not  be  accepted,  the  Co¬ 
ordinator  shall  transmit  that  decision, 
along  with  the  reasons  for  such,  in  writ¬ 
ing,  to  the  complainant  and  his  repre¬ 
sentative.  That  notice  shall  inform  the 
complainant  of  his  right  to  appeal  that 
decision  to  the  Deputy  Librarian  within 
five  workdays  after  his  receipt  of  such 
A  copy  of  this  written  decision  shall  be 
sent  to  the  Deputy  Librarian. 

H.  If  the  complainant  wishes  to  appeal 
the  Coordinator’s  decision  not  to  accept 
his  complaint,  he  must  do  so  in  writing 
and  file  his  appeal  with  the  Deputy  Li¬ 
brarian  not  later  than  five  workdays 
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after  the  complainant  receives  the  Coor¬ 
dinator’s  decision.  His  written  appeal 
shall  contain  the  complainant’s  reasons 
why  his  complaint  should  be  accepted. 
The  Deputy  Librarian  shall  make  a  final 
agency  decision  on  acceptance  of  the 
complaint  for  processing  and  shall  com¬ 
municate  such  decision  in  writing  to  the 
complainant  and  his  representative  not 
later  than  five  workdays  after  receipt 
of  the  appeal.  A  copy  of  the  Deputy  Li¬ 
brarian’s  written  decision  shall  be  sent  to 
the  Coordinator. 

Sec.  7.  Termination  of  complaints.  A. 
If  an  adjustment  of  the  complaint  is 
reached,  the  terms  of  the  adjustment 
shall  be  reduced  to  writing  and  made 
part  of  the  complaint  file,  with  a  copy 
of  the  adjustment  provided  for  the  com¬ 
plainant.  If  the  Library  does  not  carry 
out  or  if  it  rescinds  any  action  specified 
by  the  terms  of  the  adjustment  for  any 
reason  not  attributable  to  acts  of  conduct 
of  the  complainant,  the  Library  shall, 
upon  the  complainant’s  written  request 
to  the  Coordinator,  reinstate  the  com¬ 
plaint  for  further  processing  from  the 
point  processing  ceased  under  the  terms 
of  the  adjustment. 

B.  At  any  stage  of  the  complaint  proc¬ 
ess,  a  complainant  may  withdraw  his 
complaint  by  giving  written  notice  to  the 
Coordinator  that  (1)  he  does  not  wish 
to  proceed,  or  (2)  he  wishes  to  withdraw 
his  complaint. 

C.  In  instances  in  which  the  Coordina¬ 
tor  has  determined  that  a  complainant, 
having  had  opportunity  to  do  so,  has 
failed  to  prosecute  his  complaint,  the 
Coordinator  may  cancel  a  complaint  sub¬ 
ject  to  the  complainant’s  right  to  appeal 
such  action. 

D.  Where  he  has  made  a  decision  to 
cancel  a  complaint,  the  Coordinator  shall 
transmit  that  decision,  along  with  the 
reasons  for  such,  by  letter  to  the  com¬ 
plainant  and  his  representative.  That 
decision  letter  shall  inform  the  complain¬ 
ant  of  his  right  to  appeal  the  decision  to 
the  Deputy  Librarian  within  five  work¬ 
days  after  the  complainant’s  receipt  of 
such  letter. 

E.  Any  appeal  of  the  Coordinator’s 
decision  to  cancel  a  complaint  shall  be 
filed  by  the  complainant,  in  writing,  with 
the  Deputy  Librarian  not  later  than  five 
workdays  after  receipt  by  the  complain¬ 
ant  of  such  decision.  In  his  appeal,  the 
complainant  shall  state  his  reasons  why 
the  complaint  should  not  be  cancelled. 
The  Deputy  Librarian  shall  make  a  final 
agency  decision  on  retention  of  the  com¬ 
plaint  for  processing  and  shall  communi¬ 
cate  such  decision  in  writing  to  the  com¬ 
plainant  and  his  representative  not  later 
than  five  workdays  after  receipt  of  the 
appeal.  A  copy  of  the  Deputy  Librarian’s 
written  decision  shall  be  sent  to  the 
Coordinator. 

F.  Any  cancellation  action  which  is 
sustained  by  the  Deputy  Librarian,  or  any 
voluntary  withdrawal  of  a  complaint  by 
the  complainant,  shall  preclude  future  re¬ 
filing  of  the  same  complaint. 

Sec.  8.  Investigation  of  complaints.  A. 
If  a  complaint  is  accepted,  pursuant  to 
the  provisions  of  section  6.,  the  Coordi¬ 
nator  shall  give  written  notice  to  each 


individual  charged  and  shall  Indicate 
that  the  individual  has  the  right  to  rep¬ 
resentation  under  this  regulation.  The 
Coordinator  shall  assign  the  case  to  an 
Equal  Opportunity  Officer,  who  shall  con¬ 
duct  such  initial  inquiry  or  further  review 
as  is  applicable,  hear  if  appropriate  any 
statement  from  any  party,  and  resolve 
the  matter  if  possible.  The  complaint 
must  have  sufficient  specificity  to  enable 
the  Officer  to  review  the  charges  prop¬ 
erly  and  effectively.  The  Officer  may  re¬ 
quire  such  additional  specificity  as  is  nec¬ 
essary  to  proceed  with  his  inquiry.  All 
evidence  in  the  complainant’s  possession 
shall  be  provided  to  the  Officer.  If  the 
Officer  cannot  resolve  the  case  within  10 
workdays,  the  Officer  shall  request  the 
Coordinator  to  assign  an  Investigator  to 
the  case. 

B.  Upon  request  of  an  Equal  Oppor¬ 
tunity  Officer,  the  Coordinator  shall  as¬ 
sign  the  case  to  an  Investigator,  who  shall 
investigate  and  submit  a  written  report 
and  the  investigative  file  to  the  Officer 
assigned  to  the  case  within  30  workdays. 
The  report  shall  detail  the  scope  and 
content  of  the  investigation,  and  the  In¬ 
vestigator  shall  report  all  information 
resulting  from  his  investigation. 

C.  The  Officer  shall  review  the  Investi¬ 
gator’s  report  and  the  investigative  file. 
He  shall  then  make  available  to  the  com¬ 
plainant  a  copy  of  the  report,  a  list  of 
all  witnesses  interviewed,  and  a  list  of 
all  documents  in  the  file.  The  written 
findings  of  the  Officer  shall  be  submitted 
to  the  Coordinator  no  later  than  10  work¬ 
days  after  the  Officer  has  received  the 
Investigator’s  report  and  the  investiga¬ 
tive  file. 

D.  The  Coordinator,  in  concert  with 
the  Equal  Opportunity  Officers,  shall  ex¬ 
amine  the  written  findings  and  the  in¬ 
vestigative  file,  resolve  any  further  ques¬ 
tions  they  may  have,  and  prepare  a  writ¬ 
ten  report  containing  their  conclusions 
and  recommendations.  This  report  shall 
be  completed  within  five  workdays  of  re¬ 
ceipt  of  the  Officer’s  written  findings  and 
the  investigative  file. 

E.  The  Coordinator  shall  submit  the 
report  and  the  complete  file  to  the  Deputy 
Librarian,  who  may  request  from  staff 
any  added  information  he  may  require. 

F.  In  carrying  out  their  responsibili¬ 
ties  under  this  section,  the  Coordinator, 
Equal  Opportunity  Officers  and  Investi¬ 
gators,  and  Library  officials  shall  have 
the  full  cooperation  of  all  staff  members, 
and  all  shall  be  free  from  restraint,  in¬ 
terference,  coercion,  or  reprisal  in  con¬ 
nection  with  the  performance  of  these 
duties. 

Sec.  9.  Adjustment  of  complaints  and 
offer  of  hearing.  A.  Upon  receipt,  review 
and  consideration  of  the  investigative 
file  and  final  recommendations  of  the 
Equal  Opportunity  Office  on  a  complaint, 
the  Deputy  Librarian  or  in  his  extended 
absence  his  designee  shall : 

(1)  Remand  the  file  for  further  con¬ 
sideration  or  action,  giving  his  reason  (s) 
for  such  decision;  or 

(2)  Upon  determining  that  there  is  no 
need  to  remand  the  file,  attempt  to  re¬ 
solve  the  matter;  or 


(3)  Upon  determining  that  resolution 
is  not  possible,  adopt,  modify,  or  reject 
the  findings  and  recommendations  of  the 
Equal  Opportunity  Office,  giving  his  rea¬ 
sons  for  such  decision. 

B.  The  Deputy  Librarian  shall  notify 
in  writing  the  parties  and  the  Equal  Op¬ 
portunity  Office  of  his  decision  not  later 
than  five  workdays  after  his  receipt  (ini¬ 
tial  or  following  return  on  remand)  of 
the  investigative  file  and  recommenda¬ 
tions  and  findings  of  the  Equal  Opportu¬ 
nity  Office.  If  his  decision  is  unfavorable 
to  an  employee  complainant  personally 
or  personally  adverse  to  an  employee 
charged,  the  Deputy  Librarian  shall  ad¬ 
vise  said  employee  of  his  right  to  recon¬ 
sideration  or  appeal,  as  set  out  in  sub¬ 
sections  C.,  D.,  and  E.,  below.  With  re¬ 
spect  to  third  party  complaints  or  those 
of  outside  applicants,  the  Deputy  Librari¬ 
an’s  decision  shall  be  a  final  agency  de¬ 
cision,  subject  to  any  request  for  recon¬ 
sideration,  as  set  out  in  sub-section  D.t 
below. 

C.  If  a  decision  of  the  Deputy  Librar¬ 
ian  is  unfavorable  to  the  complainant 
personally  or  personally  adverse  to  an 
employee  charged,  the  complainant  or 
employee  charged  shall  have  the  right  to 
request  reconsideration  by  the  Deputy  Li¬ 
brarian  within  five  workdays.  Such  a  re¬ 
quest,  if  made,  shall  be  in  writing  and 
shall  contain  the  reasons  for  the  request. 
The  Deputy  Librarian  shall  reconsider 
his  decision  upon  receipt  of  any  request 
so  made,  and  he  shall  reply  in  writing 
to  the  request  not  later  than  five  work¬ 
days  after  its  receipt.  If  the  decision  is 
unchanged,  the  Deputy  Librarian  shall 
notify  the  complainant  or  the  employee 
charged  in  writing  of  (1)  his  right  to  a 
hearing  by  a  hearing  examiner  with  the 
final  agency  decision  being  made  by  the 
Librarian,  or  (2)  his  right  to  a  final  agen¬ 
cy  decision  by  the  Librarian  without  a 
hearing. 

D.  A  request  for  a  hearing  shall  be  sub¬ 
mitted  in  writing  and  shall  be  filed  with 
the  Coordinator  within  five  workdays 
after  receipt  of  the  Deputy  Librarian’s 
initial  or  reconsidered  decision.  A  request 
for  a  final  agency  decision  by  the  Li¬ 
brarian  without  a  hearing  shall  be  filed 
in  writing  with  the  Librarian  within 
five  work  days  after  receipt  of  the 
Deputy  Librarian’s  initial  or  recon¬ 
sidered  decision. 

E.  A  group  of  staff  members  having  a 
common  complaint,  as  identified  by  sec¬ 
tion  6.D.,  above,  shall  have  the  right  to 
appeal  the  decision  of  the  Deputy  Librar¬ 
ian  to  a  hearing  examiner  for  a  joint 
hearing  or  to  the  Librarian  for  a  final 
agency  decision  without  a  hearing. 

Sec.  10.  Hearing.  A.  The  Coordinator 
of  the  Equal  Opportunity  Office  shall  re¬ 
ceive  all  requests  for  hearings  made  pur¬ 
suant  to  decisions  of  the  Deputy  Librar¬ 
ian  on  the  merits  of  the  complaint.  The 
Coordinator  shall  be  responsible  for  all 
preparations  in  support  of  the  hearing. 

B.  Upon  receipt  of  a  request  for  a 
hearing,  properly  and  timely  filed,  the 
Coordinator  shall  request  another  Fed¬ 
eral  agency  to  provide  the  Library  with 
a  qualified  hearing  examiner  as  certified 
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by  the  U.S.  Civil  Service  Commission  or 
other  Federal  agency. 

C.  In  addition  to  the  above,  the  Coor¬ 
dinator  shall: 

(1)  Notify  the  Deputy  Librarian  that 
a  request  has  been  filed  for  a  hearing; 

(2)  Deliver  the  investigative  file  to  the 
hearing  examiner; 

(3)  Make  available  to  the  parties  or 
their  representatives  copies  of  the  inves¬ 
tigative  file;  and 

(4)  Make  all  other  arrangements 
which  may  be  necessary  and  which  are 
required  by  the  provisions  of  the  Appen¬ 
dix  hereto. 

D.  The  hearing  itself  is  an  adjunct  to 
the  investigative  process,  an  administra¬ 
tive  proceeding  designed  to  provide  a  re¬ 
view  of  the  evidence  in  the  investigative 
file  or  the  evidence  submitted  at  the 
hearing,  which  shall  result  in  advisory 
findings  and  recommendations.  The 
hearing  shall  be  conducted  in  accordance 
with  the  procedures  described  in  the  Ap¬ 
pendix  to  this  regulation. 

E.  Following  the  hearing,  the  hearing 
examiner  shall  consider  all  documents  in 
the  investigative  file,  as  well  as  the  rec¬ 
ord  of  the  hearing.  He  shall  determine 
from  his  analysis  and  findings  which 
charges  are  sustained  and  which  are  not 
sustained,  giving  his  reasons  for  such  de¬ 
terminations  and  his  recommendations 
with  respect  thereto.  Should  he  find  that 
a  charge  has  no  basis  in  fact,  he  shall 
give  his  reasons  for  such  finding  and  his 
recommendations  with  respect  thereto. 

F.  The  hearing  examiner  shall  trans¬ 
mit  to  the  Librarian: 

( 1 )  The  complete  file ; 

(2)  His  written  analysis  of  the  matter 
which  gave  rise  to  the  complaint  and  his 
advisory  findings  thereon;  and 

(3)  His  written  recommendations,  in¬ 
cluding  any  remedial  action  where  ap¬ 
propriate,  with  regard  to  the  matter 
which  gave  rise  to  the  complaint. 

G.  The  hearing  examiner  shall  notify 
the  Coordinator  and  the  parties  in  writ¬ 
ing  of  the  date  that  the  file  and  his  ad¬ 
visory  findings,  analysis,  and  recommen¬ 
dations  are  transmitted  to  the  Librarian, 
and  through  the  Coordinator  he  shall 
provide  them  with  copies  of  the  advisory 
findings,  analysis,  and  recommendations. 

H.  Should  the  hearing  examiner  en¬ 
counter  information  during  the  course  of 
the  hearing  having  no  direct  bearing  on 
the  complaint  or  the  environment  in 
which  the  complaint  developed  but  in¬ 
formation  which  the  examiner  believes 
may  be  of  interest  or  concern  to  the  Li¬ 
brary,  he  shall  submit  such  information 
as  he  considers  appropriate  to  the  Li¬ 
brarian  by  separate  letter,  together  with 
his  advisory  findings  and  recommenda¬ 
tions. 

Sec.  11.  Final  agency  action.  A.  When 
making  a  final  agency  decision  without 
a  hearing,  the  Librarian  may,  in  his  dis¬ 
cretion,  make  his  determination  on  the 
basis  of  the  investigative  file  and/or  by 
interviewing  the  complainant  and  the 
parties  charged.  In  making  such  deci¬ 
sions,  the  Librarian  may  also  consult 
with  counsel  or  other  Library  officers, 
provided  that  these  persons  have  no  sub¬ 
stantive  interest  in  his  final  decision. 


The  Librarian  shell  transmit  to  the  par¬ 
ties  or  their  representatives  a  written 
decision  containing  the  specific  reasons 
for  that  decision,  and  the  remedial  ac¬ 
tions  to  be  taken,  if  any. 

B.  Following  a  review  and  considera¬ 
tion  of  the  hearing  examiner’s  report,  the 
Librarian  will  make  a  final  agency  deci¬ 
sion  on  the  complaint.  This  decision  will 
be  in  writing  and  will  be  transmitted  to 
the  appellant  and  his  representative. 
Simultaneously,  copies  of  this  decision 
will  be  transmitted  to  the  other  party  to 
the  complaint  and  hearing,  and  to  the 
Coordinator  of  the  Equal  Opportunity 
Office.  The  decision  of  the  Librarian  will 
adopt,  modify,  or  reject  the  findings  and 
recommendations  of  the  hearing  ex¬ 
aminer.  If  the  decision  is  to  reject  or 
modify  the  findings  and  recommenda¬ 
tions,  the  decision  letter  will  set  out  the 
specific  reasons  for  such  rejection  or 
modification.  In  making  such  decisions, 
the  Librarian  may  consult  with  counsel 
or  other  Library  officers,  provided  that 
they  have  no  substantive  interest  in  his 
final  decision. 

C.  The  Librarian  will  direct  that  reme¬ 
dial  action  be  taken  as  authorized  by  law 
or  Library  Regulations  when  his  decision 
is  that  there  has  been  discrimination. 
He  also  will  take  any  other  action  he  con¬ 
siders  necessary  to  promote  the  policy  of 
equal  opportunity  whether  or  not  there 
is  a  finding  of  discrimination. 

D.  In  instances  in  which  the  Librarian 
determines  that  there  has  been  discrim¬ 
ination,  he  will  review  the  matter  giving 
rise  to  the  complaint  to  determine  fur¬ 
ther  whether  disciplinary  action  against 
a  discriminating  staff  member  is  appro¬ 
priate,  and  he  shall  record  the  basis  for 
such  determination.  Where  he  deter¬ 
mines  that  disciplinary  action  is  war¬ 
ranted,  he  will  transmit  that  decision  to 
the  Director  of  Personnel  for  a  further 
determination  as  to  the  appropriate  dis¬ 
ciplinary  action,  and  for  further  imple¬ 
mentation  as  provided  by  sub-section  E„ 
below. 

E.  The  Director  of  Personnel  shall  take 
such  disciplinary  action  as  he  determines 
appropriate  pursuant  to  his  review  and 
consideration  of  the  hearing  examiner’s 
report  and  the  Librarian’s  final  decision 
thereon.  Such  disciplinary  action  shall  be 
taken  pursuant  to  the  provisions  of  LCR 
2020-6.  The  staff  member  against  whom 
disciplinary  action  is  to  be  taken  may  re¬ 
quest  a  hearing  pursuant  to  the  provi¬ 
sions  of  LCR  2020-3. 

F.  The  Librarian,  and/or  any  party  to 
the  hearing,  may  directly  request,  within 
10  workdays  of  receipt  of  the  hearing 
examiner’s  report,  reconsideration  by  the 
hearing  examiner  of  his  findings  and  rec¬ 
ommendations.  In  so  doing,  the  requester 
shall  submit  written  evidence  or  argu¬ 
ment  which  establishes  that: 

(1)  New  material  evidence  is  available 
that  was  not  readily  available  when  the 
previous  finding  was  issued;  or 

(2)  The  report  contains  a  material  er¬ 
roneous  interpretation  of  law  or  regula¬ 
tion  or  a  material  misapplication  of  es¬ 
tablished  Library  policy;  or 

(3)  The  report  contains  a  material  er¬ 
ror  of  fact;  or 


(4)  The  recommendations  in  the  re¬ 
port  are  of  precedential  nature  involv¬ 
ing  a  new  or  unreviewed  policy  considera¬ 
tion  that  may  have  effects  beyond  the 
actual  case  at  hand. 

G.  The  party  submitting  such  request 
for  reconsideration  to  the  hearing  ex¬ 
aminer  shall  transmit  copies  of  said  re¬ 
quest  to  all  parties  to  the  hearing,  who 
may  submit  their  comments  thereon  to 
the  hearing  examiner  for  consideration. 

H.  The  hearing  examiner  shall  accept 
all  such  requests  which  are  properly 
made  under  sub-section  F„  above.  Upon 
acceptance,  he  shall  reconsider  his  find¬ 
ings  and  recommendations  with  respect 
to  the  argument  made  in  the  request  and 
any  comments  of  others  (sub-section  G., 
above)  submitted  thereon. 

I.  After  a  hearing  examiner  has  re¬ 
considered  a  case,  he  shall  issue  a  sec¬ 
ond  report  in  the  same  manner  as  the 
first  report  (see  section  10.E.,  above). 
The  reconsideration  report  shall  reply  to 
the  evidence  or  arguments  submitted  by 
a  party  seeking  reconsideration  and  may 
contain  other  or  revised  findings  and 
recommendations  which  the  hearing  ex¬ 
aminer  deems  necessary  to  make. 

J.  Following  a  review  and  considera¬ 
tion  of  the  hearing  examiner’s  report  on 
reconsideration,  the  Librarian  will  make 
the  final  agency  decision,  executing  the 
requirements  and  procedures  set  out  in 
sub-sections  A.,  B„  C.,  and  D.  of  this  sec¬ 
tion  to  the  extent  that  the  same  are  ap¬ 
plicable. 

Sec.  12.  Third  party  allegations.  This 
section  shall  apply  to  general  allegations 
by  organizations,  or  other  third  parties, 
of  discrimination  in  personnel  matters 
within  the  Library  which  are  unrelated 
to  an  individual  complaint  of  discrimina¬ 
tion.  These  shall  be  considered  third 
party  allegations  and  shall  be  processed 
as  follows: 

A.  Such  allegations  shall  be  filed,  in 
writing,  directly  with  the  Coordinator, 
who  shall,  upon  accepting  the  same  (sec¬ 
tion  6.,  above) ,  assign  them  to  an  Equal 
Opportunity  Officer. 

B.  In  so  filing,  the  organization  or 
other  third  party  shall  state  the  allega¬ 
tions  with  sufficient  specificity  so  that 
the  Officer  may  fully  investigate  it.  The 
Officer  may  require  such  additional  speci¬ 
ficity  as  necessary  to  proceed  with  the 
investigation. 

C.  The  Coordinator  may  split  off  from 
a  third  party  complaint  an  individual 
complaint  for  processing  under  these 
regulations  if  the  requirements  of  section 
6.,  above  for  the  acceptance  of  such  com¬ 
plaints  are  met. 

D.  The  Officer  assigned  shall  investi¬ 
gate  the  allegations  pursuant  to  the 
procedures  set  out  in  section  8.A.,  above. 
If  an  Equal  Opportunity  Office  Investi¬ 
gator  is  assigned  to  the  case,  he  shall 
investigate  the  allegations  pursuant  to 
the  procedures  set  out  in  section  8.B., 
above. 

E.  The  Officer  investigating  a  third 
party  complaint  shall  establish  a  file  on 
each  general  allegation,  and  this  file  shall 
contain  copies  of  all  material  used  in 
making  findings  on  the  allegations.  Sub¬ 
sequent  processing  of  the  complaint  and 
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the  procedures  followed  by  the  Equal 
Opportunity  Office  and  any  other  Library 
officers  shall  be  pursuant  to  the  provi¬ 
sions  of  section  8.A.  through  8.E.,  above, 
as  appropriate. 

F.  The  Deputy  Librarian  shall  review 
the  findings  and  recommendations  of  the 
Equal  Opportunity  Office,  conduot  any 
further  investigation  he  considers  neces¬ 
sary,  resolve  the  matter,  or  make  a  final 
agency  decision.  He  shall  give  the  com¬ 
plainants  and  any  employee (s)  charged 
written  notification  of  his  final  action 
and  the  reasons  therefor,  and  he  shall 
send  a  copy  of  that  decision  to  the  Co¬ 
ordinator. 

Sec.  13.  Remedial  actions.  A.  Where  it 
has  been  determined  that  an  employee 
of  the  Library  was  discriminated  against, 
and  as  a  result  of  that  discrimination 
was  denied  a  benefit,  the  Library  shall 
take  remedial  actions  which  may  include 
one  or  more  of  the  following,  but  need 
not  be  limited  to  these  actions: 

(1)  Retroactive  promotion,  with  back 
pay  computed  in  the  same  manner 
prescribed  by  5  CFR  550.804,  when  the 
record  clearly  shows  that  but  for  the  dis¬ 
crimination  the  employee  would  have 
been  promoted  or  would  have  been  paid 
at  a  higher  rate;  provided  that  the  back 
pay  liability  may  not  accrue  from  a  date 
earlier  than  two  years  prior  to  the  date 
that  the  discrimination  complaint  was 
filed,  but,  in  any  event,  not  to  exceed  the 
date  he  would  have  been  promoted.  If  a 
finding  of  discrimination  was  not  based 
oil  a  complaint,  the  back  pay  liability 
may  not  accrue  from  a  date  earlier  than 
two  years  prior  to  the  date  the  Librari¬ 
an’s  determination  of  discrimination  was 
recorded,  but,  in  any  event,  not  to  exceed 
the  date  he  would  have  been  promoted. 

(2)  Consideration  for  promotion  to  a 
position  for  which  he  is  qualified  before 
consideration  is  given  to  other  candidates 
when  the  record  shows  that  discrimina¬ 
tion  existed  at  the  time  selection  for 
promotion  was  made,  but  it  is  not  clear 
that  except  for  the  discrimination  the 
employee  would  have  been  promoted.  If 
th  individual  is  not  later  selected,  the 
agency  shall  record  the  reasons  for  non¬ 
selection. 

(3)  Restoration  of  an  employee  fol¬ 
lowing  cancellation  of  an  unwarranted 
adverse  action  which  affected  him. 

(4)  Expunction  from  Library  records 
of  any  reference  to  or  any  record  of  an 
unwarranted  disciplinary  action. 

(5)  Full  opportunity  to  participate  in 
the  employee  benefit  denied  him  (e.g., 
training,  or  preferential  work  assign¬ 
ments). 

B.  Where  the  Deputy  Librarian  de¬ 
termines  that  an  applicant  for  employ¬ 
ment  has  been  discriminated  against, 
and  except  for  that  discrimination  would 
have  been  hired,  the  following  procedures 
shall  be  followed: 

(1)  The  Library  shall  offer  the  appli¬ 
cant  employment  at  the  same  grade  de¬ 
nied  him  and  in  the  next  available  posi¬ 
tion  for  which  he  is  qualified.  The  offer 
shall  be  made  in  writing. 

(2)  The  individual  shall  have  10  work¬ 
days  from  the  date  of  receipt  of  the  offer 
within  which  to  accept  or  decline  the 


offer.  Failure  to  notify  the  agency  of  his 
decision  within  the  10  workday  period 
will  be  considered  a  declination  of  the 
offer,  unless  the  individual  can  show  that 
circumstances  beyond  his  control  pre¬ 
vented  him  from  responding  within  the 
time  limit. 

(3)  If  the  offer  is  accepted,  appoint¬ 
ment  shall  be  retroactive  to  the  date  the 
applicant  would  have  been  hired,  subject 
to  the  limitation  in  sub-section  D.,  below. 

(4)  Back  pay,  computed  in  the  same 
manner  prescribed  by  5  CFR  550.804, 
shall  be  awarded  from  the  beginning  of 
the  retroactive  period,  subject  to  the 
same  limitation  (sub-section  D.,  below) 
until  the  date  the  individual  actually 
enters  on  duty.  The  individual  shall  be 
deemed  to  have  performed  service  for 
the  Library  during  this  period  of  retro¬ 
activity  for  all  purposes  except  for  meet¬ 
ing  service  requirements  for  completion 
of  a  required  probationary  period. 

(5)  If  the  offer  is  declined,  the  Library 
shall  award  the  individual  a  sum  equal 
to  the  back  pay  he  would  have  received, 
computed  in  the  same  manner  prescribed 
by  5  CFR  550.804,  from  the  date  he  would 
have  been  appointed  until  the  date  the 
offer  was  made,  subject  to  the  limitation 
set  out  in  sub-section  D.,  below.  The 
Library  shall  inform  the  applicant,  in 
its  offer,  of  his  right  to  this  award  in  the 
event  he  declines  the  offer. 

C.  Where  the  Deputy  Librarian  deter¬ 
mines  that  discrimination  existed  at  the 
time  an  applicant  was  considered  for  em¬ 
ployment  but  .does  not  determine  that  the 
individual  is  the  one  who  would  have 
been  hired  except  for  discrimination,  the 
following  procedures  shall  be  followed: 

( 1 )  The  Library  shall  consider  the  in¬ 
dividual  for  any  existing  vacancy  of  the 
same  grade  for  which  he  had  been  con¬ 
sidered  initially  and  for  which  he  is 
qualified  before  consideration  is  given  to 
other  candidates. 

(2)  If  the  individual  is  not  selected, 
the  recommending  officer  shall  forward 
to  the  Deputy  Librarian  specific  written 
justification  for  non-selection. 

(3)  If  no  vacancy  exists,  the  Library 
shall  give  him  this  priority  consideration 
for  the  next  vacancy  for  which  he  Is 
qualified. 

D.  A  period  of  retroactivity  or  a  period 
for  which  back  pay  is  awarded  under 
this  section  may  not  extend  from  a  date 
earlier  than  two  years  prior  to  the  date 
on  which  the  complaint  was  initially  filed 
by  the  applicant.  If  a  finding  of  discrimi¬ 
nation  was  not  based  on  a  complaint,  the 
period  of  retroactivity  or  period  for  which 
back  pay  is  awarded  under  this  section 
may  not  extend  earlier  than  two  years 
prior  to  the  date  the  final  determination 
of  discrimination  was  recorded. 

E.  This  section  and  regulation  shall  be 
cited  as  the  authority  under  which  the 
above -described  appointments  or  awards 
of  back  pay  shall  be  made,  in  addition  to 
the  provisions  of  5  U.S.C.  5596. 

Sec.  14.  Administrative  provisions.  A. 
The  Coordinator  shall  arrange,  through 
the  Procurement  and  Supply  Division, 
Administrative  Department,  for  such 
contractual  services  as  may  be  neces¬ 
sary  to  provide  a  verbatim  transcript  of 


all  hearings  (section  10.)  and  he  shall  de¬ 
termine  the  number  of  copies  of  such 
transcript  required  to  assure  that  the 
hearing  examiner,  the  Librarian,  and  all 
parties  receive  one.  The  Coordinator 
shall  transmit  copies  of  the  transcripts  to 
the  above  recipients  as  soon  as  the  same 
are  received  by  him,  unless  otherwise 
requested  by  the  hearing  examiner. 

B.  Transcripts  are  the  property  of  the 
U.S.  Government  and  shall  be  returned 
to  the  Equal  Opportunity  Office  not  later 
than  30  workdays  after  final  agency 
action  on  the  complaint.  Where  the  com¬ 
plainant  has  filed  a  civil  action  in  the 
proper  U.S.  District  Court,  the  tran¬ 
scripts  may  be  retained,  but  in  no  event 
beyond  30  workdays  after  final  judicial 
action  on  the  complaint. 

C.  Testimony  given  and  all  documents 
submitted  at  the  hearing  or  which  may 
already  be  in  the  investigative  file  shall 
be  kept  confidential  at  all  times.  The 
hearing  examiner’s  report,  initial  or  on 
reconsideration,  and  the  transcript  of  the 
hearing  are  confidential.  Recipients  of 
these  materials  shall  not  disclose  their 
content  to  any  one  other  than  persons 
authorized  by  this  regulation  to  receive 
or  be  party  to  such  information.  Subject 
to  the  limitations  set  out  in  section  ll.B. 
of  this  regulation,  the  Librarian  may  dis¬ 
cuss  the  content  with  staff  members  with 
whom  he  consults  prior  to  reaching  a 
final  agency  decision.  In  the  event  of 
such  discussion,  consultants  and  all 
others  having  proper  access  to  such  in¬ 
formation,  shall  be  bound  by  the  same 
restrictions,  set  out  above,  applicable  to 
recipients  of  these  materials.  Staff  mem¬ 
bers  who  violate  these  provisions  shall  be 
subject  to  disciplinary  action. 

D.  At  any  time  during  the  complaint 
or  appeal  procedures  under  this  Regula¬ 
tion,  a  complainant  or  employee (s) 
charged  shall  have  the  right  to  assistance 
by  the  Equal  Opportunity  Office  in  ob¬ 
taining  representation  from  the  Library 
staff  to  assist  him  in  the  presentation 
of  his  case.  The  Equal  Opportunity  Office 
shall  maintain  a  list  of  staff  members  who 
are  willing  to  provide  such  assistance.  A 
complainant  or  employee (s)  charged 
shall  be  free  to  select  outside  counsel; 
however,  any  expense  involved  in  retain¬ 
ing  representation  from  outside  the  Li¬ 
brary  shall  be  borne  solely  by  the  indi¬ 
vidual  who  retains  such. 

E.  With  respect  to  the  policy  require¬ 
ments  of  this  regulation,  a  staff  member 
shall  appear  as  a  witness  when  requested 
to  do  so,  whether  that  request  be  made 
during  the  investigative  or  hearing  pro¬ 
cedure.  Any  staff  member  so  requested 
who  believes  that  he  has  no  first-hand 
knowledge  of  the  case  or  nothing  of  value 
to  contribute  shall,  nevertheless,  appear 
and  make  such  statement  under  oath. 
Unless  his  absence  is  due  to  illness,  as¬ 
signment  out  of  the  greater  Washington 
area,  or  extended  leave,  or  reasons  of  like 
gravity,  a  staff  member’s  unjustified 
failure  to  appear,  or  refusal  to  do  so,  may 
result  in  disciplinary  action  against  him. 
Requests  by  the  Coordinator  for  the  ap¬ 
pearance  of  witnesses  shall  be  made 
through  supervisory  channels. 

F.  The  appearance  of  an  employee  of 
the  Library  as  a  witness  during  the  inves- 
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tlgatlve  process  or  at  a  hearing  shall  be 
considered  as  an  official  assignment.  Such 
employee  shall  be  in  duty  status  during 
the  time  he  is  made  available  as  a  wit¬ 
ness.  Before,  during,  and  after  such  tes¬ 
timony,  staff  members  who  appear  as  wit¬ 
nesses  shall  be  free  from  restraint,  inter¬ 
ference,  coercion,  or  reprisal. 

Approved:  January  2,  1974. 

[seal]  L.  Quincy  Mumford, 
Librarian  of  Congress. 

Appendix 

procedures  for  the  conduct  of  hearings 

UNDER  PROVISIONS  OF  LCR  2010-3.1 

I.  Preliminary  review.  A.  The  Coordi¬ 
nator,  Equal  Opportunity  Office,  shall 
transmit  the  investigative  file  to  the 
hearing  examiner,  who  shall  review  the 
file  to  determine  whether  further  inves¬ 
tigation  is  needed  before  scheduling  the 
hearing.  If  he  so  determines,  he  shall  re¬ 
mand  the  file  to  the  Coordinator  for 
further  investigation,  giving  his  reasons 
for  taking  such  action. 

B.  Upon  accepting  the  investigative 
file,  the  hearing  examiner  shall  com¬ 
municate  with  the  parties  and  the  Co¬ 
ordinator  and  shall  establish  the  date  and 
time  of  the  hearing  and  shall  arrange 
for  a  pre-hearing  conference.  The  loca¬ 
tions  for  the  hearing  and  the  pre-hearing 
conference  shall  be  arranged  by  the 
Coordinator  pursuant  to  section  10.A  and 
10.C.  (4)  of  LCR  2010-3.1. 

II.  Pre-hearing  conference.  A.  It  shall 
be  the  purpose  of  the  pre-hearing  con¬ 
ference  to  expedite  processing  by  the 
hearing  examiner  and  completion  of  the 
hearing.  The  hearing  examiner  shall  use 
the  occasion  to: 

( 1 )  Instruct  the  parties  and  their  rep¬ 
resentatives  on  the  procedures  to  be  fol¬ 
lowed  at  the  hearing;  for  purposes  of  this 
regulation,  the  term  “parties”  shall  in¬ 
clude  the  complainant(s)  and  the  em¬ 
ployee  (s)  charged  with  discrimination, 

(2)  Define  and,  if  possible,  limit  the 
Issues  to  be  considered  in  the  hearing  to 
those  raised  in  the  complaint,  and  secure 
common  agreement  on  these  issues  be¬ 
tween  the  parties, 

(3)  Determine  the  need  for  the  iden¬ 
tity  of  any  witnesses,  and 

(4)  Identify  the  scope  and  substance 
of  each  witness’  testimony  so  as  to  (a) 
limit  the  number  of  witnesses  to  those 
persons  who  have  first-hand  knowledge, 
relevant  to  the  issues  determined  under 
subsection  2.,  above,  and  (b)  preclude  un¬ 
necessary  repetitious  testimony. 

(B)  The  determinations  of  the  hearing 
examiner  and  any  stipulations  by  the 
parties  shall  be  recorded  by  the  hearing 
examiner  and  initialed  by  the  parties  or 
their  representatives  at  the  pre-hearing 
conference.  The  hearing  examiner  shall 
prepare  copies  of  that  agreement  and 
transmit  the  same  to  the  parties  prior  to 
or  on  the  first  day  of  the  hearing. 

III.  Arrangements  for  witnesses.  A.  The 
hearing  examiner  shall  request  the  Co¬ 
ordinator  to  see  to  the  availability,  as 
witnesses,  of  those  employees  requested 
by  any  party  to  the  hearing  whose  testi¬ 
mony  the  hearing  examiner  has  deter¬ 
mined  is  necessary.  Through  the  Co¬ 


ordinator,  the  hearing  examiner  shall 
also  request  the  Library  to  make  avail¬ 
able  as  a  witness  any  other  employee 
whose  testimony  he  desires  to  supplement 
the  information  in  the  investigative  file. 

B.  The  hearing  examiner  shall  give 
the  parties  requesting  the  appearance  of 
a  witness  his  reasons  for  denying  such 
request,  and  shall  insert  those  reasons  in 
the  record  of  the  hearing. 

C.  Subject  to  the  provisions  of  LCR 
2010-3.1,  section  14.E.,  staff  members 
shall  appear  as  witnesses  when  requested 
to  do  so.  The  Coordinator  shall  confirm 
the  availability  of  those  witnesses  to  the 
hearing  examiner.  The  hearing  examiner 
shall  call  the  witnesses  in  such  order  as 
he  determines  will  best  develop  informa¬ 
tion  relevant  to  the  issues  determined 
under  sub-section  II.A.  (3) ,  above. 

D.  The  hearing  examiner  shall  arrange 
with  the  parties  and  the  Coordinator  to 
obtain  testimony  through  a  written  inter¬ 
rogatory  from  any  employee  who  is  found 
to  be  unavailable  for  the  hearing.  He 
shall  obtain  the  written  interrogatory 
and  furnish  copies  of  the  same  to  all  par¬ 
ties  as  soon  as  possible.  Answers  of  wit¬ 
nesses  to  an  interrogatory  shall  be  ob¬ 
tained  under  oath  or  affirmation.  If  the 
interrogatory  is  introduced  at  the  hear¬ 
ing  and  made  a  part  of  the  record,  any 
objections  to  any  aspect  of  it  made  by 
any  party  shall  also  be  made  a  part  of 
the  record. 

E.  The  status  of  staff  members  appear¬ 
ing  as  witnesses  and  the  protections  ac¬ 
corded  them  in  that  capacity  are  deter¬ 
mined  by  the  provisions  of  LCR  2010- 
3.1,  section  14.F. 

IV.  Authority  of  the  Hearing  Examiner. 
The  hearing  examiner  has  the  authority 
to: 

(1)  Take  testimony  under  oaths  or 
affirmations; 

(2)  Regulate  the  course  of  the  hear¬ 
ing; 

(3)  Rule  on  offers  of  proof; 

(4)  Limit  the  number  of  potential  wit¬ 
nesses  whose  testimony  he  determines 
would  be  unduly  repetitious  or  irrele¬ 
vant;  and 

(5)  Exclude  any  person  from  the  hear¬ 
ing  for  disruptive  conduct  or  misbe¬ 
havior. 

V.  Attendance.  A.  Attendance  at  the 
hearing  shall  be  limited  to  persons  deter¬ 
mined  by  the  hearing  examiner  to  have  a 
direct  connection  with  the  complaint;  in 
most  hearings  these  are  the  hearing  ex¬ 
aminer,  the  official  recorder,  the  parties, 
their  representatives,  and  witnesses  as 
they  testify. 

B.  A  party  may  request,  preferably  at 
the  pre-hearing  conference,  the  presence 
of  one  adviser  to  provide  technical  assist¬ 
ance.  Such  request  shall  be  allowed  when, 
in  the  opinion  of  the  hearing  examiner, 
this  assistance  is  necessary.  If  the  adviser 
is  to  be  a  witness,  then  such  adviser  shall 
testify  before  other  witnesses,  but  he  or 
she  may  be  recalled  if  the  hearing  ex¬ 
aminer  considers  it  important  to  do  so. 

VI.  Conduct  of  hearing.  A.  The  hear¬ 
ing  examiner  shall  not  conduct  the  hear¬ 
ing  as  an  adversary  proceeding  (see  LCR 
2010-3.1,  section  10.D.).  Rather,  he  shall 
establish  an  order  of  procedure  so  as  to 
bring  out  pertinent  facts,  including  the 
introduction  of  pertinent  documents.  He 


shall  exclude  irrelevant  or  unduly  repeti¬ 
tious  evidence,  and  in  so  doing,  he  shall 
insert  into  the  record  his  reasons  for 
any  exclusion  of  evidence  and  any  excep¬ 
tion  taken  by  any  party  to  such  action. 

B.  Only  information  having  a  direct 
bearing  on  the  complaint  shall  be  re¬ 
ceived  into  evidence.  Any  stipulations 
among  the  parties  to  the  hearing  con¬ 
cerning  one  or  more  aspects  of  the  com¬ 
plaint  which  they  believe  need  not  be 
taken  up  at  the  hearing  shall  be  made  a 
part  of  the  record  of  the  hearing,  whether 
arrived  at  during  the  hearing  or  in  a  pre- 
hearing  conference. 

C.  All  parties  shall  be  given  the  oppor¬ 
tunity  to  cross-examine  witnesses  who 
appear  and  testify.  If  any  party  to  the 
hearing  volunteers  information  as  a  wit¬ 
ness,  he  shall  be  subject  to  cross-exami¬ 
nation.  If  any  party  does  not  so  volun¬ 
teer,  the  hearing  examiner  shall  call  him 
as  a  witness  upon  request  by  any  other 
party,  and  the  provisions  of  LCR  2010- 
3.1,  section  14.E.,  shall  apply. 

VII.  Record  of  the  hearing.  The  hear¬ 
ing  shall  be  recorded  verbatim.  All 
documents,  including  the  investigative 
file,  which  are  submitted  to,  and  accepted 
by,  the  hearing  examiner  shall  be  made 
part  of  the  record  of  the  hearing.  Copies 
of  any  document  that  is  accepted  shall  be 
furnished  to  the  parties.  Copies  of  the 
transcript  shall  be  distributed  and  gov¬ 
erned  by  the  provisions  of  LCR  2010-3.1, 
sections  14.A.  and  14.B. 

[FR  Doc.74-2640  Filed  l-31-74;8:45  am] 


NATIONAL  ADVISORY  COMMITTEE 
ON  OCEANS  AND  ATMOSPHERE 

NOTICE  OF  PARTIALLY  CLOSED  MEETING 

January  28, 1974. 

The  National  Advisory  Committee  on 
Oceans  and  Atmosphere  (NACOA)  will 
hold  a  meeting  Sunday  through  Tuesday, 
February  10-12,  1974.  The  afternoon 
session  (1:30  to  5:00  p.m.)  on  Monday 
and  the  first  hour  (9:00  to  10:00  a.m.) 
of  the  Tuesday  session  will  be  closed  to 
the  public  under  authorization  of  the 
Assistant  Secretary  of  Commerce  for 
Administration,  in  a  determination  dated 
January  18,  1974,  and  cosigned  by  the 
Assistant  General  Council  for  Adminis¬ 
tration,  which  finds  that  these  sessions 
are  concerned  with  matters  listed  in 
section  552(b)  (1)  of  title  5,  United  States 
Code.  All  other  sessions  will  be  open  to 
the  public.  The  Sunday  session  will  be 
held  in  the  Capitol  Room  of  the  Hotel 
Washington,  15th  and  Pennsylvania 
Avenue,  NW„  Washington,  D.C.,  com¬ 
mencing  at  9:30  a.m.  The  Monday  and 
Tuesday  sessions  will  be  held  in  Room 
6802  of  the  U.S.  Department  of  Com¬ 
merce  Building,  15th  and  Constitution 
Avenue,  NW„  Washington,  D.C.  The 
Monday  session  will  begin  at  8:45  a.m. 
and  the  Tuesday  session  at  9:00  a.m. 

The  Committee,  consisting  of  25  non- 
Federal  members  appointed  by  the  Presi¬ 
dent  from  State  and  local  governments, 
industry  science,  and  other  appropriate 
areas,  was  established  by  Congress  by 
Pub.  L.  92-125,  on  August  16,  1971.  Its 
duties  are  to  (1)  Undertake  a  continuing 
review  of  the  progress  of  the  marine  and 
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atmospheric  science  and  service  pro¬ 
grams  of  the  United  States,  (2)  submit 
a  comprehensive  annual  report  to  the 
President  and  to  the  Congress  setting 
forth  an  overall  assessment  of  the  status 
of  the  Nation’s  marine  and  atmospheric 
activities  on  or  before  June  30  of  each 
year,  and  (3)  advise  the  Secretary  of 
Commerce  with  respect  to  the  carrying 
out  of  the  purposes  of  the  National 
Oceanic  and  Atmospheric  Administra¬ 
tion. 

A  general  agenda  contains  the  follow¬ 
ing  topics : 

Sunday,  the  10th.  9:30  a  m.  to  5:00  p.m. — 
Status  of  NACOA  work  In  progress  and  dis¬ 
cussion  of  topics  for  the  annual  report. 

Monday,  the  11th.  8:45  a.m.  to  approxi¬ 
mately  10:00  a.m.  (cont’d  10:30  a.m.  to  12:30 
p.m.) — Briefings  by  several  Individual 
speakers  on  the  historical  development  of 
national  and  international  Law  of  the  Sea 
positions  and  discussions  of  the  various  ele¬ 
ments  of  United  States  interest  such  as  deep 
sea  mining,  fisheries,  freedom  of  research, 

et<10:00  a.m.  to  10:30  a.m.  (approximately)  — 
Swearing  in  of  new  NACOA  members. 

1:30  p.m.  to  5:00  p.m.  (Closed) — Briefing 
by  the  Department  of  Defense  on  national 
security  and  the  question  of  freedom  of  navi¬ 
gation,  and  a  discussion  with  representatives 
of  the  Department  of  State  on  negotiating 
strategies  of  the  U.S.  Government.  This  ses¬ 
sion  of  necessity  will  Involve  the  presentation 
of  classified  exhibits  and  the  discussion  of 
classified  information  contained  in  classified 
documents  covered  within  Executive  Order 
11652. 

Tuesday  the  12th.  9:00  a.m.  to  10:00  a.m. 
(Closed) — Continuation  of  the  discussion  of 
classified  material  to  define  the  need  for  the 
Committee  comment  in  its  forthcoming 
report. 

10:00  a.m.  to  4:00  p.m. — Presentation  on 
the  President’s  budget  for  FY'75  and  further 
discussion  of  work  in  progress. 

At  open  sessions,  the  public  will  be 
admitted  to  the  extent  of  the  seating 
available  on  a  first  come,  first  served 
basis.  Questions  from  the  public  will  be 
permitted  during  specific  periods  an¬ 
nounced  by  the  Chairman.  Persons  wish¬ 
ing  to  make  formal  statements  should 
notify  the  Chairman  in  advance  of  the 
meeting.  The  Chairman  retains  the 
prerogative  to  place  limits  on  the  dura¬ 
tion  of  oral  statements  and  discussions. 
Written  statements  may  be  submitted 
berore  or  after  each  session. 

Additional  information  concerning 
this  meeting  may  be  obtained  through 
the  Committee’s  Executive  Director, 
Dr.  Douglas  L.  Brooks,  whose  mailing 
address  is:  National  Advisory  Committee 
on  Oceans  and  Atmosphere,  Department 
of  Commerce  Building,  Room  5225, 
Washington,  D.C.  20230.  The  telephone 
number  is  967-3343. 

Douglas  L.  Brooks, 
Executive  Director. 

IFR  Doc.74-2681  Filed  l-31-74;8:45  am] 


NATIONAL  AERONAUTICS  AND 
SPACE  ADMINISTRATION 

[Notice  (74-6)  J 

NASA  LUNAR  PLANNING  COMMITTEE 

Notice  of  Date  and  Place  of  Meeting 

The  NASA  Lunar  Planning  Committee 
will  meet  at  the  Goddard  Space  Flight 
Center  on  February  21  and  22,  1974.  The 
meeting  will  be  held  in  Room  200,  Build¬ 
ing  26  from  8:30  a.m.  to  5  p.m.  on  Feb¬ 
ruary  21  and  from  8:30  a.m.  to  3:30  p.m. 
on  February  22.  The  meeting  is  open  to 
members  of  the  public  to  within  the  40- 
seat  capacity  of  the  room. 

The  NASA  Lunar  Planning  Committee 
serves  in  a  consultative  capacity  to  the 
National  Aeronautics  and  Space  Admin¬ 
istration  to  review  the  NASA  lunar  pro¬ 
grams  and  objectives.  The  Committee 
has  16  members  including  the  Chairman, 
Dr.  Noel  W.  Hinners.  At  the  meeting  the 
Lunar  Planning  Committee  will  review 
the  status  of  previous  recommendations 
and  action  items,  the  Lunar  Science  In¬ 
stitute,  and  the  Fifth  Lunar  Science  Con¬ 
ference.  The  Lunar  Photo  Data  Analysis 
Program  will  be  discussed.  The  Commit¬ 
tee  will  be  asked  to  critique  its  content 
and  to  recommend  on  Program  balance. 
Orbital  photography,  acquired  for  geo¬ 
logic  purposes,  will  be  reviewed  with  em¬ 
phasis  upon  recent  results  and  estab¬ 
lishing  scientific  requirements  for  future 
data  acquisition.  The  objectives  for  a 
potential  lunar  polar  orbit  mission  will 
be  formulated. 

For  further  information  regarding  the 
meeting,  please  contact  Dr.  Richard  J. 
Allenby,  area  cede  202-755-1948. 

Dated:  January  29,  1974. 

Homer  E.  Newell, 
Associate  Administrator,  Na¬ 
tional  Aeronautics  and  Space 
Administration. 

[FR  Doc.  74-2693  Filed  l-31-74;8:45  am] 


[Notice  74-7] 

ERTS  FOLLOW-ON  INVESTIGATION 
REVIEW  COMMITTEE 

Notice  of  Establishment 

Pursuant  to  section  9(a)  (2)  of  the 
Federal  Advisory  Committee  Act  (Pub. 
L.  92-463),  and  after  consultation  with 
the  Office  of  Management  and  Budget, 
I  have  determined  that  the  establish¬ 
ment  of  the  following  advisory  commit¬ 
tee  is  in  the  public  interest  in  connection 
with  the  performance  of  duties  imposed 
upon  NASA  by  law: 

ERTS  Follow-on  Investigation  Review 
Committee. 

The  functions  of  this  committee  will 
be  the  review  and  evaluation  of  ERTS 
Follow-on  Investigation  proposals.  The 


reason  for  establishing  this  Committee 
is  to  obtain  advice  for  NASA  as  to  the 
scientific  and  technical  merit  of  the  pro¬ 
posed  research. 

Dated:  January  30, 1974. 

James  C.  Fletcher, 
Administrator ■. 

[FR  Doc.74-2803  Filed  1-30-74;  1:04  pm] 

NATIONAL  SCIENCE  FOUNDATION 

ADVISORY  COMMITTEE  FOR  PLANNING 
AND  INSTITUTIONAL  AFFAIRS 

Notice  of  Meeting 

Pursuant  to  the  Federal  Advisory 
Committee  Act  (Pub.  L.  92-463),  notice 
is  hereby  given  of  a  meeting  of  the  Ad¬ 
visory  Committee  for  Planning  and  In¬ 
stitutional  Affairs  to  be  held  at  9  a.m. 
on  February  14  and  15,  1974,  in  Room 
545  at  1800  G  Street  NW.,  Washington, 
D.C. 20550. 

The  purpose  of  this  Committee  is  to 
provide  advice  and  recommendations  to 
the  National  Science  Foundation  con¬ 
cerning  planning,  evaluation,  and  policy 
study  activities  within  NSF;  and  the 
impact  of  actual  and  proposed  Founda¬ 
tion  programs  on  the  effectiveness  and 
integrity  of  academic  and  other  institu¬ 
tions  performing  research,  viewed  as  a 
whole. 

The  agenda  for  this  meeting  shafi 
includ:: 

February  14 

MORNING 

9:00 — Introduction,  Committee  Chairman. 
9:15 — Comments,  Assistant  Director  for  Ad¬ 
ministration. 

9:30 — Committee  Issues  and  the  Current 
Planning  Context,  NSF  Deputy  Director. 
10:30 — Coffee  Break. 

10:45 — Discussion  of  Planning  Within  the 
Research  Directorate,  Assistant  Director 
for  Research. 

11 :45 — Recess  for  Lunch. 

AFTERNOON 

1:00 — Work  on  Study  Topics,  Committee 
Chairman. 

5 : 00 — Public  Discussion  (if  necessary) . 
February  15 

MORNING 

9:00 — Continued  Work  on  Study  Topics, 
Committee  Chairman. 

12:00 — Recess  for  Lunch. 

AFTERNOON 

1:00 — Committee  Discussion  with  NSF  Di¬ 
rector,  NSF  Director 

2:30 — Discussion  of  arrangements  for  next 
meeting  and  Adjournment,  Committee 
Chairman 

This  meeting  shall  be  open  to  the  pub¬ 
lic.  Individuals  who  wish  to  attend  should 
inform  Mrs.  Mary  L.  Parramore,  Execu¬ 
tive  Assistant,  Office  of  Budget,  Pro¬ 
gramming,  and  Planning  Analysis,  Room 
426,  1800  G  Street,  NW.,  Washington, 
D.C.  20550  (telephone:  202-63-4050) 
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prior  to  the  meeting.  Persons  requiring 
further  Information  concerning  this 
Committee  should  contact  Mrs.  Mary  L. 
Parramore,  at  the  above  address.  Sum¬ 
mary  minutes  relative  to  this  meeting 
may  be  obtained  from  the  Management 
Analysis  Office,  Room  K-720,  1800  O 
Street,  NW,  Washington,  D.C.  20550. 

T.  E.  Jenkins, 
Assistant  Director 
for  Administration. 

January  23,  1974. 

[FR  Doc.74-2653  Filed  1-3 1-74; 8: 45  am] 

SMALL  BUSINESS  ADMINISTRATION 

[License  No.  08/08-0034] 

FIRST  DAKOTA  CAPITAL  CORP. 

Notice  of  Issuance  of  Small  Business 
Investment  Company  License 

On  October  12, 1973,  a  notice  was  pub¬ 
lished  in  the  Federal  Register  (38  FR 
28333)  stating  that  an  application  had 
been  filed  by  First  Dakota  Capital  Cor¬ 
poration,  Suite  110  Professional  Building, 
100  South  4th,  Fargo,  North  Dakota 
58102,  with  the  Small  Business  Adminis¬ 
tration  (SBA)  pursuant  to  S  107.102  of 
the  regulations  governing  small  business 
investment  companies  (13  CFR  107.102) 
for  a  license  as  a  small  business  invest¬ 
ment  company. 

Interested  parties  were  given  until 
close  of  business  October  29, 1973,  to  sub¬ 
mit  their  comments  to  SBA.  No  com¬ 
ments  were  received. 

Notice  is  hereby  given  that,  pursuant 
to  section  301(c)  of  the  Small  Business 
Investment  Act  of  1958,  as  amended, 
after  having  considered  the  application 
and  all  other  pertinent  information,  SBA 
issued  License  No.  08/08-0034  to  First 
Dakota  Capital  Corporation  to  operate 
as  a  small  business  investment  company. 

Dated:  January  24,  1974. 

James  Thomas  Phelan, 
Deputy  Associate  Administrator 
for  Investment. 

[FR  Doc.  74-2654  Filed  l-31-74;8:45  am] 


[Notice  of  Disaster  Loan  Area  1033] 

NEW  HAMPSHIRE 

Notice  of  Disaster  Relief  Loan  Availability 

As  a  result  of  the  President’s  declara¬ 
tion  of  the  State  of  New  Hampshire  as  a 
major  disaster  area  following  heavy 
rains  and  flooding  beginning  on  or  about 
December  21,  1973,  applications  for  dis¬ 
aster  relief  loans  will  be  accepted  by  the 
Small  Business  Administration  from 
flood  victims  in  the  following  Counties: 
Grafton  and  Cheshire,  and  adjacent  af¬ 
fected  areas. 

.  Applications  may  be  filed  at  the : 

Small  Business  Administration 
District  Office 
55  Pleasant  Street 
Concord,  New  Hampshire  03301 

and  at  such  temporary  offices  as  are 
established.  Such  addresses  will  be  an¬ 
nounced  locally.  Applications  will  be 
processed  under  the  provisions  of 
Pub.  L.  93-24. 


Applications  for  disaster  loans  under 
this  announcement  must  be  filed  not 
later  than  March  22, 1974. 

Dated:  January  22, 1974. 

Thomas  S.  Kleppe, 
Administrator. 
[FR  Doc.74-2655  Filed  1-81-74; 8:46  am] 


SUSQUEHANNA  RIVER  BASIN 
COMMISSION 

WYOMING  VALLEY  FLOOD  CONTROL 
Hearing 

January  15,  1974. 

Notice  is  hereby  given  that  the  Sus¬ 
quehanna  River  Basin  Commission  will 
hold  a  public  hearing  on  Thursday,  Feb¬ 
ruary  14,  1974,  at  the  Treadway  Inn, 
Route  315,  Wilkes-Barre,  Pennsylvania. 
The  hearing  will  begin  at  2:30  p.m.  The 
purpose  of  the  hearing  is  to  gather  data 
on  the  Wyoming  Valley  Flood  Control 
Plan  as  proposed  by  the  Corps  of  Engi¬ 
neers  which  will  help  the  Commission  to 
decide  whether  it  should  be  made  a  part 
of  the  Comprehensive  Plan. 

The  Wyoming  Valley  Flood  Control 
Project  proposed  by  the  Corps  of  En¬ 
gineers  consists  of  a  higher  levee  and 
wall  protection  system  with  associated 
increased  pump  capacity  for  interior 
drainage  facilities,  an  improved  channel 
cross  section  where  hydraulic  efficiency  1s 
improved,  replacement  or  raising  of  three 
highway  bridges,  and  substructure  modi¬ 
fications  of  two  railroad  bridges.  Corps’ 
projections  indicate  that  these  flood  con¬ 
trol  works  would  protect  against  a  flood 
of  320,000  cfs  on  the  Susquehanna  River, 
which  has  a  frequency  of  200  years  under 
existing  conditions  and  370  years  when 
the  Tioga-Hammond  Lakes  and 
Cowanesque  Lake  Projects  are  completed. 

Documents  relating  to  the  Wyoming 
Valley  Flood  Control  Project  may  be  ex¬ 
amined  at  the  Commission’s  offices  lo¬ 
cated  at  5012  Lenker  Street,  Mechanics- 
burg,  Pennsylvania,  or  by  writing  to  the 
District  Engineer,  Baltimore  District, 
Corps  of  Engineers,  P.O.  Box  1715,  Balti¬ 
more,  Maryland  21203. 

Copies  of  Interim  Rules  Governing 
Public  Hearings  of  the  Commission  are 
available  by  writing  to  the  Commission 
at  the  above  address. 

All  persons  wishing  to  testify  are  re¬ 
quested  to  notify  the  Commission  in  writ¬ 
ing  as  early  as  possible. 

Robert  J.  Bielo, 

Executive  Director. 
[FR  Doc.74-2697  Filed  l-31-74;8:45  am] 

DEPARTMENT  OF  LABOR 

Occupational  Safety  and  Health 
Administration 

ADVISORY  COMMITTEE  ON  CONSTRUC¬ 
TION  SAFETY  AND  HEALTH 

Notice  of  Subcommittee  Meeting 

Notice  is  hereby  given  that  the  Advis¬ 
ory  Commitee  on  Construction  Safety 
and  Health,  established  under  section 
107(e)(1)  of  the  Contract  Work  Hours 
&  Safety  Standards  Act  (40  U.S.C.  333) 


and  section  7(b)  of  the  Willi ams-Steiger 
Occupational  Safety  and  Health  Act  of 
1970  (20  U.S.C.  656)  Subcommittee  on 
Editing  Part  1910  for  Construction  Op¬ 
erations  will  meet  on  Thursday,  Febru¬ 
ary  14,  and  Friday,  February  15,  1974, 
starting  at  9:00  a.m.  in  Conference  Room 
500, 1726  M  Street  NW.,  Washington,  D.C. 
The  meeting  shall  be  open  to  the  public. 

The  Subcommittee  will  continue  review 
of  the  General  Industries  Standards,  Part 
1910,  to  determine  which  individual  items 
may  be  applicable  to  construction  opera¬ 
tions. 

Written  data,  views,  or  arguments  con¬ 
cerning  the  subject  to  be  considered  may 
be  filed,  together  with  20  copies  thereof, 
with  the  Committee’s  Management 
Officer  by  February  11,  1974.  Such  sub¬ 
missions  may  also  be  filed  with  the  Com¬ 
mittee’s  Management  Officer  at  the 
meeting.  Any  such  submissions  will  be 
provided  to  the  members  of  the  com¬ 
mittee  and  will  be  included  in  the  record 
of  the  meeting. 

Persons  wishing  to  orally  address  the 
committee  at  the  meeting  should  submit 
a  written  request  to  be  heard,  together 
with  20  copies  thereof,  to  the  Committee’s 
Management  Officer  no  later  than  Febru¬ 
ary  11,  1974.  The  request  must  contain  a 
short  summary  of  the  Intended  presen¬ 
tation  and  an  estimate  of  the  amount  of 
time  that  will  be  needed. 

Communications  may  be  mailed  to : 

Standards  Advisory  Committees,  OSHA-OS, 

1726  M  Street  NW.,  Room  203. 

U.S.  Department  of  Labor,  Washington,  D.C. 

20210. 

Signed  at  Washington,  D.C.,  this  28th 
.  day  of  January  1974. 

John  Stender, 

Assistant  Secretary  of  Labor. 

[FR  Doc.74-2684  Filed  l-31-74;8:45  am] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  435] 

ASSIGNMENT  OF  HEARINGS 

January  29, 1974. 

Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellation,  or  oral  argument  ap¬ 
pear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  include 
cases  previously  assigned  hearing  dates.  / 
The  hearings  will  be  on  the  issues  as  pres¬ 
ently  reflected  in  the  Official  Docket  of 
the  Commission.  An  attempt  will  be  made 
to  publish  notices  of  cancellation  of  hear¬ 
ings  as  promptly  as  possible,  but  interest¬ 
ed  parties  should  take  appropriate  steps 
to.  insure  that  they  axe  notified  of  can¬ 
cellation  or  postponements  of  hearings 
in  which  they  are  interested.  No  amend¬ 
ments  will  be  entertained  after  the  date 
of  this  publication. 

MC  138601,  Pablo- Cabrera  &  Juan  A.  Ramos, 
DBA  Mudanzas  La  Habanera,  now  as¬ 
signed  February  11,  1974,  at  Chicago,  HI., 
will  be  held  In  Room  813,  610  S.  Canal 
Street. 

MC  108119  Sub-37,  E.  L.  Murphy  Trucking 
Company;  MC  113855  Sub-286,  Internation¬ 
al  Transport,  Inc.,  now  assigned  Febru- 
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ary  4,  1974,  at  Chicago,  HI.,  will  be  held 
at  the  Pick-Congress  Hotel,  520  S.  Mich¬ 
igan  Ave. 

MC  107129  Sub-9,  E.  K.  Motor  Service,  Inc., 
now  assigned  February  5,  1974,  at  Chicago, 
Ill.,  Is  postponed  Indefinitely. 

No.  35870,  Continental  Southeastern  Lines, 
Inc.,  The  Moore  Tours,  Inc.,  Travel  Tours, 
Inc.,  and  Wilcox  Travel  Agency,  Inc. — In¬ 
vestigation  of  Operations  and  Practices, 
now  assigned  February  25,  1974,  at  Char¬ 
lotte,  N.C.,  is  postponed  indefinitely. 

MC  133194,  Woodline,  Inc. — Common  Carrier 
Application,  now  assigned  January  29, 
1974,  at  Little  Rock,  Ark.,  is  postponed  in¬ 
definitely. 

I&SM  27387,  General  Increase,  December  1973, 
New  England  Territory,  now  assigned  Feb¬ 
ruary  20,  1974,  at  Washington,  D.C.,  is  can¬ 
celled. 

MC  228  Sub  73,  Hudson  Transit  Lines,  Inc., 
now  being  assigned  hearing  April  1,  1974 
(2  days),  at  New  York,  N.Y.,  in  a  hearing 
room  to  be  later  designated. 

MC  89697  Sub  26,  Krajack  Tank  Lines,  Inc., 
now  being  assigned  hearing  April  3,  1974  (3 
days) ,  at  New  York,  N.Y.,  in  a  hearing  room 
to  be  later  designated. 

[seal]  Robert  L.  Oswald, 

Secretary. 

'  [FR  Doc.74-2728  Filed  l-31-74;8:45  am] 


[Ex  Parte  No.  293  (Sub-No.  1)  ] 

NORTHEASTERN  RAILROAD 
INVESTIGATION 

Notice  of  Assignment  of  Hearing 

January  29,  1974. 

In  the  matter  of  Northeastern  Rail¬ 
road  investigation-review  of  the  Secre¬ 
tary  of  Transportation’s  rail  service  re¬ 
port. 

The  hearings  in  the  above-entitled 
proceeding  are  assigned  to  commence  as 
shown  below. 

Persons  desiring  to  testify  at  these 
hearings  who  have  not  heretofore  noti¬ 
fied  the  Rail  Services  Planning  Office 
need  only  make  their  interest  known  to 
the  Administrative  Law  Judge  or  the 
counsel  for  the  Rail  Services  Planning 
Office  on  the  first  day  of  the  hearing. 

An  evening  session  commencing  at 
7:00  p.m.  will  be  held  on  the  first  day 
scheduled  at  each  city  (except  Wash¬ 
ington,  D.C.)  for  the  convenience  of 
persons  unable  to  attend  during  the  day. 
Evening  sessions  on  other  days  may  be 
held  at  the  discretion  of  the  Adminis¬ 
trative  Law  Judge. 

Hearings  will  continue  daily,  if  neces¬ 
sary,  to  afford  all  interested  persons  an 
opportunity  to  present  their  evidence. 
Hearings  at  each  city  will  be  closed  at 
the  discretion  of  the  Administrative  Law 
Judge  when  he  is  satisfied  that  no  addi¬ 
tional  persons  are  present  and  desirous 
of  testifying. 

Monday,  March  4,  1974 — Washington,  D.C., 
9:30  a.m.,  Local  Time,  at  the  Offices  of  the 
Interstate  Commerce  Commission. 

Monday,  March  4,  1974 — Boston,  Mass.,  9:30 
a.m.  and  7:00  p.m..  Local  Time,  Room 
607-A,  Minlhan  Auditorium,  Charles  F. 
Hurley  Building,  Government  Center. 
Monday,  March  4,  1974 — Detroit,  Mich.,  9:30 
a.m.  and  7:00  p.m.,  Local  Time,  13th  Floor, 
City-County  Building,  Woodward  and  Jef¬ 
ferson  St. 


Monday,  Much  4,  1974 — Pittsburgh,  Pa.,  9:30 
a.m.  and  7:00  pjn.,  Local  Time,  Court¬ 
room  No.  2,  8th  Floor,  Ufi.  Courthouse, 
700  Grant  St. 

Monday,  March  4,  1974 — Columbus,  Ohio, 
9:30  a.m.  and  7:00  p.m..  Local  Time,  Hear¬ 
ing  Room  No.  1,  Public  Utilities  Commis¬ 
sion  of  Ohio,  111  North  High  St. 

Monday,  March  4,  1974 — Charleston,  W.  Va., 
9:30  a.m.  and  7:00  p.m..  Local  Time,  Room 
C-D,  State  Office  Building,  2nd  Floor  of 
Unit  Center,  Main  Lobby. 

Tuesday,  March  5,  1974 — Albany,  N.Y.,  9:30 
a.m.  and  7:00  p.m.,  Local  Time,  Legislative 
Office  Building,  State  St.,  2nd  Floor,  Hear¬ 
ing  Room  A. 

Thursday,  March  7,  1974 — Scranton,  Pa.,  9:30 
a.m.  and  7:00  p.m..  Local  Time,  at  the  U.S. 
Naval  Reserve  Center  (Wilkes-Barre/ 
Scranton  Airport) ,  Spruce  St.,  Avoca,  Pa. 

[seal]  Robert  L.  Oswald, 

Secretary. 

|FR  Doc.74-2729  Filed  l-31-74;8:45  am] 


[Notice  14] 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

Synopses  of  orders  entered  by  the 
Motor  Carrier  Board  of  the  Commission 
pursuant  to  sections  212(b),  206(a),  211, 
312(b),  and  410(g)  of  the  Interstate 
Commerce  Act,  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
1132)  appear  below: 

Each  application  (except  as  otherwise 
specifically  noted)  filed  after  March  27, 
1972,  contains  a  statement  by  applicants 
that  there  will  be  no  significant  effect 
on  the  quality  of  the  human  environ¬ 
ment  resulting  from  approval  of  the  ap¬ 
plication.  As  provided  in  the  Commis¬ 
sion’s  Special  Rules  of  Practice,  any 
interested  person  may  file  a  petition 
seeking  reconsideration  of  the  following 
numbered  proceedings  on  or  before  Feb¬ 
ruary  21,  1974.  Pursuant  to  section  17(8) 
of  the  Interstate  Commerce  Act,  the  filing 
of  such  a  petition  will  postpone  the  effec¬ 
tive  date  of  the  order  in  that  proceeding 
pending  its  disposition.  The  matters  re¬ 
lied  upon  by  petitioners  must  be  specified 
in  their  petitions  with  particularity. 

No.  MC-FC-74926.  By  order  of  Janu¬ 
ary  23,  1974,  the  Motor  Carrier  Board 
approved  the  transfer  to  Barbara  J. 
Hawk,  doing  business  as  7  League  Travel, 
521  Seventh  St.,  New  Kensington,  Pa.,  of 
License  No.  MC-12933,  issued  March  2, 
1970,  to  P.  Franklin  Long,  doing  business 
as  7  League  Travel,  521  Seventh  St.,  New 
Kensington,  Pa.,  authorizing  it  to  engage 
in  operations  as  a  booker  of  passengers 
and  their  baggage  in  all  expense  round- 
trip  tours  beginning  and  ending  at  New 
Kensington,  Lower  Burrell,  and  Arnold, 
Pa.,  and  extending  to  points  in  the  United 
States,  including  Alaska  and  Hawaii. 

No.  MC-FC-74764.  By  order  of  Janu¬ 
ary  17,  1974,  the  Motor  Carrier  Board 
approved  the  transfer  to  Jack  Bars  Cor- 
portion,  P.O.  Box  1327,  Alvin,  Tex.  77511, 
of:  (1)  Certificate  No.  MC-52727,  issued 
on  June  17,  1949,  to  R.  T.  Bars,  doing 
business  as  Jack  Bars  Trucking  Contrac¬ 
tor,  Angleton,  Tex.,  authorizing  the 
transportation  of  machinery,  materials, 
supplies,  and  equipment  related  to  the 


discovery,  development,  and  production 
of  natural  gas  and  petroleum  between 
points  in  Texas;  and  (2)  Certificate  of 
Registration  No.  MC-52727  (Sub-No.  1) 
issued  on  April  1,  1964,  to  R.  T.  Bars, 
doing  business  as  Jack  Bars  Trucking 
Contractor,  Angleton,  Tex.,  correspond¬ 
ing  in  scope  to  the  intrastate  authority 
granted  in  Certificate  No.  5837  by  the 
Railroad  Commission  of  Texas. 

No.  MC-FC-7 4931.  By  order  entered 
January  22,  1974,  the  Motor  Carrier 
Board  approved  the  transfer  to  Larry  G. 
Whitmoyer,  Millville,  Pa.,  of  the  operat¬ 
ing  rights  set  forth  in  Permits  Nos.  MC- 
128604  and  MC-128604  (Sub-No.  1), 
issued  by  the  Commission  February  16, 
1968,  and  March  27,  1972,  respectively, 
to  Carl  Kessler,  Benton,  Pa.,  authorizing 
the  transportation  of  industrial  sand, 
limestone,  and  fire-clay,  in  dump  ve¬ 
hicles,  from  points  in  Sussex,  Camden, 
and  Cumberland  Counties,  N.J.,  to  the 
plant  site  of  Benton  Foundry,  Inc.,  in 
Sugarloaf  Township,  Columbia  County, 
Pa.,  restricted  to  a  transportation  service 
to  be  performed  under  a  continuing  con¬ 
tract  Benton  Foundry,  Inc.;  foundry 
materials,  from  points  in  Essex,  Sussex, 
Camden,  and  Cumberland  Counties,  N.J., 
to  the  plant  site  of  Hallstead  Foundry, 
Inc.,  Hallstead,  in  Susquehanna  County, 
Pa.,  restricted  to  a  transportation  service 
to  be  performed  under  a  continuing  con¬ 
tract  with  Hallstead  Foundry,  Inc.;  and 
from  points  in  Essex  County,  N.J.,  to  the 
plant  site  of  Benton  Foundry,  Inc., 
Sugarloaf  Township  (in  Columbia 
County),  Pa.,  restricted  to  a  transporta¬ 
tion  service  to  be  performed  under  a  con¬ 
tinuing  contract  with  Benton  Foundry, 
Inc. — S.  Berne  Smith,  100  Pine  Street 
(P.O.  Box  1166),  Harrisburg,  Pa.  17108, 
attorney  for  applicants. 

No.  MC-FC-74935.  By  order  of  Janu¬ 
ary  22,  1974,  the  Motor  Carrier  Board 
approved  the  transfer  to  Chief  Truck 
Lines,  Inc.,  a  Delaware  corporation,  East 
Gary,  Ind.,  of  the  operating  rights  in  Cer¬ 
tificate  No.  MC-43963,  issued  December 
26, 1972,  to  Chief  Truck  Lines,  Inc.,  Hins¬ 
dale,  HI.,  authorizing  the  transportation 
of  various  commodities  between  specified 
points  and  areas  in  Illinois,  Indiana,  and 
Wisconsin  and  of  the  operating  rights  in 
Certificate  No.  MC-83403,  issued  Au¬ 
gust  6,  1971,  in  the  name  of  Richard 
Payne  Trucking  Company,  a  corporation, 
and  acquired  by  transferor  herein  in  No. 
MC-FC-74597,  authorizing  the  transpor¬ 
tation  of  general  commodities,  with  ex¬ 
ceptions  between  specified  points  in  Illi¬ 
nois  and  Missouri — Richard  A.  Kerwin, 
127  North  Dearborn  St.,  Chicago,  Ill. 
60602,  attorney  for  applicants. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2733  FUed  l-31-74;8:45  am] 


[Notice  13] 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPLICATIONS 

January  25,  1974. 

The  following  are  notices  of  filing  of 
application;  except  as  otherwise  specif!  - 
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cally  noted,  each  applicant  states  that 
there  will  be  no  significant  effect  on  the 
quality  of  the  human  environment  re¬ 
sulting  from  approval  of  its  application, 
for  temporary  authority  under  section 
210a(a)  of  the  Interstate  Commerce  Act 
provided  for  under  the  new  rules  of  Ex 
Parte  No.  MC-67  (49  CFR  Part  1131), 
published  in  the  Federal  Register,  issue 
of  April  27,  1965,  effective  July  1,  1965. 
These  rules  provide  that  protests  to  the 
granting  of  an  application  must  be  filed 
with  the  field  official  named  in  the  Fed¬ 
eral  Register  publication,  within  15  cal¬ 
endar  days  after  the  date  of  notice  of  the 
filing  of  the  application  is  published  in 
the  Federal  Register.  One  copy  of  such 
protests  must  be  served  on  the  applicant, 
or  its  authorized  representatives,  if  any, 
and  the  protests  must  certify  that  such 
service  has  been  made.  The  protests  must 
be  specific  as  to  the  service  which  such 
Protestant  can  and  will  offer,  and  must 
consist  of  a  signed  original  and  six  (6) 
copies. 

A  copy  of  the  application  is  on  file, 
and  can  be  examined  at  the  Office  of  the 
Secretary,  Interstate  Commerce  Com¬ 
mission,  Washington,  D.C.,  and  also  in 
field  office  to  which  protests  are  to  be 
transmitted. 

Motor  Carriers  of  Property 

No.  MC  61396  (Sub-No.  265  TA) ,  filed 
January  17,  1974.  Applicant:  HERMAN 
BROS.,  INC.,  P.O.  Box  189,  Downtown 
Station,  2501  N.  11th  St.,  Omaha,  Nebr. 
68110.  Applicant’s  representative:  J.  R. 
Chesney  (same  address  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Fertilizer  solutions, 
in  bulk,  in  tank  vehicles,  from  Grand 
Island,  Nebr.,  to  points  in  Kansas,  North 
Dakota,  South  Dakota,  Colorado,  Mis¬ 
souri,  Iowa,  and  Minnesota,  for  180  days. 
SUPPORTING  SHIPPER:  Eastern  Ne¬ 
braska  Equipment  Co.,  Inc.,  Eldon  Ben¬ 
son,  Secretary-Treasurer,  Box  735,  Grand 
Island,  Nebr.  SEND  PROTESTS  TO: 
Carroll  Russell,  District  Supervisor,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  Suite  620,  Union  Pacific 
Plaza  Building,  110  North  14th  Street, 
Omaha,  Nebr.  68102. 

No.  MC  67361  (Sub-No.  9  TA),  filed 
January  16,  1974.  Applicant:  GENERAL 
ROAD  TRUCKING  CORPORATION,  99 
Mauran  Avenue,  P.O.  Box  #6,  East 
Providence,  R.I.  02914.  Applicant’s  repre¬ 
sentative:  Frank  J.  Weiner,  15  Court 
Square  Boston,  Mass.  02108.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Coal,  in  bulk,  in  dump  ve¬ 
hicles,  from  Bridgeport,  Conn.,  to  Provi¬ 
dence,  R.I.,  for  150  days.  SUPPORTING 
SHIPPER:  New  England  Power  Service 
Company,  20  Turnpike  Street,  Westboro, 
Mass.  01581.  SEND  PROTESTS  TO: 
Gerald  H.  Curry,  District  Supervisor,  Bu¬ 
reau  of  Operations,  Interstate  Commerce 
Commission,  187  Westminster  St.,  Provi¬ 
dence,  R.I.  02903. 

No.  MC  95876  (Sub-No.  144  TA) ,  filed 
January  18,  1974.  Applicant:  ANDER¬ 
SON  TRUCKING  SERVICE,  INC.,  203 
Cooper  Avenue  North,  P.O.  Box  1377,  St. 


Cloud,  Minn.  56301.  Applicant’s  repre¬ 
sentative:  Andrew  R.  Clark,  1000  First 
National  Bank  Bldg.,  Minneapolis,  Minn. 
55402.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Building, 
roofing,  and  insulation  materials  and 
materials  used  in  the  manufacture,  in¬ 
stallation,  and  distribution  thereof,  be¬ 
tween  the  plantsite  and  warehouse  facili¬ 
ties  of  Certain-teed  Products  Corpora¬ 
tion  in  Scott  County,  Minn.,  on  the  one 
hand,  and,  on  the  other,  points  in  Colo¬ 
rado,  Illinois,  Indiana,  Iowa,  Kansas, 
Kentucky,  Michigan,  Missouri,  Montana, 
Nebraska,  North  Dakota,  Ohio,  South 
Dakota,  Wisconsin,  and  Wyoming,  for 
180  days.  SUPPORTING  SHIPPER:  Cer¬ 
tain-teed  Products  Corporation  P.O.  Box 
860,  Valley  Forge,  Pa.  19482.  SEND  PRO¬ 
TESTS  TO:  District  Supervisor  A.  N. 
Spath,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  448  Federal 
Building  &  U.S.  Court  House,  110  S.  4th 
St.,  Minneapolis,  Minn.  55401. 

No.  MC  107496  (Sub-No.  931  TA) ,  filed 
January  18,  1974.  Applicant:  RUAN 
TRANSPORT  CORPORATION,  Third 
and  Keosauqua  Way,  P.O.  Box  855  (Box 
zip  50304) ,  Des  Moines,  Iowa  50309.  Ap¬ 
plicant’s  representative:  E.  Check  (same 
address  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Fertilizer,  in  bulk,  in  tank  vehicles, 
from  Elkhorn,  Wis.,  to  Colon,  Mich.,  for 
150  days.  SUPPORTING  SHIPPER:  M  & 
H  Supply,  Ltd.,  Route  3,  Whitewater,  Wis. 
53190.  SEND  PROTESTS  TO:  Transpor¬ 
tation  Specialist  Herbert  W.  Allen,  Inter¬ 
state  Commerce  Commission,  Bureau  of 
Operations,  875  Federal  Building,  Des 
Moines,  Iowa  50309. 

No.  MC  107496  (Sub-No.  932  TA) ,  filed 
January  18,  1974.  Applicant:  RUAN 
TRANSPORT  CORPORATION,  Third 
and  Keosauqua  Way,  P.O.  Box  855  (Box 
zip  50304),  Des  Moines,  Iowa  50309.  Ap¬ 
plicant’s  representative:  E.  Check  (same 
address  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Gasoline  and  fuel  oil,  in  bulk,  in 
tank  vehicles,  from  Havana,  HI.,  to  points 
in  Iowa,  for  150  days.  SUPPORTING 
SHIPPER:  J.  D.  Streett  &  Company,  Inc., 
4055  Park  Avenue,  St.  Louis,  Mo.  63110. 
SEND  PROTESTS  TO :  Herbert  W.  Allen, 
Transportation  Specialist,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  875  Federal  Building,  Des 
Moines,  Iowa  50309. 

No.  MC  107527  (Sub-No.  51  TA) ,  filed 
January  17,  1974.  Applicant:  POST 
TRANSPORTATION  COMPANY,  a  Cor¬ 
poration,  P.O.  Box  4827,  Carson,  Calif. 
90745.  Applicant’s  representative:  R. 
Sherman  Kirksey,  1970  East  213th  Street, 
Carson,  Calif.  90745.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Sulphur  trioxide,  liquid,  in  bulk, 
from  Carson,  Calif.,  to  Seattle,  Wash.,  for 
180  days.  SUPPORTING  SHIPPER: 
Stauffer  Chemical  Company,  636  Califor¬ 
nia  Street,  San  Francisco,  Calif.  94119. 
SEND  PROTESTS  TO:  District  Super¬ 


visor  Philip  Yallowitz,  Bureau  of  Opera¬ 
tions,  Interstate  Commerce  Commission, 
300  North  Los  Angeles  Street,  Room  7708, 
Los  Angeles,  Calif.  90012. 

No.  MC  108835  (Sub-No.  26  TA) ,  filed 
January  18,  1974.  Applicant:  HYMAN 
FREIGHTWAYS,  INC.,  3030  Harbor 
Lane,  Suite  102,  Minneapolis,  Minn. 
55441.  Applicant’s  representative:  An¬ 
drew  R.  Clark,  1000  First  National  Bank 
Bldg.,  Minneapolis,  Minn.  55402.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Building,  roofing, 
and  insulation  materials  and  materials 
used  in  the  manufacture,  installation, 
and  distribution  thereof,  between  the 
plantsite  and  warehouse  facilities  of 
Certain-teed  Products  Corporation  in 
Scott  County,  Minn.,  on  the  one  hand, 
and,  on  the  other,  points  in  Colorado, 
Illinois,  Indiana,  Iowa,  Kansas,  Ken¬ 
tucky,  Michigan,  Missouri,  Montana, 
Nebraska,  North  Dakota,  Ohio,  South 
Dakota,  Wisconsin,  and  Wyoming,  for 
180  days.  SUPPORTING  SHIPPER: 
Certain-teed  Products  Corporation,  P.O. 
Box  860,  Valley  Forge,  Pa.  19482.  SEND 
PROTESTS  TO:  District  Supervisor  A. 
N.  Spath,  Interstate  Commerce  Com¬ 
mission,  Bureau  of  Operations,  448  Fed¬ 
eral  Building  &  U.S.  Court  House,  110  S. 
4th  St.,  Minneapolis,  Minn.  55401. 

No.  MC  110525  (Sub-No.  1085  TA) ,  filed 
January  17, 1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  520  E. 
Lancaster  Avenue,  P.O.  Box  200,  Down- 
ingtown.  Pa.  19335.  Applicant’s  repre¬ 
sentative:  Thomas  J.  O’Brien  (same  ad¬ 
dress  as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Diesel  fuel,  in  bulk,  in  tank  vehicles, 
between  Huron,  Ohio,  on  the  one  hand, 
and,  on  the  other,  Atlanta,  Ga„  Charles¬ 
ton,  W.  Va.,  Dallas,  Tex.,  Detroit,  Mich., 
Fort  Wayne,  Ind.,  Grand  Rapids,  Mich., 
Houston,  Tex.,  Indianapolis,  Ind.,  Little 
Rock,  Ark.,  Louisville,  Ky„  Memphis  and 
Nashville,  Tenn.,  Peoria,  Ill.,  Roanoke, 
Va.,  and  St.  Louis,  Mo.,  for  180  days. 
SUPPORTING  SHIPPER:  The  Kroger 
Co.,  1014  Vine  St..  Cincinnati,  Ohio  45201. 
SEND  PROTESTS  TO:  Peter  R.  Guman, 
District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  Fed¬ 
eral  Bldg.,  Room  3238,  600  Arch  St., 
Philadelphia,  Pa.  19106. 

No.  MC  113041  (Sub-No.  11  TA),  filed 
January  16,  1974.  Applicant:  AC-BER- 
WICK  TRANSPORTERS,  INC.,  Mutton 
Hollow  Road,  Woodbridge,  N.J.  07095. 
Applicant’s  representative:  William  D. 
Traub,  10  E.  40th  Street,  New  York,  N.Y. 
10016.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Distillates 
and  residual  fuel  oils,  from  Port  Read¬ 
ing,  Sewaren  and  Perth  Amboy,  N.J., 
facilities  of  Amerada  Hess  Corporation, 
to  points  in  Pennsylvania,  for  120  days. 
SUPPORTING  SHIPPER:  Amerada 
Hess  Corporation,  1  Hess  Plaza,  Wood- 
bridge,  N.J.  SEND  PROTESTS  TO:  Dis¬ 
trict  Supervisor  Robert  S.  H.  Vance, 
Interstate  Commerce  Commission,  Bu¬ 
reau  of  Operations,  9  Clinton  St.,  Newark, 
N.J.  07102. 
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No.  MC  114533  (Sub-No.  290  TA).  filed 
January  16,  1974.  Applicant:  BANKERS 
DISPATCH  CORPORATION,  4970  South 
Archer  Avenue,  Chicago,  HL  60632.  Ap¬ 
plicant’s  representative:  Stanley  Komosa 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Audit  media  and  other 
business  records,  between  Wheeling,  Ill., 
on  the  one  hand,  and,  on  the  other, 
Maryland  Heights,  Mo.,  and  Warren, 
Livonia,  Riverview,  and  Saginaw,  Mich., 
for  180  days.  SUPPORTING  SHIPPER: 
Mr.  Robert  N.  Beck,  Vice  President,  Gen¬ 
eral  Manager,  Wickes  Credit  Corpora¬ 
tion,  351  W.  Dundee  Rd.,  Wheeling,  Ill. 
68090.  SEND  PROTESTS  TO:  Robert  G. 
Anderson,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  Everett  McKinley  Dirksen  Bldg., 
219  S.  Dearborn  St.,  Room  1086,  Chicago, 
Ill.  60604. 

No.  MC  114552  (Sub-No.  94  TA),  filed 
January  17,  1974.  Applicant:  SENN 
TRUCKING  COMPANY,  a  Corporation, 
P.O.  Box  333,  Newberry,  S.C.  29108.  Ap¬ 
plicant’s  representative:  William  P. 
Jackson,  Jr.,  919  18th  Street  N.W.,  Wash¬ 
ington,  D.C.  20006.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Plywood,  composition  board,  mold¬ 
ings  and  accessories  used  in  the  installa¬ 
tion  thereof,  from  the  plant  site  of  Evans 
Products  Company,  at  or  near  Chesa¬ 
peake,  Va.,  to  points  in  North  Carolina 
and  South  Carolina,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  Evans  Products 
Company,  201  Dexter  Street  West,  Chesa¬ 
peake,  Va.  23324.  SEND  PROTESTS  TO: 

E.  E.  Strotheid,  District  Supervisor,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  Room  320,  1400  Building, 
1400  Pickens  St.,  Columbia,  S.C.  29201. 

No.  MC  116273  (Sub-No.  167  TA),  filed 
January  17,  1974.  Applicant:  D  &  L 
TRANSPORT,  INC.,  3800  S.  Laramie 
Avenue,  Cicero,  Ill.  60650.  Applicant’s 
representative:  Charles  T.  Jensen  (same 
address  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing  :  Corn  syrup,  in  bulk,  in  tank  vehicles, 
having  a  prior  movement  by  rail,  from 
Detroit,  Mich.,  to  Toledo,  Ohio,  for  180 
days.  SUPPORTING  SHIPPER:  Thomas 
D.  Donis,  Traffic  Manager,  Grain  Process¬ 
ing  Corporation,  P.O.  Box  341,  Musca¬ 
tine,  Iowa  52761.  SEND  PROTESTS  TO: 
District  Supervisor  Richard  K.  Shullaw, 
Interstate  Commerce  Commission,  Bu¬ 
reau  of  Operations,  Everett  McKinley 
Dirksen  Building,  219  S.  Dearborn  Street, 
Room  1086,  Chicago,  Ill.  60604. 

No.  MC  117940  (Sub-No.  104  TA),  filed 
January  15,  1974.  Applicant:  NATION¬ 
WIDE  CARRIERS,  INC.,  P.O.  Box  104, 
Maple  Plain,  Minn.  55359.  Applicant’s 
representative:  Donald  L.  Stem,  530 
Univac  Building,  7100  W.  Center  Road, 
Omaha,  Nebr.  68106.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Foodstuffs,  when  moving  in  vehicles 
equipped  with  mechanical  refrigeration, 
from  Bettendorf,  Iowa,  to  points  in  Uli- 
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nois,  Indiana,  Ohio,  Missouri,  and  Wis¬ 
consin,  for  180  days.  SUPPORTING 
SHIPPERS:  Lamb- Weston,  Inc.,  P.O. 
Box  23507,  Portland,  Oreg.  97223,  and 
Terminal  Ice  &  Cold  Storage  Company, 
1618  S.W.  First  Avenue,  Portland,  Oreg. 
97201.  SEND  PROTESTS  TO:  A.  N. 
Spath,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  448  Federal  Building  &  U.S. 
Court  House,  110  S.  4th  Street,  Minneap¬ 
olis,  Minn.  55401. 

No.  MC  119099  (Sub-No.  12  TA),  filed 
January  18,  1974.  Applicant:  BJORK- 
LUND  TRUCKING,  INC.,  First  Avenue 
N.E.  &  8th  Street,  Buffalo,  Minn.  55313. 
Applicant’s  representative:  Andrew  R. 
Clark,  1000  First  National  Bank  Bldg., 
Minneapolis,  Minn.  55402.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Building,  roofing,  and  in¬ 
sulation  materials  and  materials  used  in 
the  manufacture,  installation,  and  dis¬ 
tribution  thereof,  between  the  plantsite 
and  warehouse  facilities  of  Certain-teed 
Products  Corporation  in  Scott  County, 
Minn.,  on  the  one  hand,  and,  on  the 
other,  points  in  Colorado,  Illinois,  In¬ 
diana,  Iowa,  Kansas,  Kentucky,  Michi¬ 
gan,  Missouri,  Montana,  Nebraska,  North 
Dakota,  Ohio,  South  Dakota,  Wiscon¬ 
sin,  and  Wyoming,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  Certain-teed 
Products  Corporation,  P.O.  Box  860,  Val¬ 
ley  Forge,  Pa.  19482.  SEND  PROTESTS 
TO:  District  Supervisor  A.  N.  Spath,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  448  Federal  Building  & 
U.S.  Court  House,  110  S.  4th  St.,  Minne¬ 
apolis,  Minn.  55401. 

No.  MC  123872  (Sub-No.  18  TA),  filed 
January  21,  1974.  Applicant:  W  &  L 
MOTOR  LINES,  INC.,  State  Road  1148, 
P.O.  Drawer  2607,  Hickory,  N.C.  28601. 
Applicant’s  representative:  Theodore 
Polydoroff,  1250  Connecticut  Avenue 
NW„  Washington,  DjC.  20036.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products, 
meat  by-products,  and  articles  distrib¬ 
uted  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  ir.  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides,  commodities  in  bulk, 
in  tank  vehicles),  from  the  plantsite  and 
warehousing  facilities  of  Hygrade  Food 
Products  Corp.  at  or  near  Storm  Lake, 
Iowa,  to  points  in  Georgia,  North  Caro¬ 
lina,  South  Carolina,  and  Tennessee,  for 
180  days.  SUPPORTING  SHIPPER:  Hy¬ 
grade  Food  Products  Corp.,  P.O.  Box 
4771,  Detroit,  Mich.  48219.  SEND  PRO¬ 
TESTS  TO:  District  Supervisor  Terrell 
Price,  Interstate  Commerce  Commission, 
Bureau  of  Operations,  800  Briar  Creek 
Road,  Room  CC516,  Mart  Office  Building, 
Charlotte,  N.C.  28205. 

No.  MC  128527  (Sub-No.  46  TA) ,  filed 
January  16,  1974.  Applicant:  MAY 

TRUCKING  COMPANY,  a  Corporation, 
PiO.  Box  398,  Payette,  Idaho  83661.  Ap¬ 
plicant’s  representative:  C.  Marvin  May 
(same  address  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
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by  motor  vehicle,  over  irregular  routes, 
transporting:  Meat,  meat  by-products, 
and  articles  distributed  by  meat  packing¬ 
houses  as  described  in  Sections  A  and  C 
of  Appendix  I  to  the  report  in  Descrip¬ 
tions  in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766,  from  the  facilities 
of  Wells  and  Davies,  Inc.,  at  or  near 
Payette,  Idaho,  to  Butte,  Great  Falls,  and 
Billings,  Mont.,  Seattle,  Spokane, 
Tacoma,  and  Ellensburg,  Wash.,  Reno, 
Nev.,  and  points  in  California,  for  180 
days.  SUPPORTING  SHIPPER:  Wells 
and  Davies,  Inc.,  6  Avenue  South,  Pay¬ 
ette,  Idaho  83661.  SEND  PROTESTS 
TO:  C.  W.  Campbell,  District  Supervisor, 
Bureau  of  Operations,  Interstate  Com¬ 
merce  Commission,  550  West  Fort  St., 
Box  07,  Boise,  Idaho  83724. 

No.  MC  128645  (Sub-No.  8  TA),  filed 
January  17,  1974.  Applicant:  RAY  L. 
KRALL,  P.O.  Box  335,  Carson,  Wash. 
98610.  Applicant’s  representative:  David 
C.  White,  2400  S.W.  Fourth  Avenue, 
Portland,  Oreg.  97201.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Cants,  for  the  account  of 
Louisiana  Pacific  Corp.,  from  Stevenson 
and  Home  Valley,  Wash.,  to  Portland, 
Oreg.,  and  Vancouver,  Wash.,  for  sub¬ 
sequent  movement  by  water,  for  180 
days.  SUPPORTING  SHIPPER:  Louisi¬ 
ana  Pacific  Corp.,  P.O.  Box  281,  Steven¬ 
son,  Wash.  98648.  SEND  PROTESTS  TO: 
District  Supervisor  W.  J.  Huetig,  Inter¬ 
state  Commerce  Commission,  Bureau  of 
Operations,  114  Pioneer  Courthouse,  520 
S.W.  Morrison,  Portland,  Oreg.  97204. 

No.  MC  129480  (Sub-No.  10  TA),  filed 
January  17,  1974.  Applicant:  TRI-LINE 
EXPRESSWAYS,  LTD.,  P.O.  Box  5245, 
Station  “A”,  550  71st  Avenue  S.E.,  Cal¬ 
gary,  Alberta,  Canada.  Applicant’s  repre¬ 
sentative:  Hugh  Sweeney,  P.O.  Box  1321, 
Billings,  Mont.  59103.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Scrap,  from  points  in  Minnesota,  to 
the  International  Boundary  line  between 
the  United  States  and  Canada,  situated 
in  Minnesota  and  North  Dakota,  for  180 
days.  SUPPORTING  SHIPPER:  Inter¬ 
provincial  Steel  and  Pipe  Corporation, 
Ltd.,  P.O.  Box  1770,  Regina,  Saskatche¬ 
wan,  Canada.  SEND  PROTESTS  TO: 
Paul  J.  Labane,  District  Supervisor,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  Rm.  222,  U.S.  Post  Office 
Building,  Billings,  Mont.  59101. 

No.  MC  133485  (Sub-No.  11  TA) ,  filed 
January  16,  1974.  Applicant:  INTERNA¬ 
TIONAL  DETECTIVE  SERVICE,  INC., 
1828  Westminster  Street,  Providence,  R.I. 
02909.  Applicant’s  representative:  Morris 
J.  Levin,  1620  Eye  St.  N.W.,  Washing¬ 
ton,  D.C.  20006.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  Bullion,  precious  metals,  coin, 
precious  stones,  jewelry,  and  rare  ob¬ 
jects,  between  Providence,  R.I.,  and 
points  in  Bucks,  Chester,  Delaware, 
Montgomery,  and  Philadelphia  Counties, 
Pa.,  in  armored  cars  escorted  by  armed 
guards,  for  180  days. 

Note.— -Applicant  Intends  to  tack  with  MC 
133485,  at  Providence,  R.I. 
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SUPPORTING  SHIPPERS:  J.  Aron  & 
Company  Inc.,  79  Pine  Street,  New  York, 
N.Y.  10005;  Mocatta  Metals  Corporation, 
25  Board  Street,  New  York,  N.Y.  10004; 
Podrat  Coin  Exchange,  769A  Hope  Street, 
Providence,  R.I.  02906;  and  Acli  Metal  & 
Ore  Company,  110  Wall  Street,  New 
York,  N.Y.  10005.  SEND  PROTESTS  TO: 
Gerald  H.  Curry,  District  Supervisor,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  187  Westminster  St., 
Providence,  R.I.  02903. 

No.  MC  134478  (Sub-No.  4  TA),  ffled 
January  18, 1974.  Applicant:  CONNOLLY 
CARTAGE  CORP.,  Off:  1088  N.  Snelling 
Avenue,  P.O.  Box  3660  (Box  zip  55165), 
St.  Paul,  Minn.  55101.  Applicant’s  rep¬ 
resentative;  Andrew  R.  Clark,  1000  First 
National  Bank  Bldg.,  Minneapolis,  Minn. 
55402.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Building, 
roofing,  and  insulation  materials  and 
materials  used  in  the  manufacture,  in¬ 
stallation,  and  distribution  thereof,  be¬ 
tween  the  plantsite  and  warehouse  facili¬ 
ties  of  Certain-teed  Products  Corporation 
in  Scott  County,  Minn.,  on  the  one  hand, 
and,  on  the  other,  points  in  Colorado, 
Illinois,  Indiana,  Iowa,  Kansas,  Ken¬ 
tucky,  Michigan,  Missouri,  Montana, 
Nebraska,  North  Dakota,  Ohio,  South 
Dakota,  Wisconsin,  and  Wyoming,  for 
180  days.  SUPPORTING  SHIPPER:  Cer¬ 
tain-teed  Products  Corporation,  P.O.  Box 
860,  Valley  Forge,  Pa.  19482.  SEND  PRO¬ 
TESTS  TO:  District  Supervisor  Raymond 
T.  Jones,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  448  Fed¬ 
eral  Bldg.  &  U.S.  Court  House,  110  S. 
14th  St.,  Minneapolis,  Minn.  55401. 

No.  MC  138000  (Sub-No.  11  TA) ,  filed 
January  18,  1974.  Applicant:  ARTHUR 
H.  FULTON,  P.O.  Box  86,  Stephens  City, 
Va.  22655.  Applicant’s  representative: 
Charles  E.  Creager,  P.O.  Box  1417, 
Hagerstown,  Md.  21740.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Apple  products  and  juices,  from 
Mt.  Jackson,  Va.,  to  Atlanta,  Ga.,  and 
points  in  Florida,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  Lawrence  G.  Ma- 
hool.  Sales  Manager,  Bowman  Apple 
Products  Co.,  Inc.,  Mt.  Jackson,  Va.  22842. 
SEND  PROTESTS  TO:  Robert  D.  Cald¬ 
well,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  12  th  Street  and  Constitution 
Avenue  NW.,  Washington,  D.C.  20423. 

No.  MC  139354  (Sub-No.  1  TA),  filed 
January  18,  1974.  Applicant:  B  &  M 
TRUCKING,  INC.,  3027  S.  224th,  Kent, 
Wash.  98031.  Applicant’s  representative: 
George  R.  LaBissoniere,  130  Andover 
Park  East,  Seattle,  Wash.  98188.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Wood  chips  and 
residuals,  in  bulk  chip  van  trailers,  be¬ 
tween  Tacoma,  Wash.,  and  Wauna,  Oreg., 
for  180  days.  SUPPORTING  SHIPPER: 
St.  Regis  Paper  Company,  1019  Pacific 
Avenue,  Tacoma,  Wash.  98402.  SEND 
PROTESTS  TO:  L.  D.  Boone,  Transpor¬ 
tation  Specialist,  Bureau  of  Operations, 


Interstate  Commerce  Commission,  6049 
Federal  Office  Building,  Seattle,  Wash. 
98104. 

Motor  Carriers  of  Passengers 

No.  MC  114554  (Sub-No.  3  TA),  filed 
January  17,  1974.  Applicant:  OMNIBUS 
DE  MEXICO,  S.A.  DE  C.V.,  doing  busi¬ 
ness  as  OMIBUS  FLECHA  ROJA,  Plaza 
Principaly  Republica,  Aquascalientes, 
Aquascalien  Tex,  Mexico.  Applicant’s 
representative:  Raymundo  Rojo,  Bolivar 
1000,  Chihuahua,  Mexico.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Passengers  and  their 
baggage,  between  the  United  States- 
Mexico  International  Boundary  line  at 
or  near  Presidio,  Tex.,  and  Presidio, 
Tex.,  serving  no  intermediate  points, 
from  the  International  Boundary  line 
between  the  United  States  and  Mexico 
at  or  near  Presidio,  Tex.,  over  U.S.  High¬ 
way  67  to  Presidio,  Tex.,  and  return  over 
the  same  route,  for  180  days.  SUPPORT¬ 
ING  SHIPPER:  There  are  appioxi- 
mately  25  statements  of  support  at¬ 
tached  to  the  application  which  may  be 
examined  here  at  the  Interstate  Com¬ 
merce  Commission  in  Washington,  D.C., 
or  copies  thereof  which  may  be  examined 
at  the  field  office  named  below.  SEND 
PROTESTS  TO:  Richard  H.  Dawkins, 
District  Supervisor,  Interstate  Com¬ 
merce  Commission,  Bureau  of  Opera¬ 
tions,  301  Broadway  Building,  Room  206, 
San  Antonio,  Tex.  78205. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2730  Filed  l-31-74;8:45  am] 


[Notice  14] 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPLICATIONS 

January  28, 1974. 

The  following  are  notices  of  filing  of 
application;  except  as  otherwise  spe¬ 
cifically  noted,  each  applicant  states  that 
there  will  be  no  significant  effect  on  the 
quality  of  the  human  environment  re¬ 
sulting  from  approval  of  its  application 
for  temporary  authority  under  section 
210a(a)  of  the  Interstate  Commerce  Act 
provided  for  under  the  new  rules  of  Ex 
Parte  No.  MC-67  (49  CFR  Part  1131), 
published  in  the  Federal  Register,  issue 
of  April  27,  1965,  effective  July  1,  1965. 
These  rules  provide  that  protests  to  the 
granting  of  an  application  must  be  filed 
with  the  field  official  named  in  the  Fed¬ 
eral  Register  publication  within  15 
calendar  days  after  the  date  of  notice 
of  the  filing  of  the  application  is  pub¬ 
lished  in  the  Federal  Register.  One  copy 
of  such  protests  must  be  served  on  the 
applicant,  or  its  authorized  representa¬ 
tive,  if  any,  and  the  protests  must  certify 
that  such  service  has  been  made.  The 
protests  must  be  specific  as  to  the  serv¬ 
ice  which  such  protestant  can  and  will 
offer,  and  must  consist  of  a  signed 
original  and  six  (6)  copies. 

A  copy  of  the  application  is  on  file, 
and  can  be  examined  at  the  Office  of  the 


Secretary,  Interstate  Commerce  Com¬ 
mission,  Washington,  D.C.,  and  also  in 
the  field  office  to  which  protests  are  to  be 
transmitted. 

Motor  Carriers  of  Property 

No.  MC  112107  (Sub-No.  8  TA),  filed 
January  18,  1974.  Applicant:  NEW  ENG¬ 
LAND  MOTOR  FREIGHT,  INC.,  520 
Main  Street,  Wallington,  N.J.  07057.  Ap¬ 
plicant’s  representative:  Morton  E.  Kiel, 
5  World  Trade  Center,  Suite  6193,  New 
York,  N.Y.  10048.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport¬ 
ing:  Cable,  wire,  and  empty  reels,  serv¬ 
ing  Trenton,  N.J.,  as  an  off  route  on  its 
regular  route,  between  Paterson,  N.J.,  and 
Providence,  R.I.,  for  180  days. 

Note. — Applicant  regular  route  will  be 
joined  with  other  routes  In  the  certificate 
and  with  Its  irregular  routes. 

SUPPORTING  SHIPPER:  Collyer 
Wire  and  Cable  Co.,  100  Hlgginson  Ave¬ 
nue,  Lincoln,  R.I.  02865.  SEND  PRO¬ 
TESTS  TO:  District  Supervisor  Joel 
Morrows,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  9  Clinton  St., 
Newark,  N.J.  07102. 

No.  MC  116073  (Sub-No.  290  TA) 
(CORRECTION) ,  filed  January  2,  1974, 
published  in  the  Federal  Register  issue 
of  January  22,  1974,  and  republished  as 
corrected  this  issue.  Applicant:  BAR¬ 
RETT  MOBILE  HOME  TRANSPORT, 
INC.,  1825  Main  Avenue,  P.O.  Box  919, 
Moorhead,  Minn.  56560.  Applicant’s  rep¬ 
resentative:  Robert  G.  Tessar,  1819  4th 
Avenue  South,  Moorhead,  Minn.  56560. 

Note. — The  purpose  of  this  partial  repub¬ 
lication  is  to  show  the  correct  sub  number  as 
No.  MC  116073  (Sub-No.  290  TA),  in  Ueu  of 
No.  MC  116073  (Sub-No.  29  TA) ,  which  was 
published  in  the  Federal  Register  in  error. 
The  rest  of  the  publication  wUl  remain  the 
same. 

No.  MC  117765  (Sub-No.  172  TA) ,  filed 
January  18,  1974.  Applicant:  HAHN 
TRUCK  LINE,  INC.,  5315  NW.  5th 
Street,  P.O.  Box  75218,  Oklahoma  City, 
Okla.  73107.  Applicant’s  representative: 
R.  E.  Hagan  (same  address  as  above). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Carpet  and  carpet 
padding,  from  the  plantsite  of  Ozark  In¬ 
dustries,  Inc.,  Miami,  Okla.,  to  points  in 
Illinois  and  Wisconsin,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  Hans  Lutjens, 
President,  Ozark  Industries,  Inc.,  P.O. 
Box  1245,  Miami,  Okla.  75345.  SEND 
PROTESTS  TO:  C.  L.  Phillips,  District 
Supervisor,  Interstate  Commerce  Com¬ 
mission,  Bureau  of  Operations,  Rm.  240, 
Old  Post  Office  Building,  Oklahoma  City, 
Okla.  73102. 

No.  MC  123407  (Sub-No.  155  TA) ,  filed 
January  18,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  U.S.  Highway  No.  6,  Valparaiso, 
Ind.  46383.  Applicant’s  representative: 
Thomas  J.  Van  Osdel,  502  First  National 
Bank  Bldg.,  Fargo,  N.  Dak.  58102.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Building,  roofing, 
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and  insulation  materials  (except  iron  and 
steel  articles  and  commodities  in  bulk), 
and  materials  used  in  the  manufacture, 
installation,  and  distribution  thereof,  be¬ 
tween  the  plant  sites  and  warehouse  fa¬ 
cilities  of  Certain-teed  Products  Corp., 
located  in  Scott  County,  Minn.,  on  the 
one  hand,  and,  on  the  other,  points  in 
Colorado,  Illinois,  Indiana,  Iowa,  Kansas, 
Kentucky,  Michigan,  Missouri,  Montana, 
Ohio,  Nebraska,  North  Dakota,  South 
Dakota,  Wisconsin,  and  Wyoming,  for 
180  days.  SUPPORTING  SHIPPER:  Cer¬ 
tain-teed  Products  Corporation,  P.O.  Box 
860,  Valley  Forge,  Pa.  19482.  SEND  PRO¬ 
TESTS  TO:  J.  H.  Gray,  District  Super¬ 
visor,  Interstate  Commerce  Commission, 
Bureau  of  Operations,  345  W.  Wayne 
Street,  Room  204,  Ft.  Wayne,  Ind.  46802. 

No.  MC  128030  (Sub-No.  56  TA),  filed 
January  18,  1974.  Applicant:  THE 

STOUT  TRUCKING  CO.,  INC.,  R.R. 
#1,  P.O.  Box  177,  Urbana,  HL  61801.  Ap¬ 
plicant’s  representative:  R.  C.  Stout 
(same  address  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Louvers,  dampers,  enclo¬ 
sures,  penthouses,  screening  grilles,  and 
drapery  packets  used  in  heating,  air  con¬ 
ditioning,  and  environmental  systems, 
from  Champaign,  HI.,  to  points  in  Arkan¬ 
sas,  Connecticut,  Delaware,  Idaho,  Iowa, 
Kansas,  Maine,  Montana,  Nevada,  New 
Hampshire,  New  Jersey,  New  Mexico, 
North  Dakota,  Oklahoma,  South  Dakota, 
Texas,  Utah,  Vermont,  Virginia,  and 
Wyoming,  for  180  days.  SUPPORTING 
SHIPPER:  David  W.  Wyper,  Asst.  Treas¬ 
urer-General  Manager,  Brandt  Airflex 
Corporation,  3402  N.  Mattis  Avenue, 
Champaign,  HI.  61820.  SEND  PRO¬ 
TESTS  TO:  William  J.  Gray,  Transpor¬ 
tation  Specialist,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  Ever¬ 
ett  McKinley  Dirksen  Bldg.,  219  S.  Dear¬ 
born  St.,  Room  1086,  Chicago,  HI.  60604. 

No.  MC  134958  (Sub-No.  8  TA),  filed 
January  17,  1974.  Applicant:  HAMS 
EXPRESS,  INC.,  3499  S.  Third  Street. 
Philadelphia,  Pa.  19148.  Applicant’s  rep¬ 
resentative:  David  M.  Schwartz,  1025 
Connecticut  Ave.  NW.,  Suite  500,  Wash¬ 
ington,  D.C.  20036.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meats,  meat  products,  and  meat  by¬ 
products  and  articles  distributed  by  meat 
packing  houses  and  commodities  used  by 
packing  houses;  and  such  commodities 
as  are  used  by  meatpackers  in  the  con¬ 
duct  of  their  business  when  destined  to 
and  for  use  by  meatpackers  as  defined 
in  Sections  A,  C,  and  D  of  Appendix  I 
to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  commodities  in  bulk  and 
hides  and  skins),  all  service  limited  to 
transportation  service  to  be  performed 
under  continuing  contract  with  Bluebird 
Brands,  Inc.,  of  Chicago,  Ill.,  from  the 
plant  site,  warehouses,  and  storage  fa¬ 
cilities  used  by  Bluebird  Brands,  Inc.,  at 
or  near  Chicago,  HI.,  to  points  in  the 
United  States  (except  Alaska  and  Ha¬ 
waii)  ,  for  180  days.  SUPPORTING  SHIP¬ 
PER:  Bluebird  Brands,  Incorporated,  700 
E.  107th  St.,  Chicago,  HI.  60628.  SEND 


PROTESTS  TO:  Peter  R.  Guman,  Dis¬ 
trict  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  Fed¬ 
eral  Building,  Room  3238,  600  Arch 
Street,  Philadelphia,  Pa.  19106. 

No.  MC  136168  (Sub-No.  1  TA)  (COR¬ 
RECTION),  filed  January  7,  1974,  pub¬ 
lished  in  the  Federal  Register  Notice  No. 

6,  dated  January  15,  1974,  and  repub¬ 
lished  as  corrected  this  issue.  Applicant: 
WILSON  CERTIFIED  EXPRESS,  INC., 
27th  and  Y  Streets,  Omaha,  Nebr.  68107. 
Applicant’s  representative:  J.  Max  Hard¬ 
ing,  605  South  14th  Street,  P.O.  Box 
82028,  Lincoln,  Nebr.  68501.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products,  and 
meat  by-products  and  articles  distributed 
by  meat  packinghouses,  as  described  in 
Sections  A  and  C  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209  and  766  (ex¬ 
cept  hides  and  commodities  in  bulk), 
from  the  plantsite  and  warehouse  facili¬ 
ties  utilized  by  Wilson  &  Co.  at  Albert 
Lea,  Minn.,  to  East  Hartford  and  New 
London,  Conn.,  Baltimore,  Halethorpe, 
and  Landover,  Md.,  Boston,  Springfield, 
and  Worcester,  Mass.,  Bayonne,  Eliza¬ 
beth,  Florence,  Jersey  City,  Hawthorne, 
Kenilworth,  and  South  Kearney,  N.J„ 
Buffalo,  Garden  City,  Mineola,  Mt.  Kisco, 
New  York  City,  Troy,  and  Syracuse,  N.Y., 
Altoona.  Allentown,  Belle  Vernon,  Forty 
Fort,  Harrisburg,  Philadelphia,  Pitts¬ 
burgh,  and  Scranton,  Pa.,  points  in  the 
District  of  Columbia,  Indianapolis,  La¬ 
fayette,  and  Logansport,  Ind.,  Detroit, 
Grand  Rapids,  Livonia,  and  Saginaw, 
Mich.,  Canton,  Cincinnati,  Cleveland, 
Dayton,  Salem,  and  Youngstown,  Ohio, 
Augusta  and  Savannah,  Ga„  Charlotte, 
Hickory,  Raleigh,  and  Salisbury,  N.C., 
Charleston,  Columbia,  and  Greenville, 
S.C.,  and  Lakemont,  Tenn.,  for  180  days. 
SUPPORTING  SHIPPER:  Wilson  &  Co., 
Inc.,  4545  Lincoln  Boulevard,  Oklahoma 
City,  Okla.  73105.  SEND  PROTESTS  TO: 
Carroll  Russell,  District  Supervisor,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  Suite  620,  Union  Pacific 
Plaza  Building,  110  North  14th  Street, 
Omaha,  Nebr.  68102. 

Note. — The  purpose  of  this  republication 
is  to  change  the  territory  description,  which 
was  published  in  the  Federal  Register  in 
error. 

No.  MC  136915  (Sub-No.  2  TA) ,  filed 
January  16, 1974.  Applicant:  GOODMAN 
TRANSPORTATION,  INC.,  4255  South 
2nd  West,  Salt  Lake  City,  Utah  84107. 
Applicant’s  representative:  Irene  Warr, 
430  Judge  Building,  Salt  Lake  City.  Utah 
84111.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Meats, 
meat  products  and  meat  by-products  and 
articles  distributed  by  meat  packing¬ 
houses,  as  described  in  Sections  A  and  C 
of  Appendix  I  to  the  report  in  Descrip¬ 
tions  in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766,  from  the  plant  site 
of  Missouri  Beef  Packers,  Inc.  at  or  near 
Boise,  Idaho,  to  points  in  California,  for 
180  days.  SUPPORTING  SHIPPER:  Mis¬ 
souri  Beef  Packers,  Inc.,  P.O.  Box  8127, 
Boise,  Idaho  (John  G.  Forsythe,  Manager 


of  Traffic  Opera  tions>.  SEND  PRO¬ 
TESTS  TO:  District  Supervisor  Lyle  D. 
Heifer,  Interstate  Commerce  Commis¬ 
sion,  Bureau  of  Operations,  5239  Federal 
Building,  125  South  State  Street,  Salt 
Lake  City,  Utah  84138. 

No.  MC  139383  (Sub-No.  1  TA),  filed 
January  16,  1974.  Applicant:  COASTAL 
MOVING  &  STORAGE.  INC.,  708  South 
Jefferson  Street,  Pensacola,  Fla.  32573. 
Applicant’s  representative:  Sol  H.  Proc¬ 
tor,  1107  Blackstone  Building,  Jackson¬ 
ville,  Fla.  32202.  Authority  sought  to  op¬ 
erate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Used  household  goods  in  containers 
having  a  prior  or  subsequent  movement 
beyond  the  points  applied  for,  between 
points  in  Escambia  and  Santa  Rosa 
Counties,  Fla.,  for  180  days.  RESTRIC¬ 
TION:  Restricted  to  the  performance  of 
pickup  and  delivery  service  in  connection 
with  the  packing,  crating,  and  contain¬ 
erization  or  unpacking,  uncrating,  and 
decontainerization  of  such  traffic.  SUP¬ 
PORTING  SHIPPER:  The  Department 
of  Defense,  Office  of  the  Judge  Advocate 
General,  Washington,  D.C.  20310.  SEND 
PROTESTS  TO:  Clifford  W.  White,  Dis¬ 
trict  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations, 
Room  814,  2121  Building,  Birmingham, 
Ala.  35203. 

No.  MC  139432  TA,  filed  January  17, 
1974.  Applicant:  CLIFFORD  L.  AKS- 
LAND,  doing  business  as  SUNRISE 
TRANSPORTATION,  Route  1,  Box  69, 
Manteca,  Calif.  95336.  Applicant’s  repre¬ 
sentative:  Thomas  M.  Loughran,  100 
Bush  Street,  21st  Floor,  San  Francisco, 
Calif.  94104.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Feed 
supplements  and  bulk  sugar  beet  final 
molasses  residuum,  in  tank  truck  equip¬ 
ment,  between  points  in  Nyssa,  Oreg.  and 
San  Jose,  Calif.,  under  contract  with 
Loo  mix,  Inc.;  and  bulk  sugar  beet  final 
molasses  residuum,  in  tank  truck  equip¬ 
ment,  from  Twin  Falls,  Idaho,  to  San 
Jose,  Calif.,  under  contract  with  Loomix, 
Inc.,  for  180  days.  SUPPORTING  SHIP¬ 
PER:  Loomix,  Incorporated,  415  East 
Branch  Street,  Arroyo  Grande,  Calif. 
93420.  SEND  PROTESTS  TO:  A.  J.  Rod¬ 
riguez,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  450  Golden  Gate  Avenue,  Box 
36004,  San  Francisco,  Calif.  94102. 

Motor  Carriers  of  Passengers 

No.  MC  1515  (Sub-No.  190  TA),  filed 
January  17,  1974.  Applicant:  GREY¬ 
HOUND  LINES,  INC.,  Greyhound  Tower, 
Phoenix,  Ariz.  85077.  Applicant’s  repre¬ 
sentative:  R.  M.  Hannon,  371  Market 
Street.  San  Francisco,  Calif.  94106.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers  and 
their  baggage  in  the  same  vehicle  with 
passengers,  in  special  operations  only, 
(A)  Between  the  junction  of  U.S.  High¬ 
way  91  and  Utah  State  Highway  20,  and 
Bryce  Canyon,  Utah,  via  Utah  State 
Highway  20,  U.S.  Highway  89,  and  Utah 
State  Highway  12;  (B)  Between  the  junc¬ 
tion  of  Utah  State  Highway  12  and  U.S. 


FEDERAL  REGISTER,  VOL.  39,  NO.  23— FRIDAY,  FEBRUARY  1,  1974 


NOTICES 


4151 


Highway  89,  and  North  Rim  Grand  Can¬ 
yon  National  Park,  Ariz.,  via  U.S.  High¬ 
way  89  to  Jacob  Lake,  Ariz.,  thence  Ari¬ 
zona  State  Highway  67;  and  (C)  Between 
Mt.  Carmel  Jet.,  Utah  (Jet.  U.S.  Highway 
89  and  Utah  State  Highway  15)  and  La- 
Verkin,  Utah,  via  Utah  State  Highway 
15,  for  180  days. 

Note. — Applicant  will  tack  with  No.  MC 
1515  Sub  7,  at  Jet.  of  U.S.  Highway  91  and 
Utah  State  Highway  20  and  LaVerkln,  Utah. 

SUPPORTING  SHIPPER:  TWA  Serv¬ 
ices,  Inc.,  P.O.  Box  400  (221  North  100 
West)  ,.  Cedar  City,  Utah  84720.  SEND 
PROTESTS  TO :  Andrew  V.  Baylor,  Dis¬ 
trict  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations, 
Room  3427  Federal  Building,  230  North 
First  Avenue,  Phoenix,  Ariz.  85025. 

No.  MC  139242  (Sub-No.  3  TA),  filed 
January  18, 1974.  Applicant:  D  &  T  LIM¬ 
OUSINE  SERVICE,  INC.,  11941  Abbey 
Road,  North  Royalton,  Ohio  44133.  Ap¬ 
plicant’s  representative:  James  M. 
Burtch,  100  East  Broad  Street,  Colum¬ 
bus,  Ohio  43215.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Passengers  who  are  employees  of 
The  Penn  Central  Transportation  Com¬ 
pany  in  special  operations,  (1)  Between 
Toledo,  Ohio,  on  the  one  hand,  and,  on 
the  other,  points  along  the  right-of-way 
of  The  Penn  Central  Transportation 
Company  between  Toledo,  Ohio  and 
Detroit,  Mich,  and  (2)  Between  Toledo, 
Ohio,  on  the  one  hand,  and,  on  the  other, 
points  along  the  right-of-way  of  the 
Penn  Central  Transportation  Company 
between  Toledo,  Ohio,  and  Elkhart,  Ind., 
for  180  days.  SUPPORTING  SHIPPER: 
The  Penn  Central  Transportation  Com¬ 
pany,  Toledo,  Ohio.  SEND  PROTESTS 
TO:  Franklin  D.  Bail,  District  Super¬ 
visor,  Interstate  Commerce  Commission, 
Bureau  of  Operations,  181  Federal  Office 
Building,  1240  East  Ninth  Street,  Cleve¬ 
land,  Ohio  44199. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2731  Filed  1-31-74:8:45  am] 


[Notice  15] 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPLICATIONS 

January  29, 1974. 

The  following  are  notices  of  filing  of 
application,  except  as  otherwise  specifi¬ 
cally  noted,  each  applicant  states  that 
there  will  be  no  significant  effect  on  the 
quality  of  the  human  environment  re¬ 
sulting  from  approval  of  its  application, 
for  temporary  authority  under  section 
210a(a)  of  the  Interstate  Commerce  Act 
provided  for  under  the  new  rules  of  Ex 
Parte  No.  MC-67,  (4ft  CFR  Part  1131) 
published  in  the  Federal  Register,  issue 
of  April  27,  1965,  effective  July  1,  1965. 
These  rules  provide  that  protests  to  the 
granting  of  an  application  must  be  filed 
with  the  field  official  named  in  the  Fed¬ 
eral  Register  publication,  within  15 
calendar  days  after  the  date  of  notice  of 


the  filing  of  the  application  is  published 
in  the  Federal  Register.  One  copy  of 
such  protests  must  be  served  on  the  ap¬ 
plicant,  or  its  authorized  representative, 
if  any,  and  the  protests  must  certify  that 
such  service  has  been  made.  The  pro¬ 
tests  must  be  specific  as  to  the  service 
which  such  protestant  can  and  will  offer, 
and  must  consist  of  a  signed  original  and 
six  (6)  copies. 

A  copy  of  the  application  is  on  file,  and 
can  be  examined  at  the  Office  of  the 
Secretary,  Interstate  Commerce  Com¬ 
mission,  Washington,  D.C.,  and  also  in 
field  office  to  which  protests  are  to  be 
transmitted. 

Motor  Carriers  of  Property 

No.  MC  71642  (Sub-No.  16  TA),  filed 
January  22,  1974.  Applicant:  N.  S. 
DESHONG,  3201  Mill  Creek  Rd„  Wil¬ 
mington,  Del.  19808.  Applicant’s  repre¬ 
sentative:  Samuel  W.  Earnshaw,  833 
Washington  Bldg.,  Washington,  D.C. 
20005.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Plastic 
products,  in  containers,  for  the  account 
of  NVF  Company,  Yorklyn,  Del.,  between 
Kennett  Square,  Pa.,  and  Marietta,  Ga., 
for  180  days.  SUPPORTING  SHIPPER: 
NVF  Company,  Yorklyn  Rd.,  Yorklyn, 
Del.  19736.  SEND  PROTESTS  TO:  Peter 
R.  Guman,  District  Supervisor,  Inter¬ 
state  Commerce  Commission,  Bureau  of 
Operations,  Federal  Bldg.,  3238,  600  Arch 
St.,  Philadelphia,  Pa.  19106. 

No.  MC  96902  (Sub-No.  5  TA),  filed 
January  21,  1974.  Applicant:  CENTRAL 
EXPRESS,  INC.,  62  Everett  Street,  West- 
wood,  Mass.  02090.  Applicant’s  repre¬ 
sentative:  Frank  J.  Weiner,  15  Court 
Square,  Boston,  Mass.  02108.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Exposed  and  processed 
photographic  film  (other  than  for  com¬ 
mercial,  theatre,  or  television  exhibition) 
anci,  together  therewith,  incidental  sup¬ 
plies  used  in  and  for  shipping  said  film, 
between  Norwood  and  Bedford,  Mass., 
on  the  one  hand,  and,  on  the  other,  points 
in  Rockingham,  Merrimack,  Hillsboro, 
and  Strafford  Counties,  N.H.,  points  in 
Massachusetts  on  and  east  of  Massa¬ 
chusetts  Highway  12  and  Southbridge, 
Mass.,  for  150  days.  SUPPORTING 
SHIPPER:  Eastman  Kodak  Company, 
343  State  St.,  Rochester,  N.Y.  14650. 
SEND  PROTESTS  TO:  John  B.  Thomas, 
District  Supervisor,  Bureau  of  Opera¬ 
tions,  Interstate  Commerce  Commission, 
150  Causeway  St.,  Boston,  Mass.  02114. 

JSTo.  MC  103993  (Sub-No.  796  TA) ,  filed 
January  17,  1974.  Applicant:  MORGAN 
DRIVE-AWAY,  INC.,  2800  West  Lexing¬ 
ton  Avenue,  Elkhart,  Ind.  46514.  Appli¬ 
cant’s  representative:  Paul  D.  Borghe- 
sani  (same  address  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Kitchen  and  bathroom 
modules,  on  undercarriages,  from  Eaton 
Rapids,  Mich.,  to  points  in  Howard 
County,  Ind.,  for  180  days.  SUPPORTING 
SHIPPER:  Westinghouse  Housing  Sys¬ 
tems,  501  Marilin,  Easton  Rapids,  Mich. 
48827.  SEND  PROTESTS  TO:  J.  H.  Gray, 


District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  345 
West  Wayne  St.,  Room  204,  Ft.  Wayne, 
Ind.  46802. 

No.  MC  106674  (Sub-No.  123  TA),  filed 
January  21,  1974.  Applicant:  SCHTI.LI 
MOTOR  LINES,  INC.,  P.O.  Box  123, 
Remington,  Ind.  47977.  Applicant’s  repre¬ 
sentative:  Carl  L.  Steiner,  39  South  La¬ 
Salle  St.,  Chicago,  Ill.  60603.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Rough  lumber,  from 
Hyden,  Ky.,  to  Middle  Point,  Ohio;  and 
(2)  Pallets,  from  Middle  Point,  Ohio,  to 
Chicago,  HI.,  Indianapolis,  Ind.,  and  De¬ 
troit  and  Sturgis,  Mich.,  for  180  days. 
SUPPORTING  SHIPPER:  H  &  E  Pallet 
Co.,  P.O.  Box  109,  Middle  Point,  Ohio 
45863.  SEND  PROTESTS  TO:  J.  H.  Gray, 
District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  345 
W.  Wayne  St.,  Room  204,  Ft.  Wayne,  Ind. 
46802. 

No.  MC  107295  (Sub-No.  689  TA),  filed 
January  21,  1974.  Applicant:  PRE-FAB 
TRANSIT  CO.,  a  Corporation,  100  South 
Main  Street,  P.O.  Box  146,  Farmer  City, 
Ill.  61842.  Applicant’s  representative: 
Bruce  J.  Kinnee  (same  address  as  above) . 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Towers,  water 
cooling,  air  conditioners,  condensers,  and 
accessories  thereto,  from  Paxton,  Ill.,  to 
points  in  Alabama,  Arkansas,  Colorado, 
Georgia,  Indiana,  Iowa,  Kansas,  Ken¬ 
tucky,  Louisiana,  Michigan,  Minnesota, 
Mississippi,  Missouri,  Montana,  Nebraska, 
New  Mexico,  North  Dakota,  Ohio,  Okla¬ 
homa,  South  Dakota,  Tennessee,  Texas, 
and  Wisconsin,  for  180  days.  SUPPORT¬ 
ING  SHIPPER:  George  E.  Klein,  Traffic 
Manager,  Baltimore  Aircoil  Company, 
Inc.,  R.  R.  #2,  Box  7,  Paxton,  Ill.  60957. 
SEND  PROTESTS  TO:  District  Super¬ 
visor  Harold  C.  Jolliff,  Interstate  Com¬ 
merce  Commission,  Bureau  of  Opera¬ 
tions,  Leland  Office  Building,  527  East 
Capitol  Avenue,  Room  414,  Springfield, 
HI.  62701. 

No.  MC  107295  (Sub-No.  690  TA) ,  filed 
January  21,  1974.  Applicant:  PRE-FAB 
TRANSIT  CO.,  a  Corporation,  100  South 
Main  Street,  P.O.  Box  146,  Farmer  City, 
Ill.  61842.  Applicant's  representative: 
Bruce  J.  Kinnee  (same  address  as  above) . 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Scrap  steel  (for  re¬ 
melting  purposes  only),  from  Paris,  Ill., 
to  Detroit,  Mich.,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  M.  B.  Lieberman, 
Vice  President,  Samuel  G.  Keywell  Co., 
Inc.,  3075  Lonyo,  Detroit,  Mich.  48209. 
SEND  PROTESTS  TO:  Harold  C.  Jolliff, 
District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations, 
Leland  Office  Building,  527  East  Capitol 
Avenue,  Room  414,  Springfield,  HI. 
62701. 

No.  MC  109677  (Sub-No.  49  TA) ,  filed 
January  18,  1974.  Applicant:  PORT  ED¬ 
WARD  EXPRESS  CO.,  INC.,  Route  9, 
Saratoga  Road,  Fort  Edward,  N.Y.  12828. 
Applicant’s  representative:  J.  Fred 
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Relyea  (same  address  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Petroleum  products, 
in  bulk,  in  tank  vehicles,  from  Albany 
and  Rensselaer,  N.Y.,  to  points  in  Berk¬ 
shire,  Hampshire,  Franklin,  and  Hamp¬ 
den  Counties,  Mass.,  for  180  days.  SUP¬ 
PORTING  SHIPPER:  Amerada  Hess 
Corp.,  1  Hess  Plaza,  Woodbridge,  N.J. 
SEND  PROTESTS  TO:  Joseph  M.  Bar- 
nini.  District  Supervisor,  Bureau  of  Op¬ 
erations,  Interstate  Commerce  Commis¬ 
sion,  518  New  Federal  Building,  Albany, 
N.Y.  12207. 

No.  MC  111045  (Sub-No.  112  TA),  filed 
January  22,  1974.  Applicant:  REDWING 
CARRIERS,  INC.,  P.O.  Box  426,  Tampa, 
Fla.  33601.  Applicant’s  representative:  J. 
V.  McCoy  (same  address  as  above) .  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Mineral  spirits,  in 
bulk,  in  tank  vehicles,  from  Douglas ville, 
Ga.,  to  Orlando,  Tampa,  Largo,  Pompano 
Beach,  and  Jacksonville,  Fla.,  for  180 
days.  SUPPORTING  SHIPPER:  Arivec 
Chemicals,  Inc.,  P.O.  Box  54,  Douglas- 
ville,  Ga.  30134.  SEND  PROTESTS  TO: 
District  Supervisor  Joseph  B.  Teichert, 
Interstate  Commerce  Commission,  Bu¬ 
reau  of  Operations,  Palm  Coast  n  Build¬ 
ing,  Suite  208,  5255  NW.  87th  Avenue, 
Miami,  Fla.  33166. 

No.  MC  111729  (Sub-No.  415  TA) ,  filed 
January  21,  1974.  Applicant:  PUROLA- 
TOR  COURIER  CORP.,  2  Nevada  Drive, 
Lake  Success  (NHP-PO)  N.Y.  11040.  Ap¬ 
plicant’s  representative:  John  M.  De- 
lany  (same  address  as  applicant).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Business  papers, 
records,  audit  and  accounting  media  of 
all  kinds,  between  Piscataway,  N.J.,  and 
Bethlehem,  Pa.;  (2)  Proofs,  cuts,  copy, 
manuscripts,  printing  plates,  business 
papers,  records,  and  audit  and  account¬ 
ing  media  of  all  kinds,  restricted  to  pack¬ 
ages  or  articles  weighing  in  the  aggre¬ 
gate  no  more  than  75  pounds,  from  one 
consignor  to  one  consignee  on  any  one 
day,  between  Crawfordsville,  Ind.,  and 
Dwight,  HI.;  and  (3)  Business  papers, 
records,  audit  and  accounting  media  of 
all  kinds,  and  emergency  replacement 
parts,  restricted  to  packages  or  articles 
weighing  in  the  aggregate  no  more  than 
25  pounds,  from  one  consignor  to  one 
consignee  on  any  one  day,  between  Alsip, 
HI.,  and  Elkton,  Ky.,  for  90  days.  SUP¬ 
PORTING  SHIPPERS:  Fromm  Electric 
Supply  Corp.,  P.O.  Box  487,  Piscataway, 
N.J.  08854;  ARDCO,  12400  So.  Laramie, 
Alsip,  HI.;  and  (3)  R.  R.  Donnelley  & 
Company,  1009  Sloan  St.,  Crawfordsville, 
Ind.  SEND  PROTESTS  TO:  Anthony  D. 
Giaimo,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of 
Operations,  26  Federal  Plaza,  New  York, 
N.Y.  10007. 

No.  MC  115814  (Sub-No.  10  TA),  filed 
January  24,  1974.  Applicant:  MARK 
TRUCKING,  INC.,  P.O.  Box  5701,  Trella 
Street,  Belleville,  Pa.  17004.  Applicant’s 
representative:  James  W.  Hagar,  P.O. 


Box  1166,  Harrisburg,  Pa.  17108.  Author¬ 
ity  sought  to  operate  as  a  contract  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Foodstuffs  (except 
In  bulk)  and  dairy  products,  in  bulk,  from 
Belleville,  Pa.,  to  Clarksburg  and  Elkins, 
W.  Va.,  restricted  to  operations  under  a 
continuing  contract,  or  contracts  with 
Abbotts  Dairies,  Division  of  Fairmont 
Food  Corporation,  for  180  days.  SUP¬ 
PORTING  SHIPPED:  Abbotts  Dairies, 
Belleville,  Pa.  SEND  PROTESTS  TO: 
Robert  P.  Amerine,  District  Supervisor, 
Interstate  Commerce  Commission,  Bu¬ 
reau  of  Operations,  278  Federal  Bldg., 
P.O.  Box  869,  Harrisburg,  Pa.  17108. 

No.  MC  118142  (Sub-No.  61  TA),  filed 
January  22,  1974.  Applicant:  M. 

BRUENGER  &  CO„  INC.,  6250  North 
Broadway,  Wichita,  Kans.  67219.  Appli¬ 
cant’s  representative:  Lester  C.  Arvin, 
814  Century  Plaza  Bldg.,  Wichita,  Kans. 
67202.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Refriger¬ 
ation  units,  parts,  and  accessories,  from 
the  plant  site  and  warehouse  of  Thermo 
King  at  Louisville  and  Augusta,  Ga.,  to 
Wichita  and  Kansas  City,  Kans.;  Okla¬ 
homa  City,  Okla.;  Omaha,  Nebr.;  Hous¬ 
ton,  Dallas,  Amarillo,  Fort  Worth,  and 
Harlingen,  Tex.;  Little  Rock,  Art.;  Tuc¬ 
son,  Ariz.;  Spokane,  Wash.;  Modesto  and 
National  City,  Calif.;  and  Shreveport,  La., 
for  180  days.  SUPPORTING  SHIPPERS: 
There  are  approximately  15  statements 
of  support  attached  to  the  application, 
which  may  be  examined  here  at  the 
Interstate  Commerce  Commission  in 
Washington,  D.C.,  or  copies  thereof 
which  may  be  examined  at  the  field  office 
named  below.  SEND  PROTESTS  TO: 
M.  E.  Taylor,  District  Supervisor,  Inter¬ 
state  Commerce  Commission,  Bureau  of 
Operations,  501  Petroleum  Building, 
Wichita,  Kans.  67202. 

No.  MC  125474  (Sub-No.  41  TA) ,  filed 
January  21,  1974.  Applicant:  BULK 
HAULERS,  INC.,  P.O.  Box  3601,  U.S. 
Highway  421  North,  Wilmington,  N.C. 
28401.  Applicant’s  representative:  Ralph 
G.  Simmons  (same  address  as  above). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Dimethyl  tereph- 
thalate  (DMT) ,  in  bulk,  in  tank  vehicles, 
from  points  in  Brunswick  County,  N.C., 
to  points  in  South  Carolina,  Tennessee, 
and  Virginia,  for  180  days.  SUPPORT¬ 
ING  SHIPPER:  E.  L  duPont  de  Nemours 
Si  Co.,  1007  Market  St.,  Wilmington,  Del. 
19898.  SEIND  PROTESTS  TO:  Archie  W. 
Andrews,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  P.O.  Box  26896,  Raleigh,  N.C. 
27611. 

No.  MC  127042  (Sub-No.  139  TA) ,  filed 
January  21,  1974.  Applicant:  HAGI2N, 
INC.,  3232  Highway  75  North,  P.O.  Box 
98,  Leeds  Station,  Sioux  City,  Iowa  51108. 
Applicant’s  representative:  Joseph  W. 
Harvey  (same  address  as  above) .  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod¬ 
ucts,  meat  byproducts,  and  articles  dis¬ 


tributed  by  meat  packinghouses  (except 
hides  and  commodities  in  bulk),  from 
Omaha,  Nebr.,  to  points  in  Oregon  and 
Washington,  for  180  days. 

Not*. — Applicant  proposes  to  tack  or  Join 
Sub  8  at  Omaha,  Nebr.  to  serve  points  In 
Montana. 

SUPPORTING  SHIPPER:  Wilson  & 
Co.,  Inc.,  A.  N.  Brent,  Manager — Trans¬ 
portation,  4545  Lincoln  Blvd.,  Oklahoma 
City,  Okla.  73105.  SEND  PROTESTS  TO: 
District  Supervisor  Carroll  Russell,  In¬ 
terstate  Commerce  Commission,  Bureau 
of  Operations,  Suite  620  Union  Pacific 
Plaza,  110  N.  14  Street,  Omaha,  Nebr. 
68102. 

No.  MC  128256  (Sub-No.  24  TA),  filed 
January  21,  1974.  Applicant:  O.  W. 
BLOSSER,  doing  business  as  BLOSSER 
TRUCKING,  215  N.  Main  Street,  Mid- 
dlebury,  Ind.  46540.  Applicant’s  repre¬ 
sentative  :  Alki  El  Scopelitis,  815  Mer¬ 
chants  Bank  Building,  Indianapolis,  Ind. 
46204.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Composi¬ 
tion  board,  plywood,  and  materials,  ac¬ 
cessories,  and  supplies,  used  in  the  sale 
and  installation  of  composition  board 
and  plywood,  from  the  plantsite  of  the 
Abitibi  Corporation  at  Chicago,  HI.,  to 
points  in  Ohio,  Maryland,  Kentucky, 
Virginia,  West  Virginia,  Tennessee, 
North  Carolina,  South  Carolina,  Georgia, 
Indiana,  Delaware,  Alabama,  Mississippi, 
Florida,  and  St.  Louis,  Mo.,  for  180  days. 
SUPPORTING  SHIPPER:  Abitibi  Cor¬ 
poration,  1400  N.  Woodward — P.O.  Box 
501,  Birmingham,  Mich.  48012.  SEND 
PROTESTS  TO:  J.  H.  Gray,  District 
Supervisor,  Interstate  Commerce  Com¬ 
mission,  Bureau  of  Operations,  345  W. 
Wayne  St.,  Room  204,  Ft.  Wayne,  Ind. 
46802. 

No.  MC  138741  (Sub-No.  6  TA),  filed 
January  21,  1974.  Applicant:  E.  K. 
MOTOR  SERVICE,  INC.,  2005  N.  Broad¬ 
way,  Joliet,  HI.  60435.  Applicant’s  repre¬ 
sentative:  Tom  B.  Kretsinger,  910  Fair¬ 
fax  Building,  101  West  Eleventh  Street, 
Kansas  City,  Mo.  64105.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Building  and  construction  materials 
and  supplies,  from  the  plantsite  and 
warehouse  facilities  of  The  Celotex  Cor¬ 
poration  at  or  near  Wilmington,  HI.,  to 
points  in  the  Lower  Peninsula  of  Michi¬ 
gan,  for  180  days.  SUPPORTING  SHIP¬ 
PER:  David  H.  Wetzel,  Traffic  Manager, 
The  Celotex  Corporation,  1500  N.  Dale 
Mabry,  Tampa,  Fla.  33607.  SEND  PRO¬ 
TESTS  TO:  Transportation  Specialist 
William  J.  Gray,  Jr.,  Interstate  Com¬ 
merce  Commission,  Bureau  of  Opera¬ 
tions,  ISverett  McKinley  Dirksen  Bldg., 
219  S.  Dearborn  St.,  Room  1086,  Chicago, 
HI.  60604. 

No.  MC  139384  (Sub-No.  1  TA),  filed 
January  17,  1974.  Applicant:  BONDED 
TRANSPORTATION,  INC..  301  South 
Myrick  Street,  Pensacola,  Fla.  32505.  Ap¬ 
plicant’s  representative:  Sol  H.  Proctor, 
1107  Blackstone  Building,  Jacksonville, 
Fla.  32202.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
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over  irregular  routes,  transporting:  Used 
household  goods,  restricted  to  the  trans¬ 
portation  of  traffic  having  a  prior  or 
subsequent  movement,  in  containers, 
beyond  the  points  authorized  and  further 
restricted  to  the  performance  of  pickup 
and  delivery  service  in  connection  with 
packing,  crating,  and  containerization  or 
unpacking,  uncrating,  and  decontaineri¬ 
zation  of  such  traffic,  between  points  in 
Escambia  and  Santa  Rosa  Counties,  Fla., 
for  180  days.  SUPPPORTING  SHIPPER: 
The  Department  of  Defense,  Regulatory 
Law  Office,  Office  of  The  Judge  Advocate 
General,  Washington,  D.C.  20310.  SEND 
PROTESTS  TO:  Clifford  W.  White,  Dis¬ 
trict  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations, 
Room  814 — 2121  Building,  Birmingham, 
Ala.  35203. 

No.  MC  139393  (Sub-No.  1  TA) 
(CORRECTION) ,  filed  January  8,  1974, 
published  in  the  Federal  Register  issue 
of  January  24,  1974,  and  republished  as 
corrected  this  issue.  Applicant:  FLOYD 


A.  OAT  I  .THAN,  INMAN  CALIIHAN,  AND 
JULIA  CAIiUHAN,  doing  business  as 
CALLIHAN  PRODUCE  CO.,  P.O.  Box  73, 
Pine  Mountain  Valley,  Ga.  31823.  Appli¬ 
cant’s  representative:  E.  Earl  Seals,  P.O. 
Box  347,  Hamilton,  Ga.  31811.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  oil  lubricants, 
in  cans,  packages,  barrels,  drums,  con¬ 
tainers,  etc.,  not  in  bulk,  from  St.  Marys, 
W.  Va.,  to  Columbus,  Ga.,  for  180  days. 
SUPPORTING  SHIPPER:  Ebco  Battery 
Company,  P.O.  Box  5305,  Columbus,  Ga. 
31906.  SEND  PROTESTS  TO:  William  L. 
Scroggs.  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Oper¬ 
ations,  1252  West  Peachtree  Street  NW„ 
Room  309,  Atlanta,  Ga.  30309. 

Note. — The  purpose  of  this  republication 
is  to  show  the  MC  number  as  No.  MC  139393 
(Sub-No.  1  TA),  which  was  omitted  in  pre¬ 
vious  publication.  Also,  the  destination  point 
should  be  Columbus,  Ga.,  in  lieu  of  Colum¬ 
bus,  Ohio,  which  was  published  in  the  Fed¬ 
eral  Register  in  error. 


Motor  Carriers  of  Passengers 

No.  MC  139431  TA,  filed  January  16, 
1974.  Applicant:  WYMQ  TRANSPORTA¬ 
TION,  41  East  Burkitt,  Sheridan,  Wyo. 
82801.  Applicant’s  representative:  Bruce 
P.  Badley  (same  address  as  above) .  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  Passengers,  be¬ 
tween  Sheridan,  Wyo.,  and  Decker, 
Mont.,  via  Wyoming  State  Highway  338, 
serving  off  route  points  in  Big  Horn 
County,  Mont.,  for  180  days.  SUPPORT¬ 
ING  SHIPPER:  Decker  Coal  Co., 
Box  12,  Decker,  Mont.  SEND  PROTESTS 
TO:  District  Supervisor  P.  A.  Naughton, 
Interstate.  Commerce  Commission,  Bu¬ 
reau  of  Operations,  Rm.  1006  Federal 
Bldg.  &  Post  Office,  100  East  “B”  Street, 
Casper,  Wyo.  82601. 

By  The  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-2732  Filed  1-31-74:8:45  am] 
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